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PIPE, VALVES, FITTINGS 
PLUMBING AND HEATING 
MATERIALS 
MILL GOODS, TOOLS 
PUMPS, WINDMILLS 
WATER SYSTEMS 
ETC. 


are manufacturers of about 20,000 articles, 
including valves, pipe fittings and steam spe¬ 
cialties, made of brass, iron, ferrosteel, cast steel 
and forged steel, in all sizes, for all pressures 
and purposes, and are distributors of pipe, heat¬ 
ing and plumbing materials. 
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CHICAGO WORf] 


BRIDGEPORT WORKS 

65 Acres of Ground; 16 Acres of Floor Space 
Served by Railway and Ocean Transportation 
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CHICAGO WORKS 

151 Acres of Ground; 49 Buildings; 39 Acres of Floor 
Space; One-half Mile Front; Fireproof Construction; 
Seven Miles of Switch Track in Yards; Served by Six 
Railroads; Typical Building, two-story, 80 x 500 feet; 
40 Carloads of Finished Product Shipped Daily. Most 
Modern Facilities for Health, Safety and Comfort of 
Employes. 




































INTRODUCTION 

This catalogue was designed to meet the require¬ 
ments of the general trade and to combine under one 
cover as complete a line of Pipe, Valves, Fittings, 
Plumbing and Heating Materials, Mill Goods, Tools, 
Pumps, Windmills, Water Systems, etc., as possible. 

The catalogue numbers with which the trade is 
more or less familiar, have been retained in the first 
part of the book, and the balance of the book has a new 
set of permanent numbers which will be retained as 
long as the goods to which they apply are sold by us. 

Gaps have been left between the numbers to take 
care of new goods as they are added, and the system 
is so arranged that while the numbers do not follow 
in sequence, they will always be found in order, i. e., 
the larger numbers follow the smaller, throughout 
the plumbing section, making it easy to find a num¬ 
ber in the catalogue without using the index. 

As the numbers in part of the catalogue do not 
follow consecutively, a number index has been supplied 
to aid in finding an article the number of which is 
known. 

This catalogue does not list the complete line of 
goods of CRANE manufacture or supplied by the 
CRANE SERVICE. For the complete line of Steam, 
Water and Air goods, for higher pressures, refer to our 
general catalogue. 

It is our constant aim to supply every need of the 
trade, and if the article desired is not found in this 
catalogue, a letter to your nearest branch or to the 
home office will receive prompt attention. 

CRANE CO. 

OF MINNESOTA 
CONTINUATION OF 

CRANE Sl ORDWAY CO. 







CRANE 


TERMS 


Terms: Cash unless otherwise agreed upon. 

Prices and Designs: Subject to change without notice. 

Contracts subject to strikes, accidents or other causes beyond our control. 

No claims allowed unless made within ten days of receipt of goods. 

We guarantee Crane goods to the extent that we will replace those having 
manufacturing defects when used in the service for which we recommend them, but 
no goods are taken back unless our consent has first been obtained. 

Orders covering special goods are not subject to cancellation, except upon 
agreement to make payment for special work which has been performed. 

All tubular goods are carefully tested and inspected, but as it is impossible to 
always detect imperfections, the only guarantee that is given by us is to replace 
such goods as prove defective or allow credit for such goods, at our option. Under 
no circumstances are we responsible for any damages beyond the price of the goods. 
If goods appear defective, discontinue their use and notify us promptly so the 
matter may be investigated without delay. 

Requests for cancellation of orders calling for odd sizes or cut lengths of pipe 
will not be considered if the manufacture of the material has been commenced 
when the request reaches the mill. 

All special goods made to specification, where buyer is to inspect, must be 
inspected and accepted before shipment is made. After shipment is made our 
responsibility ceases. 

No charges for labor or expense required to repair defective goods, or occa¬ 
sioned by them, will be allowed. If the goods are defective, the measure of the 
damage is the price of the defective goods only. 

The carriers are responsible for goods lost, damaged or delayed in transit; 
therefore, as required in Section 3 of Uniform Bill of Lading conditions, in case 
of loss, damage or delay in transit, consignee must immediately notify the railroad 
agent at destination, in writing, sufficiently describing shipment and contents to 
enable railroad to identify it, in order to substantiate formal claim when presented. 
In case of shortage in, or damage to, goods, railroad agent should be required to 
make and sign notation to that effect on the freight bill. 

Boxing and Cartage are charged at cost. 

CRANE CO. 

OF MINNESOTA 
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CRANE Sl ORDWAY CO. 













CRANE 


1 


r 


DISTINGUISHING MARKS 

The name — CRANE— is the adopted marking which will distinguish nearly all 
goods made by this Company. 

Exceptions to the above markings are as follows: 

Brass Goods such as Steam, Gas and Water Cocks are marked CC. 

Standard lines of Malleable and Cast Iron Screwed Fittings and Forged Steel 
Screwed Fittings are marked C. 

Certain other goods such as Unions, Union Elbows and Tees, in addition to 
the mark C, have specific marking, viz: 

CHICAGO, RAILROAD, NAVY, ETC. 

Cast Steel Valves and Cast Steel Flanged Fittings are marked 


CRANE 

STEEL 



I Cast Steel Screwed Fittings are marked with CRAN E or C on one side and 
[ on the other. 

I Forged Steel Valves have CRANE on the center piece and C on the body. 

MARKING WORKING PRESSURES 

Respective pages in this catalogue representing various goods, specify the 
Working Pressures as applying either to the entire line (regardless of sizes) or 
mention the specific working pressure for which each size is recommended. 

To further complete and perfect this system, all articles bearing the dis¬ 
tinguishing mark— CRANE —will also have their respective Working Pressure 
plainly stamped or cast on each article, and is to be understood as meaning: 

THE WORKING PRESSURE FOR WHICH THEY ARE INTENDED. 

This marking should not be misconstrued to mean Test Pressure. 

IMPORTANT EXPLANATORY NOTICE 
WITH REFERENCE TO CHANGE IN MARKING 

We formerly marked some of our Valves and Fittings, showing ^‘TEST PRES¬ 
SURES,^^ but have concluded it best to mark them with the ^‘WORKING PRES¬ 
SURES^^ instead. For instance. Extra Heavy Valves and Fittings which were 
Formerly marked CRANE 800 (indicated test pressure) are now marked CRANE 
250, meaning steam working pressure. This new marking does not in any respect 
alter the construction or affect the quality of the goods. 

PROPORTIONATE WATER WORKING PRESSURES 

For convenience in determining the approximate or admissible Water Working 
Pressures to which Valves and Fittings may be subjected, proportionate to or based 
on the designated Steam Working Pressures, we suggest the following conserva¬ 
tive rule, although a much greater range may be safely used with comparatively 
small sizes of Valves and Fittings. 

Low Pressure, Standard and Medium Valves and Fittings will stand a Water 
Working Pressure 40 per cent greater than the Steam Working Pressure on sizes 
12 inch and smaller; and sizes 14 inch and larger will stand 20 per cent greater 
Water Working Pressure. 

The above also applies to Extra Heavy Globe Valves and Screwed Fittings 
I and all Extra Heavy Goods larger than 8 inches. 

\ Extra Heavy Gate Valves, Check Valves and Flanged Fittings will stand 400 
i poimds Water or Natural Gas Working Pressure on sizes 8 inch and smaller when 
temperature does not exceed 100° Fahrenheit. 
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CRANE METALS 

In order to insure a uniform and reliable product Crane Co. maintains 
laboratories for making chemical, physical and metallographic analyses 
and tests of the materials which it uses. Daily analyses are made of the raw ma¬ 
terials used, and the tensile and transverse strengths, ductility, etc., of Gray Iron 
Ferrosteel, Malleable Iron and Cast Steel are regularly determined. These results 
are recorded and furnish invaluable data for maintaining a uniform prodLt 

bas a special testing department in which investigations are 
conducted as to the merits of Crane goods to meet not only present require¬ 
ments but also special conditions as they arise. Complete facilities are provided 
tor dupKcatmg almost any service to be met with, consequently recommendations 
^tual pLforimmce'^^ goods may be safely followed as they are based on 

We give below some of the characteristics of the metals regularly used in the 
articles illustrated on the following pages. 

CRANE HARD METAL 

This is a pure copper-tin BronSe of great strength and hardness which years 
of satisfactory service have proved thoroughly reliable for valves and fittings for 
use with high pressures undM extremely severe conditions. Its hardness and aver¬ 
age tensile strength of 34,000 pounds per square inch make it an exceptionally 
desirable material for valves, valve seats and discs to withstand severe service. 

CRANE SPECIAL BRASS 

Crane Special Brass is a high grade steam metal which has been found most 
desirable for use where conditions call for a superior valve metal, and in view of 
the satisfactory service which it has given to thousands of users we have no hesi- 
tation m recommending it. 

CRANE STEM METAL 

To procure a metal to withstand the great torsional and tensile strains to 
which valve stems are subjected. Crane Co. has developed “Crane Stem 
Metal which IS now used where “cast bronze” stems were formerly called for 
Ihis material has an average tensile strength of 55,000 pounds per square inch. 

CRANE GRAY IRON 

Through constant application of scientific control in the choice of materials 
their mixture and making into molten metal. Crane Co’s. Gray Iron has 
long b^n held to a high standard. It has an average tensile strength of 22,500 
to 25,000 P 9 unds per square inch. With this strength goes a uniformity and a 
softness which makes it particularly adaptable to the manufacture of Cast Iron 
Valves and Fittings. 

CRANE FERROSTEEL] 

This material, which is 50 per cent stronger than Gray Cast Iron, is regularly 
used for the larger sized valves and fittings in which close grain and strength are 
most needed. Its close gram makes it particularly valuable for lines which are to 
convey ammonia and other gases and high pressure steam. 

CRANE MALLEABLE IRON 

Crane Malleable Iron has an average tensile strength of 37,000 pounds per 
square inch. By the application of improved methods in furnace practice, casting 
and annealing, we are able to offer a superior line of malleable iron goods 



As a part of our regular routine control in the production of malleable iron 
and the annealing of the articles made from it, we illustrate a torsional test bar, 
one of which is made half-hourly during each day’s run. 
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CRANE CAST STEEL VALVES AND FITTINGS 

To meet the increasing demand7or Valves and Fittings for the higher pressures, 
and for superheated steam, Crane Co. has installed a fully equipped steel 
foundry. 

By a combination of superior design, proper materials, chemical control and 
expert foundry and machine work, we have succeeded in turning out a product af 
superior quality. 

STANDARD REQUIREMENTS FOR HIGH GRADE 
STEEL CASTINGS 

1. Castings must be properly designed and proportioned with particular 
reference to the service intended. 


2. They must be sound and free from sponginess, shrinkage, blow, sand or 
gas holes. 

3. They should have a surface as smooth as possible. 

4. Ordinarily the metal from which they are poured, must comply with the 
following minimum requirements: 


Tensile Strength, per square inch 
Elastic Limit, per square inch. . . 

Elongation in 2 inches. 

Reduction of Area. 

Cold Bend .. 

Sulphur (maximum). 

Phosphorus (maximum). 


Usual Crane 

Requirements Cast Steel 


60,000 

60,000 to 85,000 

30,000 

35,000 to 45,000 

20% 

20% to 25% 

25% 

25% to 35% 

90° 

90° to 180° 

.06% 

.06% 

.05% 

.05% 




REQUIRED TEST CRANE TEST 

The 90° bend is required by leading Engineers. Our bars often stand a great 
deal more. 

These cuts represent a bar of Cast Steel one inch square, bent cold without 
cracking or distress. 

5. Careful and accurate annealing is necessary to relieve cooling strains and 
remove brittleness. All Crane Steel Castings are annealed in furnaces fitted with 
recording pyrometers. 

MONEL METAL 

Valve discs and seat rings must be made of a non-corrosive material, which has 
the same expansion and contraction as the metal of which the valve is made. 
Seat and disc rings for Crane Cast Steel Valves are made of Monel Metal which 
is highly non-corrosive and the highest grade metal known for this service. The 
rings will not loosen from the expansion and contraction of the metals under either 
saturated or superheated steam temperatures. 

Extensive tensile and torsional tests, covering all temperatures met with in 
steam engineering practice, have demonstrated the great superiority of rolled 
Monel Metal as a material for stems. Its high resistance to corrosive influences 
and its high elastic limit under both tension and torsion, make it particularly 
serviceable and it is regularly furnished in Crane Cast Steel Valves. 

CRANE CO. 
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CRANE TENSILE TEST BAR 
BEFORE AND AFTER TEST 
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STANDARD 

BRASS VALVES 

GLOBE ANGLE, CROSS AND CHECK 



merits of STANDARD BRASS VALVES 

These Valves are well proportioned, are of good weight, and sufficiently strong 
to stand the steam working pressures as given on the following pages. 

They are thoroughly tested under steam pressure before leaving the factory. 

The question is constantly being raised as to what material in Valves and weight 
of Valves are suitable for the different pressures that are used in engineering prac¬ 
tice. In many cases ordinary Standard Valves are used for high pressures and 
there is no doubt they are sufficiently strong to stand the working presures, as we 
have at various times subjected them to a hydraulic pressure of 500 to 1,000 pounds 
without leaking; but, as stated above, we do not recommend them for more than the 
steam working pressure as specified on the following pages. 

It is not only a question of the Valve standing a higher pressure, but, also 
standing the strain of expansion, contraction, weight of piping and settling, also 
the cutting effect of the steam on the disc and seat. 

It is however, possible that the Standard Valves might be reasonably satis¬ 
factory for higher working pressures, provided the expansion, contraction, weight 
of piping and settling were all taken care of. 

The construction of the Standard Globe and Angle Valves is such that they may 
be packed when open, without steam escaping. To do so, have Valve wide open. 

All users of Valves will appreciate the advantage in being able to repack a 
Valve without shutting off steam, as it frequently happens that it is necessary 
they be run continuously. 
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STANDARD BRASS 

GLOBE, ANGLE AND CROSS VALVES 



FOR STEAM WORKING PRESSURES 


SIZES 3.INCH AND SMALLER, UP TO I’s 

SIZES AND 4-INCH, UP TO 100 POUNDS 


NO. 1 GLOBE 


NO. 2 ANGLE 


Size.■ . 

Size. 

No, 1, Globe: 

No, 2, Angle. 
No. 18, Cross 

Size. 

Size. 

No. 1, Globe. 

No. 2 , Angle. 
No. 18, Cross. 


.Inches| 3 ^ 

Millimeters] ^ 

.Each I .7 2 

.Each I .72 

~ .Each I 

Inches I 

Millimeters j 38 

.Each! 3 .50 

.Each I 3.50 

.Each! 5.00 


k 


.72 


.72 


1.25 


50 


5.30 


5.30 

8.00 


10 


.77 


.77 


1.25 


23 ^ 


64 


10.00 


10.00 


16.00 




13 


1.00 

1.00 


1.50 


76 


14.40 


14.40 


24.00 


19 


1.26 


1.26 


2.00 


3k 


90 


26.50 


26.50 


25 


1.80 


1.80 


2.50 


100 


36.00 


36.00 


Ik 


32 


2.52 


2.52 


3.50 


FOR DESCRIPTION OF THESE VALVES. SEE PAGE 4 
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LOW PRESSURE 


BRASS GLOBE AND ANGLE VALVES 

FOR WORKING PRESSURES UP TO 75 LBS, 



NO. I-B GLOBE 


NO. 2-B ANGLE 


......InchesI Vb \ y2 \ H \ I \ 11 4 \ UA \ - 

Gbbe o r Angle .Each| .77 | 100 | 126 | 180 | 2.52 I STsTTOo 

Although these valves are lighter than our No. 1 and No. 2 standard valves 
they are equal in weight to many standard valves of other manufacturers. 

The increased use of piping material in homes, small factories, farms, garages, 
water systems, etc., where the pressure does not exceed 75 lbs. per square inch, 
has created a demand for these valves. 

opened** valves may be repacked while under pressure, when the valve is fully 
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GLOBE AND ANGLE VALVES 


UNION BONNET 


CRANE RENEWAL DISC 


BRASS 


MALLEABLE IRON UNION RING 



FOR STEAM WORKING PRESSURES UP TO 150 POUNDS 


NO. 7 GLOBE PATTERN 


Fitted with our Improved 
Non-Heating Malleable 
Iron Wheel. 


These Valves may be 
packed when wide open 
and under pressure. 


These valves are designed to be used in plants where continuous service is 
required and where discs must be changed quickly without injury to the valve. 

We know from experience that wheels, stuffing box nuts and union bonnet 
rings receive the roughest treatment, and therefore, have made these parts of 
malleable iron which is stronger, tougher and stiffer than any brass. 

The disc holder slips onto the stem, and is accurately guided in the body, 
whether the valve is open or closed. The disc may be easily removed from this 
holder. 

To be able to make repairs quickly, users should keep on hand a supply of 
the discs and holders complete. When,a leak is discovered, one of these complete 
holders may be inserted quickly, and the old disc may be removed and a new one 
placed in the old holder at the convenience of the engineer. 

Besides the quick change features, and the malleable iron parts, these valves 
have glands in the stuffing boxes, the stems have beveled shoulders which make 
tight seats against the bonnets, allowing the valves to be repacked while under 
pressure, and the bodies are heavier than many so-called “standard” valves. 
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CRANE RENEWABLE DISC 
GLOBE AND ANGLE VALVES 
UNION BONNET 

BRASS MALLEABLE IRON UNION RING 

FOR STEAM WORKING PRESSURES UP TO 150 POUNDS 



In ordering, 
state whether 
Globe or Angle 
Valves are 
wanted. 



GLOBE 


ANGLE 


Size. 


M 1 3/^ 1 

1 Ml 1 1 IM 1 IM 1 2 

Size. 


6 1 10 1 

13 1 19 1 25 1 32 1 38 1 50' 

No. 7, Screwed.. 

.Each| 

1.10|$1.25|$1.60|$2.20|$2.80$4.001315..’iOlSSS 75 

No. 9, Flanged... 

.Each 1 

1 1 

! 5.001 6.001 9.00111.00116.50 

Diam. Flanges... 

.Inches 1 

1 1 



These valves are fitted with Crane High Pressure Discs, suitable for use on 
Saturated Steam pressures up to 150 pounds. When wanted for Compressed Air 
or Cold Water service, Crane Cold Water Discs will be furnished. For Hot Water 
service, Crane Hot Water Discs will be furnished. ^ —- - 

will always be furnished unless otherwise specified. 

Flanged Valves made to order only. 

Price list for drilling, page 70. 


* -Liuu water 

Crane High Pressure Discs 


EXTRA CRANE RENEWABLE DISCS 


Size. 

.Inches| 

M 1 

M 1 

M 1 

H 1 

1 1 iM 1 

1^ 1 2 

Size. 

. Millimeters | 

6 1 

10 1 

13 1 

19 1 

25 1 32 1 

38 1 50 

High Pressure... 

.Each|J0.06|$0.08|$0.08|$0.10l$0.12l3t0.18IS0.24l!ll;n .3fi 

Cold Water. 


.06| 

.081 

.08| 

.101 

.121 .181 

.241 .36 

Hot Water. 


06| 

.081 

.081 

.101 

.121 .181 

.241 .36 
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SPECIAL LOCK AND SHIELD 

GLOBE AND ANGLE VALVES 

BRASS 

FOR NATURAL GAS 
BRASS DISC 



Size. 


1 

1 

¥ 4 . 1 

1 1 


Size. 


10 1 

13 1 

19 1 

25 1 

32 

Price, Rough Body, Plain. 


1.10 1 

1.35 1 

1.60 1 

2.25 1 

3.25 

Price, Rough Body, Plated all 

over.. . .Each| 

1.40 1 

1.65 ! 

1.9.5 1 

2.65 1 

3.70 


These Valves with fiber disc made to order at a special price. 

Nickel Plated Valves are made to order only. 

^ We will also make to order, Valves with short Stem and short Shield and Valves 
with short Stem and without Shield, at a special price. 

These Valves are packed ready for use. 

The disc is ground to its seat, insuring a tight joint. 

Extra for Keys. 
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CRANE 


SPECIAL 

GLOBE AND ANGLE VALVES 

NEEDLE POINT 



BRASS 

WITH NON-HEATING WHEEL 
FOR WORKING PRESSURES UP TO 125 POUNDS 


NO. 60, ANGLE 


NO. 60, ANGLE,WITH UNION 


Size. 

Size. 

Size Feed Opening. 

Inches 1 We I We 1 

1 

1 10 

Vs 1 

1 

1 13 1 

1 

1 H 

1 19 

1 

Price, Globe, Female Openings... 

.Each! 1.20 1 1.40 | 

1.50 

1 2.00 1 

1 2.50 

Price, Angle, Female Openings... 

.Each] 1.20 1 1.40 | 

1.50 1 

1 2.00 

1 2.50 

Price, Angle, with Union. 


2.20 

1 3.00 

1 3.50 


These Valves are used for regulating fuel oil feed, and are made to order only. 

In ordering, state size of opening for feed; otherwise will furnish as above. Also 
state whether Globe or Angle, and with Female Openings or with Union, 
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CRANE NAVY VALVES 

UNION BONNET 

GLOBE, ANGLE, CROSS AND 
CHECK VALVES 

CRANE SPECIAL BRASS 


REGRINDING 


WITH GLAND 


Fitted with Our 
Improved Non-Heating 
Malleable Iron 
Wheel 



These Valves 
May be Packed when 
Wide Open 
and Under Pressure 


NO. 70. GLOBE PATTERN 


All the brass parts of these Valves are made of ^^Crane Special Brass/^ the 
merits of which are described on page 2. 

These valves are popular for merchant marine service. For complete in¬ 
formation on this subject see marine catalogue No. 4500. In addition to afford¬ 
ing great assistance for regrinding, the union bonnet adds strength, making this 
type of valve the best possible construction for small brass valves. 

INSTRUCTIONS FOR REGRINDING 

Lnscrew the union ring, take out the trimmings, insert a wire or nail through 
the hole in disc, which locks it with the stem so that both turn together; put 
fine emery and a little oil on the disc, replace the trimmings, leaving the large 
nut or union ring loose enough to turn the trimmings in body; regrind by rotating 
the trimmings until a tight joint bearing is formed on the seat and disc. 
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CRANE 


UNION BONNET 


CRANE NAVY VALVES 

REGRINDING 

GLOBE, ANGLE AND CROSS VALVES 


CRANE SPECIAL BRASS NON-HEATING WHEEL 

FOR STEAM WORKING PRESSURES 


SIZES INCH AND SMALLER. UP TO 225 POUNDS 
SIZES 11^ TO 3 INCH, INCLUSIVE. UP TO 200 POUNDS 
SIZES 3^4 and 4 INCH, UP TO 175 POUNDS 


TESTED TO 250 POUNDS HYDRAULIC PRESSURE PER SQUARE INCH 


WITH GLAND 




NO. 70 GLOBE 


NO. 70 ANGLE 


Size. Inches | 

Size. Millimeters | 6 

No. 70, Globe or Angle, ScrwM .Each! 1.30 
No. 74. Cross, Screwed. Eachj 

Size. Inches I 11 ^ 

Size.M illimeters I 38 

No. 70, Globe or Angle, S crw'd .Eachl 7.00 
No. 74, Cross, Screwed.Each| 9.00 


10 


1.50 


50 


11.00 


14.00 


13 


1.90 

2.65 


2H 

64 


20.00 

28.00 




19 


2.50 


3.50 


76 

29.00 


42.00 


25 


3.50 


4.75 




90 


45.00 




32 


5.00 


6.00 


100 


65.00 


For description and directions for regrinding, see page 11. 

In ordering, state whether Globe, Angle or Cross Valves are wanted. 
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HARD METAL 

GLOBE AND ANGLE VALVES 

EXTRA HEAVY 

WITH NON-HEATING WHEEL 
FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 


NO. 4. GLOBE 




NO. 4. ANGLE 


Size 

Inches! 

M 1 

% 

1 ^ 1 

M 1 

1 1 

IM 1 

m 1 

2 \ 2iA \ 3 

Size 

Millimeters! 

6 1 

10 1 

13 1 

19 1 

25 1 

32 1 

38 1 

50 1 64 1 76 

Price 

Each! 

1.30 1 

1.50 1 

1.90 1 2.50 1 

3.50 1 

1 5.00 1 

7.00 1 

11.001 20.001 29.00 


These Valves are much heavier than the ordinary Brass Valve; the body and 
disc are made of ^‘Hard Metal’^ which is almost as hard as Steel and successfully 
resists the cutting effects of steam and water. The trimmings are made of ^^Crane 
Special Brass.” The merits of these metals are further described on page 2. 

These Valves have withstood the hardest tests on extreme pressures and severe 
service and are particularly recommended where exceptionally strong and durable 
Valves are required. 

They may be packed while under pressure; to do so, have Valve wide open. 

Sizes ^ inch and larger have a gland. 

In ordering, be particular to specify whether Globe or Angle Valves are wanted. 
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CRANE 


COPPER DISC 

EXTRA HEAVY 


GLOBE AND ANGLE VALVES 


CRANE SPECIAL BRASS NON-HEATING WHEEL 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 
"•"^STED TO 800 POUNDS HYDRAULIC PRESSURE 


WITH GLAND 



NO. 60 E GLOBE 


..i.r.:ra"d ““ 

^ having a ground 


These Valves may be packed when wide open and under pressure. 
These Valves can be furnished with Hard Metal Body and Disc. 
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COPPER DISC 
EXTRA HEAVY 

GLOBE AND ANGLE VALVES 


CRANE SPECIAL BRASS NON-HEATING WHEEL WITH GLAND 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 
TESTED TO 800 POUNDS HYDRAULIC PRESSURE 



NO. 60 E GLOBE 



NO. 60 E ANGLE 


GLOBE OR ANGLE 


Size. 

Inches 1 ^ | 

^ 1 


1 1 1 

IH 

1 1 

2 1 

2^ 

3 

Size.Millimeters 1 10 | 

13 1 

19 

1 26 1 

32 

1 38 1 

50 1 

1 64 

76 

No. 60 E, Screwed... 

. .Each|3.25|3.75|4.25| 6.50 | 

7.75 

110.00115.00127.50 

38.50 

No. 61 E, Flanged... 


1 


111.00|15.00|21.00|28.00145.00 

68.00 

Diam. of Flanges. 

,Inches 1 | 

1 


1 4^ 1 

1 6 

1 6 1 

6^ 1 

1 7V2 

834 

Face to Face, Globe, Flanged 

. . .Inches | j 


1 

I 4^6 

1 4^ 

1 53^6 

1 6^6 

1 m 

8Vs 

Center to Face, Angle, Flanged . Inches | | 


1 

1 2% 

1 m 

1 W4, 1 

1 4% 1 41H6 

534 

EXTRA COPPER DISCS 

Size. 

. Inches 1 ^ | 

3^ 1 


1 1 1 

1 IM 

1 13^ 1 

2 1 

\ 23^ 1 

3 

Size.Millimeters 1 10 | 

13 1 

19 

1 25 1 

32 

1 38 1 

60 1 

64 1 

76 

Price. 

. .Each| .08 1 

.08 1 

.10 

1 .12 1 

.18 

1 .24 1 

.36 1 

.48 1 

1 .80 


The Crane Copper Disc has successfully overcome the many objections found 
in some types of hard rubber or composition discs. 

The construction of the disc and holder is such that the disc may be easily 
taken out and replaced. 

When so ordered these Valves are supplied with a brass disc having a ground 
joint. 

These Valves may be packed when wide open and under pressure. 

These Valves can be furnished with Hard Metal Body and Disc. 

In ordering, state whether Globe or Angle are wanted. 

An extra price is charged for Drilling Flanged Valves. 

Price list for drilling, page 71. 
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CRANE 


STANDARD BRASS 

HORIZONTAL CHECK VALVES 

FOR STEAM WORKING PRESSURES 
SIZES 3 INCH AND SMALLER, UP TO 125 POUNDS 
SIZES inch and 4 INCH, UP TO 100 POUNDS 



NO. 20 


.Inches 

Size Millimeters 

No. 20, Screwed . Each 

ys* 1 y4* 

3 1 6 

.65 1 .65 

1 ^8* 

1 10 

1 .70 

1 ^ 

13 

..90 

19 

r 1.15 

1 

25 

r 1.60 

32 

2.25 

No. 21, Flanged.Each 





4.90 

r6.50 

8.25 

Diameter of Flanges. Inches 





3Ji 

r 4 

43^ 

Size.Inches 


2 

214 

3 

SVo 

4 


Size . Millimeters 

38 

50 

64 

76 1 

90 

100 


No. 20, Screwed.Each 

3.15 

4.75 

9.00 

13.001 

24.00 

32.50 


No. 21, Flanged.Each 

10.15 

15.50 

22.00 

33.50147.50 

66.50 


Diameter ot t langes.Inches | 5 

*These sizes are ball oattern. 

6 

7 

7^ 1 

83^ 

-9 



Price list for drilling, page 70. 

LOW PRESSURE 

BRASS HORIZONTAL CHECK VALVES 

FOR WORKING PRESSURES UP TO 75 LBS. 



NO. 20-B 


Size. .Inches 

Size. 


3^ I ^ 


Millimeters I 10 | 13 | 19 


Price.Each! .70 | .90 | 1.15 


1 I 13^ 


25 I 32 


13^ 


38 


50 


1.60 I 2.25 I 3,15 I 4.75 


Although these Valves are lighter than our JNo. 20 Standard Valves' they are 
many Standard Valves of other manufacturers 
The increased use of piping material in homes, small factories! farms, garages 
water systems etc., where the pressure does not exceed 75 lbs. per square inch’ 
has created a demand for these valves. ’ 
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STANDARD CHECK VALVES 


BRASS 



FOR STEAM WORKING PRESSURES UP TO 12S POUNDS 


NO. 24 


NO. 26 


Size.....InchesI H \ % \ y 2 \ H \ 1 I IMl 2 | 2^ | 3 

Size.Millimeters I 6 | 10 | 13 | 19 | 25 | 32 | 38 | SO | 64 | 76 


Price, No. 24, Vertical Each I .72 | .77 11.0011.26] 1.80|2.52|3..50|6.30| | 

Price, No. 26, Angle..Eachl .72 | .77 11.00| 1.26| 1.8012.5213.50|5.30| 10.00114.40 

HORIZONTAL CHECK VALVES 

BRASS WITH DRIP COCK 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



Size.InchesI \ H \ 1 I 134 

Size.Millimeters I 13 j 19 | 25 j 32 


No. 28, with Drip Cock.Each| 2.15 | 2.55 | 3.15 | 4.05 


/ 
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CRANE 


HORIZONTAL AND ANGLE 

CHECK VALVES 

ONION BONNET CRANE RENEWABLE DISC 

MALLEABLE IRON UNION RING 
FOR STEAM WORKING PRESSURES UP TO 150 POUNDS 



NO. 27 HORIZONTAL 



NO. 27 ANGLE 




Size.Inches! 

Size.Mill imeters | 

No. 27, Screwed.Each|$1.10 


No. 29, Flansed.Each| . 

Diameter Flanges.Inches j . 


10 


$ 1.20 


JA \ H \ 1 \ IH \ m \ 2 


13 I 19 I 25 I 32 ! 38 | 50 


$1.30|$1.90|$2.60|$3.60|$5.00|$7.50 


J_4.75l 5.50| 7.801 9.80115.00 
3^ I 4 I 4M I 5 I 


use on 


In ordering, give valve number and state whether horizontal or angle. 

fitted with Crane High Pressure Discs, suitable for 
Saturated Steam pressures up to 150 pounds. 

When wanted for Compressed Air or Cold Water service. Crane Cold Water 
be furnTshed® furnished. For Hot Water service. Crane Hot Water Discs will 

Crane High Pressure Discs will always be furnished unless otherwise specified. 
Flanged valves made to order only. 

Price list for drilling, page 70. 




Size. 

Size. 

High Pressure 

Cold Water... 

Hot Water.... 


EXTRA RENEWABLE DISCS 


.Jpchesi y4 \ Vg \ lA \ H \ 1 \ \ t O 

Millimeters I 6 | 10 | 13 I 19 I 25 I 32 I 38 l 

.Each|$0.06|$0.0 8|S0.08180.10IS0.]2ISn iRLtn oanto sc. 

. 061 081 .081 .101 191 18|- : 

.Ofil 081 .081 .10! .121 .181 24| "TO S 


L 


> 


IIC/J IC/J IHH I 
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HORIZONTAL CHECK VALVES 

UNION BONNET BALL CHECK PATTERN 


MALLEABLE IRON UNION RING 

FOR STEAM WORKING PRESSURES UP TO 150 POUNDS 



NO. 31 


Size . Inches I H I M ^ I I I *13^ I *2 

Size Millimeters I 13 | 19 | 25 | 32 | 38 | 50 

Price.Each! 1.60 | 2.30 | 3.10 j 4.00 | | 


For smaller sizes of Ball Check Valves, see No. 20, page 16, which are provided 
with balls, sizes H, }4, 

Furnished with Drip Cock at an extra price. 

*Made to order only. 



FOOT VALVES 


BRASS WITH STRAINER 


Size. 

.Inches | 

1 H 

1 1 

i IH 

Size. 

Millimeters 1 13 

1 19 

1 25 

1 32 

Price 

. . Eachl 1.50 

1 1.50 

1 2.00 1 2.75 

Size... 

.... Inches | 11^ 

1 2 

1 

1 3 

Size.... 

Millimeters | 38 

1 50 

1 64 

1 76 

Price. 

.Each! 3.75 

1 5.50 

112.00 

116.00 


NO. 33 
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CRANE 


STANDARD SWING CHECK VALVES 

BRASS 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 
BRASS DISC 



NO. 34 


MAY BE USED IN A HORIZONTAL POSITION OR FOR UPWARD FLOW 


Size. 

.InchesI Ji 1 ^ 1 H 1 1 1 2 1 21 ^ 1 3 

Size. 

.Milhmetersl 10 [ 13 | 19 | 25 | 32 | 38 1 SO 1 64 j 76 

No. 34. 

.Each|1.80|2.00|2.25i2.80|3.65|4.75|6.75|15.00124 00 


FOR WATER WORKING PRESSURES UP TO 175 POUNDS 
LEATHER DISC 



NO. 341/2 


MAY BE USED IN A HORIZONTAL POSITION OR FOR UPWARD FLOW 


Size. 


3^ 

! 34 1 

1 1 

134 1 

134 

1 2 

Size. 


13 

1 19 1 

25 1 

32 1 

38 

1 50 

No. 34J^. 

.Each! 2.40 1 

2.65 

1 2.90 1 3.60 1 

4.65 1 6.00 

1 8.25 


Valves for cold water preferably should have leather discs. For hot water 
or steam, brass discs should be used. Unless otherwise specified on order, Swing 
Check Valves will be furnished with brass discs. 
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MEDIUM 

SWING CHECK VALVES 

BRASS 

FOR STEAM WORKING PRESSURES 

SIZES 2 INCH AND SMALLER, 200 POUNDS 
SIZES 2V2 AND 3 INCH, 150 POUNDS 

MAY BE USED IN A HORIZONTAL POSITION OR 
FOR UPWARD FLOW 


NO. 35 



Size. 

.,..Inehes| H \ H \ 


1 H 

1 1 

^1^ Size. 


13 

1 19 

1 25 

mi No. 35, Hor. Screwed.Each|2.50|2.50| 2.75 | 3.10 | 4.00 

|(||||j|| Size. 

WIiliw Ssi 17.fi 

A/Ti 111 m ck-f tk-t.a 1 QO 1 QQ 1 

2 

Kn 

1 2^ 

1 dA 

1 3 

1 rra 

■S _1 .., 00 1 UKJ \ U** 1 lU 

N0.35, Hor. Screwed..Each 15.5017.00110.00119.00127.00 

STEAM WORKING PRESSURES UP TO 150 POUNDS 

Size. 


M 1 

1 1 

IH 

Size. 


19 1 

25 1 

32 

1 No. 37. Angle Screwed.Each12.751 3.10 | 4.00 | 

5.50 

1 Size. 


2 1 

2Ji 1 

3 

Size. 


60 1 

64 1 

76 

No. 37, Angle Screwed.Each17.00110.00119.00127 00 


NO. 37 ANGLE 


Flanged Angle Swing Check Valves made to order at a 
special price. 


FOR STEAM WORKING PRESSURES UP TO 150 POUNDS 



NO. 35^ 


MAY BE USED IN A HORIZONTAL POSITION OR FOR UPWARD FLOW 


Size. 


1 

\ n4 \ m \ 2 

1 2^ 

1 3 

Size. 

. Millimeters 1 19 | 

25 

1 32 1 38 1 60 

1 64 1 

t 76 

No. 35^, Hor. Flanged. 

.Eachl10.00!12.50117. 00121 .00135.00150 .00 

65.00 

Pace to Face. 


5 

\ ^yB\Ws\Ws\ 

1 m 1 

1 oys 

Diameter of Flanges. .. . 


4 

1 41^ 1 6 1 6 1 

1 7 1 

7H 


Price list for drilling, page 70. 
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CRANE 


CRANE NAVY VALVES 

UNION BONNET 


REGRINOING 


HORIZONTAL AND ANGLE 
CHECK VALVES 


CRANE SPECIAL BRASS 

FOR STEAM WORKING PRESSURES 

SIZES IK-INCH AND SMALLER, UP TO 225 POUNDS 
SIZES IK TO 3-INCH, INCLUSIVE, UP TO 200 POUNDS 

TESTED TO 250 POUNDS HYDRAULIC PRESSURE PER SQUARE INCH 



NO. 72 HORIZONTAL 



NO. 72 ANGLE 


.Inches I H \ Vs \ H \ H \ I 

. Millimeters I 6 j 10 | 13 \ 19 i 2^ 

No. 72, Screwed.Each| 1.15 | 1.35 | 1.70 I 2.25 I 3 15 

.Inches! \ 13^ 1 2 f 2^^ 3^ 

• .. Millimeters I 32 \ 38 ] 50 j 64 j 76^ 

No. 72, Screwed.Each| 4.50 | 6.30 | 9.90 j 18.00 | 26.00 


In ordering, give valve number and state whether horizontal or angle. 


INSTRUCTIONS FOR REGRINDING 

Unscrew the large nut or cap and take out disc; put fine emery and a little oil 
on disc; replace the disc and rotate forward and backward until a tight joint is 
formed. 
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STANDARD 

GATE VALVES 

BRASS WITH GLAND WEDGE GATE 

OPEN TO THE LEFT NON-RISING STEM 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



Size. 

.InchesI H \ Vs \ y 2 \ H \ 1 i IMI 2 | | 3 

Size. 

.Millimeters 1 6 | 10 [ 13 | 19 j 25 j 32 j 38 j 60 j 64 | 76 

Price. 

.Each|1.45|1.45|1.65i2.05|2.80|3.70i5.00|7.30|13.00|19.00 


These valves have been designed for general service and are recommended 
with fullest confidence for use wherever Wedge Gate Valves are required. 


We have subjected these valves to hydraulic pressures ranging from 500 to 
1,000 pounds, without leaking, but do not recommend them for more than the steam 
working pressure specified, as it is not only a question of the valves withstanding 
the higher pressures, but also the strain of expansion and contraction, the weight 
of piping, settling, and the cutting effects of the steam on the discs and seats. 

The construction of these valves is such that they may be repacked under 
pressure, when wide open, without steam escaping. 

The guides on the discs and the ribs in the bodies of these valves are accurately 
fitted, which insures true and easy movement, prevents wear of the faces, and also 
prevents the discs from touching the seats in the bodies except at the point of clos¬ 
ing. 
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CRANE 


BRASS 

OPEN TO THE LEFT 


STANDARD GATE VALVES 

DOUBLE GATE PARALLEL SEATS 

BRASS SEATS RISING STEM 

FOR STEAM WORKING PRESSURES 

SIZES 3 INCH AND SMALLER, UP TO 125 POUNDS 
SIZES INCH AND LARGER, UP TO 100 POUNDS 



NO. 440 


Size. 

.Inches 1 

M 

1 Vs 

1 

1 M 

1 1 

1 m 1 

m 

Size. 

. Millimeters 1 

6 

1 10 

1 13 

1 19 

1 25 

1 32 1 

38 

No. 440, Screwed. 

.Each 1 

1.45 

1 1.45 

1 1.65 

1 2.05 

1 2.80 

1 3.70 1 

5.00 

Size. 


2 

1 2^ 

1 3 

1 

1 4 

1 5 1 

6 ~ 

Size. 

Millimeters | 

50 

1 64 

1 76 

1 90 

1 100 

1 1^5 1 

150 

No. 440, Screwed. 

.Each 1 

7.30 

1 13.00 

1 19.00 

1 43.00 

1 58.00 

|110.00| 

165.00 

No. 441, Flanged. 

.Each 1 

25.00 

1 33.00 

1 39.00 

1 68.00 

1 83.00 

i135.001 

190.00 

Diameter of Flanges... Inches | 

6 

1 7 

1 m 

1 83^ 

1 9 

1 10 1 

11 

Face to Face, Flanged. Inches| 

SHi 

1 6 

1 

1 654 

1 7 

1 1 

lOM 


Note. The 3^^ to 6 inch Valves have flanged bonnet, non-rising stems and 
are made to order. ’ 

These Valves are constructed with Parallel Seats and the bearing of the Wedge 
being central, it acts uniformly on all parts of the discs; consequently, it will 
force the discs to their seats and have an equal bearing on all parts. 

They are tested under steam pressure, and we have at various times subjected 
them to a hydraulic pressure of 400 to 700 pounds, without leaking, but, as stated 
above, we do not recommend them for more than the steam working pressures 
as specified. ' 

It is not only a question of the Valves standing a higher pressure, but also stand¬ 
ing the strain of expansion, contraction, weight of piping and settling, also the 
cutting effect of the steam on the discs and seats. 

Price list for drilling, page 70. 















































CRANE 


25 


STANDARD 

GATE VALVES 

BRASS DOUBLE GATE TAPER SEATS 

OPEN TO THE LEFT BRASS SEATS RISING STEM 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



440 }^ 


Size.InchesI H \ H \ H \ H \ I \ IHl IHI 2 | 2^ | 3 

Size.Millimeters I 6 ! 10 | 13 | 19 | 25 | 32 j 38 ! 50 j 64 | 76 

Price.Each 11.4511.4511.6512.051 2 . 801 3.70!5. 00 17.30113.00119 .00 


These valves are made with Taper instead of Parallel Seats and the self-ad¬ 
justing Discs which have their bearings near the outer edge, give maximum 
strength at these essential points and bring the discs tightly and uniformly to 
their seats. 

They are tested under steam pressure, and we have at various times subjected 
them to a hydraulic pressure of 500 to 1,000 pounds, without leakage, but, as stated 
above, we do not recommend them for more than the steam working pressure 
of 125 pounds. 

It is not only a question of the Valve standing a higher pressure, but also stand¬ 
ing the strain of expansion, contraction, weight of piping and settling, also the 
cutting effect of the steam on the discs and seats. 
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CRANE 



Size. 


1 IMI I'AI 2 

Size. 


1 32 1 38 1 50 

Price, Rough Body, Plain. 

.Each|3.20|3.7514.6516.0018.25111 90 

Price, Rough Body, Plated all over.Each |3.65|4.25|5.20|6.60I9 00I12 80 

NO. 448 

FINISHED BRASS WHEEL 



2 1 2H 1 3 


50 1 64 1 76 

Price. Rough Body, Plain. 

.Each|2.90|3.30|4.65|5.85| 7.60|10.60|16.70|24.30 

Price, Finished all over. 

Each 14.1514.8016.3518.10110.60115.60124.00135.00 

Price, Fin. and Plated all over. 

.Each|4.6015.30(6.9518.80111.40116.50125.25136.76 


These valves are made to order only. 


Can be furnished with lock and shield when so ordered, at a special price. 
These valves are the same type as the No. 440 Valves shown on page 24. 


Size. 


Size. 

. Millimeters 1 13 | 19 | 25 | 32 | 38 | 50 

Price, Rough Body, Plain. 

.Each|2.00|2.55|3.40|4.50|6.00| 8.90 

Price, Rough Body, Plated all over. 

.Each|2.40|3.00|3.85|5.0016.601 9.65 

Price, Finished all over. 

.Each|3.3014.00|5.10|6.75|9.00113.90 

Price, Finished and Plated all over.. 

.Each|3.70|4.50|5.60|7.35|9.70114.80 


NO. 446 WOOD WHEEL WITH UNIOH 


STANDARD 

GATE VALVES 

BRASS DOUBLE GATE 

OPEN TO THE LEFT r,S,ng STE^ 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 


NO. 446 

NO. 444 WOOD WHEEL 


NO. 444 


NO. 448 
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SLIDING STEM 

GATE VALVES 


BRASS 


DOUBLE GATE 


QUICK OPENING 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO. 442 


Size. 


H 

1 1 

1 IK 

1 IK 

1 2 

1 2K 

1 3 

Size. 

.Millimeter 

19 

1 25 

1 32 

1 38 

1 60 

1 64 

76 

No. 442, Screwed. 


r3.60 1 

1 4.80 1 

1 6.20 j 

1 8.50 

I 11.80 1 

1 20.25 1 

1 30.00 


These valves are of a heavy pattern and, like No. 440, have parallel seats. 
The winged nut at top of stem, locks the disc at any desired opening. 























STANDARD 


GATE VALVES 


BRASS 


QUICK OPENING 


DOUBLE WEDGE GATE 


FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO. 442^ 
WITH TAPER SEATS 


1 I I 1}^ I 2 I 21/^ 


. .. Inches | 

.Millimete rs I 19 | 25 | 32 | 38 I 60 | fi4 I 7fi ' 

No. 4421^, Screwed.Each| 3.60 | 4.80 | 6.20 | 8.50 | 11.80 | 20.2R'3fO)n 


These Valves are so constructed that the discs can not bind or stick when in 
stalled in any position. These Valves are made screwed only. 
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HEAVY STANDARD 

GATE VALVES 

BRASS WITH GLAND WEDGE GATE 

OPEN TO THE LEFT NON. RISING STEM 

FOR STEAM WORKING PRESSURES UP TO 150 POUNDS 



NO. 437 


.Inch es I H \ Vs \ }^ \ H 

Size.Mil limeters I 6 | 10 j 13 j 19 

N^437, Screwed.Eachj 1,45 j 1,4 5 j 1.65 j 2.05 

Size.Inch es I 1 | IH I 2 \~2^~\ ^ 

Size.Millimeters I 25 | 32 | 38 | 50 | 64 j 76 

No. 437, Screwed.Eachj 2. Soj 3.70 j 5.00 | 7.30 |13 0ojl9.00 

No. 4373^, Flanged.Each| 10,25112 00115 00[25 00133.00139.00 

Face to Face, Flanged.Inches] 3^ | 3>g | 4^ j 53/^ | 63^ | 7}^ 

Diameter of Flanges.Inches! 4 j 4^ j 5 j 6 | 7 | 73^^ 


May be packed while under pressure; to do so have Valve wide open. 

To our extensive line of valves the No. 437 and No. 437^ Heavy Standard 
Gate Valves have been added. These are of ampler proportions and greater 
weight than Standard Valves. 

We have subjected these valves to hydraulic pressures ranging from 700 to 3,000 
pounds, with valves closed and pressure against the discs, without leaking, and with 
valves open we have tested the bodies to pressures ranging from 1,000 to 3,000 
pounds without leaking, but they are not recommended for more than the working 
pressure specified as it is not only a question of the valves withstanding the higher 
pressures, but also the strain of expansion and contraction, the weight of piping, 
settling, and the cutting effects of the steam on the seats and disc. 

Price list for drilling, page 70. 
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CRANE 


MEDIUM GATE VALVE 


CRANE SPECIAL BRASS 

WITH GLAND 


WEDGE GATE 


FOR STEAM WORKING PRESSURES UP TO 200 POUNDS 



NO. 458. NON.RISING STEM, 
SCREWED 



NO. 459. RISING STEM, SCREWED 
WITH OUTSIDE SCREW AND YOKE 


Size. . . 

Size. 

No. 458, Screwed 

No. 459, Screwed 


. ^2 I M I 1 I I VA r I I a 

Millimeters I 13 | 1 9 | 25 I 32 I 38 I m I fi 4 I 7 fi- 

.Each|2.75|3.25| 4.50 | 6.00 | 8.00 j 13.00|20.0 0|32.50 

.tJachl 18.75110.25112.00115.00122.00132.001 


The No. 458 Non-Rising Stem Valves are of a heavy pattern, but otherwise they 
are similar m construction to our No. 438 Straight-Way Wedge Gate Valves as 
shown and described on page 23. ’ 


They may be packed while under pressure; to do so, have valve wide open. 

The No. 459 with outside screw and yoke and rising stem is the type of valve 
approved by the Underwriters and required by many local governments, on certain 
classes of work. They will come into general use when their merits are recognized. 

































CRANE 


OUTSIDE STANDPIPE 

HOSE VALVES 

BRASS WITH LEATHER DISC 



NO. 50. IRON HANDLE 


Size. 


1 

1 li4 1 1 

2 1 

m 

Size. 


25 

1 32 1 38 1 

50 1 

64 

Price, Rough Body, Plain 

.Eachj 

3.15 

1 3.70 1 4.75 1 

7.00 1 

8.50 

Price, Rough Body, Plated all 

over. .. .Eachj 

3.65 1 4.30 1 5.50 I 

8.00 1 

9.75 

NO. 52. 

FINISHED BRASS 

WHEEL 



Size. 



.Inches! 13^ j 

2 1 

2 H 

Size. 


. Millimeters j 38 

50 1 

64 

Price, Finished all over 




11.501 

14.50 

Price, Finished and Plated all 

over . 


. .EachllO.OO 1 

12.751 

16.00 


NO. 52 VALVES ARE MADE TO ORDER ONLY. 


These Valves have more clearance than the Nos. 56 and 58 Garden Hose 
Valves. 

The hose end of these Valves, in sizes from 1 to 2 inch, inclusive, are all fitted 
with the Chicago Standard hose thread. The 23^ inch is fitted with the Chicago 
Fire Department hose thread. If a different thread is required, it will be neces¬ 
sary to send us a sample thread, preferably the male end of a hose coupling. 

An extra charge will be made for special hose thread, other than those specified. 

When so ordered, we will furnish these Valves with iron pipe thread, both ends, 
at regular prices. 
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CRANE 


garden hose valves 

BRASS 

WITH LEATHER DISC 



Size . 

Size. . 

Price, No. 56 

Price, No. 58 


^. Inches, I 1 I 

Millimeters I 13 | 19 | 25 I 32 I | .TTr-^ 
Eacni i.oni 1.651 2.20| 3~4n~75 r7nn|l^ 
_^.....Each| 1.65| 1.65| 2.20| 3.401 4.75| 7.00115.on 


These Valves will be furnished with Chicago hose thread, California hose thread 
or iron pipe thread, at regular prices. Any other style thread will be extra. In 
ordering, always specify the thread required. 
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STANDARD HOSE GATE VALVES 

BRASS DOUBLE GATE TAPER SEATS 

OPEN TO THE LEFT RISING STEM 

FOR WATER WORKING PRESSURES UP TO 175 POUNDS 
FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO. 450. IRON WHEEL 


Size.Inche s! 1 I i IJ^ I 2 | 2i^ | 3 

Size.MillimetersI 25 | 32 j 38 j 50 | 64 j 76 


Rough Body, Plain, with Brass Cap and Chain. .Ea. | 

5.10 1 

6.70 1 

8.85 1 

12.60 

1 20.00 1 

29.50 

Rough Body, Plain, without Cap and Chain. .Each | 

3.35 1 

4.70 ! 

6.25 1 

I 9.00 

1 15.00 1 

22.00 


NO. 452. WITH FINISHED BRASS WHEEL 


.Inches] 1 I IM 1 IJi | 2 | 2J^ 

3 


76 

Finishedallover, with Brass Cap and Chain.. Each 1 8.65 | 11.10 | 14.45 1 20.90 1 31.00 

45.50 

Finishedallover, without Cap and Chain.... Each 1 6.90 | 9.10 | 11.85 

17.30 1 26.00 

38.00 

Fin.andPlat. all over, with Brass Cap and Chain Ea. 1 9.25 | 11.80 | 15.25 

21.90 1 32.25 

47.25 

Fin. and Plat, all over, without Cap and Chain.Ea. 1 7.50 1 9.80 1 12.65 

18.30 1 27.25 

39.75 


; These Valves arc the same type as the No. 440 )^ Double Gate, Taper Seat Type 

as shown on page 25. 

j They have standard pipe threads on Female end and hose thread on Male end 
■ The hose end on sizes from 1 to 2 inch, inclusive, also size 3 inch, is furnished 
. with the Chicago Standard Hose Thread. 

I The 23 ^ inch size is furnished with the Chicago Fire Department Hose Thread 
I The 2}4 and 3 inch sizes can be furnished with National Standard Hose Thread 
when so ordered. 

Tf any other thread is required, it will be necessary to send us a sample thread, 
^ preferably the Male end of a hose coupling. 

I When so ordered we will supply these Valves with pipe threads on both ends at 
t regular prices. 

I These Valves are made to order only. 
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CRANE 


WHEELS AND HANDLES 


FOR BRASS VALVES 



J 

TEE HANDLE 
CAST IRON 


The metal wheels shown are interchangeable. 

T wheel, which is lighter and stronger and has 

more cooling surface than old style wheels. They do not become heated to such 
a temperature that they are uncomfortable to hold. The center is dished so that 
the brass nut on the end of the stem does not come in contact with the hand. With 
this style rim, the hand does not slip. 

meta/wheels interchangeable with valves having 


PRICE LIST OF WHEELS FOR STANDARD AND MEDIUM VALVES 

extra heavy and HYDRAlrt-IC VALVES REQUIRE LARGER SIZE WHEELS AND 

_ are furnished at a special price and 

— ^. 1 I ->1 ■^'-1 1 

.Millimeters ^ | 10| 13| 19 | 25 | 32 I 38 I .50 I I 

.PriceEac hP 4|:04|.041.051 .06 I .O V I .08 I Qc. I ,n I i. 

.™h;ac h| .25 .251.301.351 .50 | . 6 0 I .70 1 1 no I, .vil ^ 

.Price feach 1. 0.51.0.51 ii.'^| n.i| nr; | nr: | | ,-1- 

Tbp and Bottom me and Screw for H.1,051.0.51.0.^1 0.^1 I o^ I o. I i-^- 

^ .PriceE a chl | | | | .08 I .10 I ,12 | .15 | .15 I - 

Wheel P Japanned, Black or Red Enamel, as ordered. ~ 

Order Wheels and Handles by size and number of Valve. 
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STANDARD 



STEAM COCKS 


BRASS 

FOR STEAM WORKING PRESSURES UP TO 100 POUNDS 


NO. 252. FLAT HEAD 


NO. 250. SQUARE HEAD 


.InchesI H \ Vs \ y 2 \ H \ 1 \ m 

Size.Millimeters I 6 | 10 | 13 | 19 | 25 | 32 

Nos. 250 and 252.Each j .85 | 1.00 | 1.25 | 1.70 I 2.35 \ 3.70 

No. 254, Square Head, with Check_Eachj | | 1.40 | 1.90 | 2.55 | 3.95 

.Inches I 1}^ | 2 | 2^ I 3 | 3i^* *| 4* 

Size.Millimeters I 38 | 50 | 64 j 76 | 90 j 100 

Nos. 250 and 252. Each! 4.85 | 7.30 114.50122.50138.50|50.00 

No. 254, Square Head, with Check_Each| 5.15 | 7.65 1111 


*Note. The 3}^ and 4 inch Steam Cocks are made only to order at a special 
discount. 

Square Head, inch to 4 inch, and Tee Handle, J/g inch to % inch, will always 
be furnished unless otherwise ordered. 



NO. 256. TEE HANDLE 



NO. 258. WITH CHECK 


Size....Inchesl Vs \ H \ Vs \ y 2 \ H \ 1 

Size.T. Millimetersl 3 | 6 | 1 0 | 13 | 19 j ^ 

No. 256.Each l .85 | .85 j 1.00 [ 1.25 I 1.70 I 2.35 

No. 258, with Check.Each| | 1.00 j 1.15 j 1.40 | 1.90 j 2.55 



























































36 


CRANE 




STANDARD 

STEAM COCKS 

brass 

FOR STEAM WORKING PRESSURES UP TO 100 POUNDS 
THREE WAY 


NO. 269. SQUARE HEAD 


. Inches I }4 \ H \ 1 I lU I 11 ^ I ■>- 

. . Millimeters I 13 | 19 | 25 | 32 I 38 I fiO 

— ” . 6.00 I 8.50 |11.00|14.50|17.50|25.00 

These Cocks are made to order only. 


WITH 

EXTRA LARGE 
PLUG 


AND 

FULL OPENINGS 


NO. 268. SQUARE HEAD, WITH CHECK 


.■■■■■Inchesj H \ H \ H \ H I 1 I IJil 2 | 234 I 3 

.Ivxuiimetersl 6 | lO | 13 | 19 | 25 | 32 I 38 I 50 I M I 

- .^^°*>ll-80 |^I0|2.50|3.00|3.75|5.75|7.15| 11.00|18.75|26.n 0 

special prfce!^" ^ 


FOUR WAY 


H 
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HEAVY STANDARD 

STEAM COCKS 

BRASS 


FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO. 260. SQUARE HEAD NO. 262. FLAT HEAD 


Size. 


1 M 

1 1 

1 IM 

1 m 1 

2 

1 2^ 1 

3 

Size. 

.Millimeters 1 13 

1 19 

1 25 

1 32 1 

I 38 1 

50 

1 64 1 

76 

Price. 


1.70 

1 2.35 ! 3.70 1 

I 4.85 1 7.30 

|14.50|22.50 


These Cocksaremadetosupply a demand for a heavier Cock than the Standard. 


EXTRA HEAVY 

HARD METAL STEAM COCKS 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 



NO. 80 E SQUARE HEAD 


Size.. 

.Inches 1 

Va 

^8 1 


1 1 

1 1 1^ 1 

1}^ 1 

2 1 2M 1 3 

Size.. 

. Millimeters 1 

6 

1 10 

1 13 

1 19 1 

25 1 32 1 

38 1 

50 1 64 1 76 

Price. 

.Each| 

1.40 1 

1.75 1 

1.75 

1 2.40 1 

3.60 1 6.00 1 

7.75 1 

11.50123.00135.00 


These Cocks are made of hard metal which is almost as hard as steel, are extra 
heavy, with liberal bearings, and are finished with great care. 


These important features insure a tight cock which will give good service. 
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CRANE 


STANDARD 

GAS SERVICE COCKS 


BRASS 



.Inches I 

.M illimeters | 6 

No. 270, Flat Head, Female. Each I ^75 

No. 272, Square Head. Female . . . . Each | . 75 



_-95 I 1.15 I 1 .50 I 2.25 j 3.10 | 5.00 
_:95 I 1.15 I 1.50 | 2.25 | 3.10 I 5.00 


Unless otherwise ordered, Flat Head CockS will always be furnished. 



Size.... 

Size. 

JNo. 276.... 

No. 278, with Check. 


-.Inches! H \ \ U \ 3^ 

Millime ters I 6 PlO j 13 j ig' 

.Each] . 75 | .85 I .9,5 I l.I.'i 

_Each! .90 I 1.00 j I.IQ j 1.35 
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STANDARD 

GAS SERVICE COCKS 

BRASS 


LOCK COCKS 


NO. 284. FLAT WAY 



NO. 285. ROUND WAY 



Size. 



1 M 1 1 

1 m 

1 IJ^ 

1 2 

Size. . 


13 

1 19 1 25 1 

1 32 1 

t 38 1 

1 50 

No. 284, Flat Wav. 


1.30 

1 1.60 1 2.10 1 

1 3.50 i 

1 5.00 1 

1 7.00 

No. 285, Round Wav. 



1 2.00 1 

1 

1 1 

1 


METER COCKS 



NO. 280. FLAT HEAD 

NO. 288. FLAT HEAD 

WITHOUT UNION END 

WITH UNION END 

Size. 


Size. 


No. 280. 


Ko. 288. 



No. 285 Round-Way Opening Lock Cocks have more area than the Flat-Way 
Cocks, and are made of Red Brass. 


PRICES DO NOT INCLUDE LOCK 
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CRANE 


SPECIAL HEAVY 

GAS SERVICE COCKS 


BRASS 



NO. 292. FLATHEAD NO. 294. SQUAREHEAD 


.InchesI M I ^ I I I T liuiiizioi„..i„- 

13 | 19 | 25 I 32 I 3^ I .-in i # 4^ 

. ^^*^**1 -SSn^o I 1.05 I 1.30 I 1.70 I 2.60 |' 3.(30 I 6.50 112.00 IIS nn 


Flat Head Gas Cocks are always furnished, unless otherwise ordered. 

.upSoT.S". “““ ‘ “»■>»“ '»■ • 

fitter^^^ especially well ground and strong enough to stand any abuse of the 


ALL COCKS ARE THOROUGHLY TESTED BEFORE 


LEAVING THE FACTORY 
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GAS STOVE COCKS 

BRASS WITH CHECK LEVER HANDLE 



NO. 298 


NO. 298 

t;: .m i ^ i m i m i i 

Size. Millimeters I 6 | 10 | 13 | 19 | 25 

Price, widi Check. : .Each | 1.15 | 1.25 | 1.35 | 2.15 | 3.25 


APARTMENT HOUSE COCK 

BRASS LOCKUP REMOVABLE IRON HANDLE 



NO. 289 


H inch only...Each | 1.50 

Recommended for use in apartment houses where several meters are connected to 
one range. 

WRENCHES FOR BRASS STEAM AND GAS COCKS 


SQUARE HEAD 



MALLEABLE IRON 


Size.InchesI H' | iks I 34 I M I 1 1134 11 I 2 | 2&.3 | 3& 4 

Size.Millimeters! 6 | 10 | 13 | 19 | 25 | 32 | 38 | 50 | 64 & 76 |90 & 100 

Number. |1|2|3|4|5|6|7|8| 9 | 10 

Squai e Head.Each |. 05 |. 06 |. 07 |. 09 j. 14 |. 19 |. 25 |. 44 | .56 | 1.00 


WRENCHES FOR BRASS STEAM AND GAS COCKS 


FLAT HEAD 



MALLEABLE IRON 


Size.InchesI H I H I 1 |1^|1H|2| 

Size.Millimeters I 13 | 19 | 25 | 32 | 38 I 50 | 

Number.| l | 2 | 3 | 5 | 6 | 7 | 8 

Flat Head.Each | .07 | .09 | .14 | .25 I .44 | 56 11.00 


Nos. 262 and 266, Wrenches for which should be ordered from following table. 

Size.Inches! H I % I 1 I 1^ I IH I 2 

Size.Millimeters I 13 | 19 | 25 | 32 | 38 | 50 

Number. | 2 I 3 | 5 | 6 | 7 | 8 


I 


The above Wrenches do not fit Iron Cocks. 
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CRANE 


STANDARD 


GLOBE, ANGLE AND CROSS VALVES 


IRON BODY 


WITH YOKE BRASS TRIMMINGS 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 


t 



NO. 351. GLOBE VALVES 


MERITS OF STANDARD VALVES 

UNtTl T^fs PRESSURE; TO DO SO OPEN THE VALVE WIDE 

UNTIL THE DISC NUT FORMS A JOINT BY CONTACT WITH THE LOWER FACE OF BONNET FLANGE 

Valves are well proportioned, of good weight, and suitable to 
stand steam working pressures up to 125 pounds. 

150 pounds hydraulic pressure with the Valve closed, and we 
as follows^'^^”'^^ subjected them to a hydraulic pressure, without leaking. 


^1^^..Inches 


Tight when closed.Pounds I 5TO 


2 to 5 I 6 to 8 I 10 to 12 


I 250 I 


200 


Tight when open. Pounds | 1000 i 500 \ 475 

st^eam^pr\^s^u1-e^^ recommend them for more than 125 pounds working 

It is not only a question of the Valve standing a higher pressure, but also 
standing the strain of expansion, contraction, weight of piping and settling also 
the cutting effect of the steam on the disc and seat. ’ 

Valves are made with brass stem in sizes 6 -inch and smaller and with 
steel stem, larger sizes. In the latter Valves the stuffing box 

flange IS made of^alleable Iron, with a brass follower, which gives additional 

strength and durability at this point. =. auuinonai 

and Angle Valves 2 >^-inch and larger have guide on swivel disc 
the rJtthnv nfth ’ insures the square seating of the disc and also prevents 

a*i>artly opfn Valve.^‘"‘' Pulsation of the steam passing through 

otherwise ordered* always be furnished smooth faced and not drilled, unless 
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STANDARD 

GLOBE VALVES 



Size. 

.Inches] 2 | 1 H 1 3}^ | 4 \ 4H \ 5 | (j 

Size. 

.Millimeters] 50 | 64 | 76 ] 90 | 100 | 113 ] 125 ] 150 

No. 350, Screwed. 

7.00 1 9.00 112.50115.25119.00124.00127.00137 50 

No. 351, Flanged. 

Each] 8.60 ]10.75]15.00]18.50]22.50|27.50]31 00]42 00 

Size. 

.Inches] 7 j 8 ] 10 ] 12 ] 14 ] 16 

Size. 

.Millimeters 1 175 | 200 | 250 | 300 | 350 | 400 

No. 350, Screwed. 

.Each]63.00]72.00]114.00]170.00] | 

No. 351, Flanged. 

.Each]68.00]77.00]123.00]187.00]350.00]475.00 


J*^ON BODY 


WITH YOKE 


BRASS TRIMMINGS 


FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 


NO. 351 


NO. 350 


ALL I RON Valves made to order at a special price. 

Price list for drilling, page 70. 

Templates for drilling, page 224. 
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STANDARD 

ANGLE VALVES 


(RON BODY 


WITH YOKE 


BRASS TRIMMINGS 


FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO. 353 FLANGED 


Size.Inches! 2 | 2^ | 3 | | 4 | .| 5 | 6 ^ 

Size.Millimeters I 50 j 64 | 76 j 90 | 100 | 113 | 125 | 150 ’ 

No. 352, Screwed.Each | 7.00 | 9.00 |12.50 |15.25 |19.00 |24.0Q |27.0Q |37.5d 

No. 353, Flanged.Each | 8.60 110.75 115. 00 118.50 |22.50 127.50 |31.00 |42.00 

Size.Inch s I 7 | 8 | 10 | 12 | 14 | 15 | 16 

Size.Millimeters I 175 | 200 | 250 j 300 | 350 | 375 | 400 

No. 352, Screwed.Each |63 .00 |72.00 |114.QQ |17Q .0Q | _|_ | 

No. 353,~Flanged.Each 168.00 [77.00 1123.00 1187.00 1350 .00 j |475.00 


ALL IRON Valves made to order at a special price. 
Price List for drilling, page 70. 

Templates for drilling, page 224. 
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STANDARD 

CROSS VALVES 

Iron body with yoke brass trimmings 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO. 363 


NO. 362. SCREWED 


Size.. . 

..Inches| 

3 

1 31^ 1 

4 1 4^ 1 

5 1 

6 1 

7 1 

8 

1 10 1 

12 

SizeMillimeters | 

76 

1 90 1 

100 1 113 1 

125 1 

150 1 

175 1 

200 

1 250 1 

300 

Price.. 

...Eachlie.25120.00123.50130.65135.25147.25178.001 92.00 

|162.00|240.00 


NO. 363. FLANGED 


Size... 

..Inches| 3 

1 3^ 1 

4 1 4Ji 1 

5 1 

6 1 7 1 8 1 

10 1 

12 

SizeMillimeters 1 76 

1 90 1 

100 1 113 1 

125 1 

150 1 175 1 200 1 

250 1 

300 

Price.. 

...Each|20.00125.00|28.50|36.00141.00|54.00185.001100.001 

175.001265.00 


Price List for drilling, page 70. 
Templates for drilling, page 224. 
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CRANE 


STANDARD 

GLOBE, ANGLE AND CROSS VALVES 


IRON BODY 


BRASS MOUNTED 


FOR STEAM WORKING PRESSURES UP TO 12S POUNDS 



NO. 354. GLOBE 



NO. 356. ANGLE 


Size. 

Size. . 

No. 354, Globe, Screwed 

No. 355, Globe, Flanged. 

No. 356, Angle, Screwed. 

No. 357, Angle, Flanged. 

No. 364, Cross, Screwed . 

No. 365, Cross, Flanged. 


• • • ■ ■-Inchesn^ I 2^ | 3 
Millim eters I 50 I 64 I 7fi 

~.Each I 5lu I 7.35 I 9.80 

■ Eachl 7.00 j 9,00 1 12.50 
~ ■ Eachl 5.40 | 7.35 

~ Eachl 7.00 | 9.00 |12 jO 

.Each l 6.50 | 9.00 112.50 

Eachl 9.00 |11.75116.50 


For all Iron Globe and Angle Valves, see page 47. 
Price List for drilling, page 70. 

Templates for drilling, page 224. 
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STANDARD—ALL IRON 


GLOBE AND ANGLE VALVES 


I 





NO. 348. GLOBE 


NO. 349. ANGLE 


Size.InchesI ^ | ^ | 1 | I 1^ I 2 | 2^ | 3 

Size.Millimeters I 13 | 19 | 25 | 32 j 38 j 50 j 64 | 76 

Price, Screwed.Each| 3.60 | 3.85 j 5.70 j 6.00 j 6.60 | 7.50 | 9.40 |12.50 


I 
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CRANE RENEWABLE DISC 

GLOBE AND ANGLE VALVES 


IRON BODY 


WITH YOKE BRASS TRIMMINGS 


FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO. 358 GLOBE 



NO. 359 GLOBE 


Size. . 

Size. 

No. 358, Globe or Angle, Screwed. 

. Millimeters 1 64 | 76 

.Each 112 . 00116 .75 

1 1 4 1 4H 1 5 

1 90 1 100 1 113 1 125~ 

119.50124.00132.00140 no 

No. 359, Globe or Angle, Flanged. 

Size. 

1 .Each 114. 00 118. 50121.50126. 00134.00142 00 

Size. 

No. 358, Globe or Angle, Screwed. 

. Millimeters 1 150 | 175 

.Each 148. 00180 . 00 

1 200 1 250 1 300 1 

190.001130.001185.001 ~ 

No. 359, Globe or Angle, Flanged 

.Each 150.00 180.00 

190.00 11.30 001185 001 


Valves 7 inch and larger have steel stem, plated; smaller sizes, brass stem. 

Valves wrifbl"f,irSished. otherwise Globe 

These Valves are fitted with Crane High Pressure Discs, suitable for use on saturated 
Steam pressures up to 12o pounds. ^aturatea 

When wanted for compressed air or cold water service. Crane Cold Water Discs 
will be furnished. hot water service Crane Hot Water Discs will be tonishid 

Crane High Pressure Discs will always be furnished unless otherwise specified 

Price List for drilling, page 70. 

Templates for drilling, page 224. 

For extra Crane Renewable Discs, see page 49. 
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CRANE RENEWABLE DISC 

GLOBE AND ANGLE VALVES 

IRON BODY WITH BRASS SCREWED BONNET BRASS MOUNTED 


FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



GLOBE 



ANGLE 


Size. 


2 1 

2^ 1 

3 

Size. 


50 

1 64 1 

! 76 

No. 360, Globe or Angle, Screwed. 

.Each 1 

7.25 1 

11.00 1 

16.00 


These valves are fitted with Crane High Pressure Discs, suitable for use on 
saturated steam pressures up to 125 pounds. 

When wanted for compressed air or cold water service, Crane Cold Water 
Discs will be furnished. For hot water service. Crane Hot Water Discs will be 
furnished. Crane High Pressure Discs will always be furnished unless otherwise 
specified. 


EXTRA CRANE RENEWABLE DISCS 


Size.InchesI :^ | | 3 | 33^ | 4 | 43^ | 5 | 6 | 7 | 8 1 10 

12 

Size...Millimeters 1 50 | 64 | 76 | 90 | 100 | 113 | 125 | 150 | 175 | 200 | 250 

300 

High Press.. .Each] .36| .48| .80| 1.00| 1.20| 1.40| 1.60|2.00|2.40|2.80|4.50 

5.00 

Cold Water .Each 1 .36| .48| .80| 1.00| 1.20] 1.40] 1.60|2.00|2.40|2 80|4 50 

5.00 

Hot Water. . .Each] .36| .48| .80| 1.00| 1.20| 1.40| 1.6012.0012 4012 8014 50 

5.00 
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......Inches I -2 1 * 2^1 «3 I 3 I 4 141^1 5 - | «- 

. .Millimeters I 50 | 64 | 76 | 90 I KW) I 11 ^ 1 log ! icn - 

.InchesI 7 I 8 I 10 I ]2 I 14 I 1 

• ■ • .Millimeters I 175 | 200 | 250 I 300 | sson-^--- 

No. 367, Flanged.Each150,00162,00111 5. 00 1 175.001300 001 I | - 

VERTICAL CHECK VALVES 

. 2H I 3 I 3}^ I 4 I 4U 

..I nchesI 5 I 6 I 7 I 8 r~i?r~ 

,.M illimeters I 125 | 150 | 175 I 200 I 2.vr 

S - . Fachl33.00l 40.00l | | - 

No. 369, Flanged . ^i;ach| 145.00167.00178.001135.00 

HORIZONTAL CHECKS 

J'Pall'er aj-e furnished with a brass cap, which is screwed into 
body 3/^-mch and larger are furnished with an iron cap bolted to tL 

Vertical check valves are furnished in all sizes with bolted cap. 

Larger sizes made to order at a special price. 

Price List for drilling, page 70. 

Templates for drilling, page 224, 


CRANE 


STANDARD 

HORIZONTAL AND VERTICAL CHECK VALVES 


IRON BODY 


brass trimmings 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 


NO. 369 

HORIZONTAL CHECK VALVES 


m 
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STANDARD 

SWING CHECK VALVES 

WITH BRASS OR LEATHER DISC 


IRON BODY BRASS SEAT 

FOR STEAM WORKING PRESSURES SIZES 16 INCH AND SMALLER, UP TO 125 POUNDS. 
ABOVE 16 INCH UP TO 100 POUNDS 



MAY BE USED IN HORIZONTAL POSITION OR FOR UPWARD FLOW 



3 1 3J^ 1 4 1 4^ 1 6 


76 1 90 1 100 1 113 j 125 

No. 372, Scd., with Brass Disc. .Each} 11.00112.00 

13.50117.50120.00126.00130.00 

No. 373, Flgd., with Brass Disc Each113.00114.50 

17.00|21.00|24.00|30.00134.00 

Add for Leather Disc.Each| 1.00 | 1 50 

2.00 1 2.50 1 3.00 1 3.50 1 4.00 


8 1 10 1 12 1 14 

Size.Millimeters 1 150 | 175 

200 1 250 1 300 1 350 

No. 372, Scd., with Br. Disc. .Each| 36.00 | 55.00 

70.00 1110.001 160.00 1 

No. 373, Flgd., with Br. Disc. Each| 41.00 j 60.00 

75.00 1115.001 168.00 | 340.00 

Add for Leather Disc.Each| 4.00 j 6 00 

7.50 i 10.00 1 12.00 1 

Size.Inches! j 16 

o 

CM 

00 

Size.Millimeters! ( 400 

450 1 500 1 600 1 750 

No. 373, Flgd., with Br. Disc. Each j 1450.00 

600.001700.0011000.0011650.00 


Swing Check Valves, for COLD Water, preferably should have LEATHER 
discs. For hot water or steam, brass discs should be used. Unless otherwise 
specified on order. Swing Check Valves will be furnished with brass discs. 


Valves made to order with By-Pass. Prices on application. 
Price List for drilling, page 70. 

Templates for drilling, pages 224, 225. 
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CRANE 


IRON BODY 


STANDARD 

SWING CHECK VALVES 

WITH LEATHER DISC 
HUB ENDS 

FOR WATER WORKING PRESSURES 

SIZES 12 INCH AND SMALLER, UP TO 175 POUNDS 
SIZES 14 AND 16 INCH, UP TO 150 POUNDS 
SIZES 18 INCH AND LARGER, UP TO 120 POUNDS 



NO. 374 HUB 


BRASS SEAT 


MAY BE USED IN HORIZONTAL POSITION OR FOR UPWARD FLOW 


.Inches I 3 

.Millimeters I 76 


No. 374, Hub, with Leather Disc.Each I 


19.00 


10 


. .Inches I 6 | 8 

.M illinaeters j 150~| 200 | 250~ 

No. 374, Hub, with Leather Disc.Eachj 45.00 | 82 .50 |12O0 

Size. Inches | 16 | 18 \ 20 

Size. Millimeters I 400 | 450 | 500 

No. 374, Hub, with Leather Disc.Each 1450.001600.001 700.00 


100 


27.00 


12 


300 


185.00 


24 


600 


1000.00 


125 


38.00 


14 


350 


340.00 


30 


750 


1650.00 


These Valves are suitable for use with Cast Iron or Wood Pipe. 

When ordering specify O. D. of pipe. 

Hubs are usually furnished rough—if bored hubs are required orders should 
so specify. 

Valves made to order with By-Pass. Prices on application. 
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IRON BODY 


STANDARD 

CLEARWAY SWING CHECK VALVES 

brass trimmings 

FOR FIRE PROTECTION SERVICE, UNDERWRITERS’ PATTERN 
FOR WATER WORKING PRESSURES UP TO 150 POUNDS 
TESTED TO 300 POUNDS HYDRAULIC PRESSURE PER SQUARE INCH 



NO. 375 

NO. 375H 

Size. 

InchesI 2| | 3 | 4 | 5 | 6 | 8 | 10 i 12 

No. 375, Flanged. 

Eachl14.50117.00124.00134.00141.00175.001115.001168 00 

No. 374^, Screwed. 

.Each|14.50|lV.00124.00134.00141.00175.001115.001168 00 

No. 375i Hub End. 

. Each]14.50117.00|24.00|34.00|41.00|75.001115.001168.00 

Add for Leather Disc.. 

Each! 1.50| 2.001 3.00| 4.00| 4.001 7.501 10.001 12 00 


These Valves are designed in accordance with the rules and requirements of 
the NATIONAL FIRE PROTECTION ASSOCIATION. 


Valves are marked “CU” to denote their use for fire protection service. 

Furnished in Flanged, Screwed and Hub End Patterns as required, and with 
BRASS FACED or LEATHER FACED discs as specified. Unless otherwise 
specified, BRASS FACED DISCS will be furnished. 

These Valves are provided with bosses that may be tapped for by-pass when 
desired. 

Price List for drilling, page 70. 

Templates for drilling, page 224. 
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CRANE 


FOOT VALVES 


IRON BODY 


WITH STRAINER 


BRASS SEAT RING 


BRASS DISC 



NO. 3941/2 



STYLE, SIZES 7 AND 
8 INCH 


Size 

Inches 

Size 

Milli¬ 

meters 

Price 

No. 

3941 ^ 

Screwed 

Each 

Price 

No. 

395H 

Flanged 

Each 

Largest 

0 . D. 
No. 
394J^ 
Inches 

Total 

Height 

No. 

Inches 

Largest 

0. D. 
No. 
395^ 
Inches 

Total 

Height 

No. 

395J^ 

Inches 

Diam. 

Flanges 

Inches 

2 

50 

10.00 



5Vs 

6 

534 

6 

2J^ 

64 

11.00 


6M 

6H 

7 

634 

7 

3 

76 

12.00 

13.00 

7 

634 

73 ^ 

7 

73 ^ 

3^2 

90 

13.00 

14.00 

83^ 

834 

834 

934 

83^ 

4 

100 

14.00 

15.00 

SVs 

834 

9 

934 

9 

5 

125 

15.00 1 

16.00 

WVi 1 

1054 

1034 

1134 

10 

6 

150 

18.00 1 

20.00 

11^ 1 

1134 

1134 

1234 

11 

7 1 

175 1 

35.00 1 

37.00 1 

nVs 1 

1034 

1334 

11^ 

123 ^ 

8 1 

200 1 

45.00 1 

48,00 1 

1534 1 

1234 1 

1534 1 

13341 

1334 


These Valves are made to order only. 
Brass Foot Valves, with Strainer, page 19. 
Price List for drilling, page 70. 


Templates for drilling, page 224 . 
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FOOT VALVES 


IRON BODY WITH STRAINER 


LEATHER DISC 



STYLE SIZES % INCH TO 6 INCH STYLE SIZES 7 INCH TO 16 INCH 

NO. 394 


Size 

Inches 

Size 

Milli¬ 

meters 

Price No. 
394, 

Screwed 

Each 

Price No. 
394, 
Gal¬ 
vanized 
Each 

Price No. 
395, 

Flanged 

Each 

Price No. 
395, 
Gal¬ 
vanized 
Each 

Largest 
0 . D. 
No. 
394 

Inches 

Total 

Height 

No. 

394 

Inches 

Largest 
0. D. 
No. 
395 

Inches 

Total 

Height 

No. 

395 

Inches 

Diam¬ 

eter 

Flan’es 

Inches 

Va 

19 

1.15 

1.75 

1 

z % 

zy 2 




1 

25 

1.30 

2.00 

1 

ZH 

3^ 




IK 

32 

1.40 

2.10 

1 

4^ 

zy 



“ 

IK 

38 

1.90 

2.85 

1 


4^ 




2 

50 

2.40 

3.60 

3.50 

5.50 


SVs 

6 

5K 

6 

2K 

64 

3.30 

5.00 

4.50 

7.00 

6 M 

eys 

7 

6K 

7 

3 

76 

3.90 

5.75 

9.00 

9.00 

7 

6H 

7K 

7 

7K 

3K 

90 

5.60 

8.50 

7.50 

12.00 

Ws 

SH 

SVs 

9H 

8K 

4 

100 

7.30 

11.00 

9.50 

15.00 

m 

8 M 

9 

9K 

9 


113 

10.50 

15.75 

13.00 

20.00 

ioy 2 

loys 

loy 

IIH 

9K 

5 

125 

11.25 

16.75 

14.00 

22.00 

loy 

lOH 

loy 

iiK 

10 

6 

150 

14.75 

22.00 

17.50 

27.00 

iiM 

im 

im 

12K 

11 

7 

175 

35.00 

53.00 1 

38.00 

57.00 

13^1 

lOM 

izyg 

iiKI 

12K 

8 

200 

41.00 

62.00 1 

45.00 

72.00 

14^1 

12^ 

15K 

13KI 

13K 

10 

250 

64.00 

110.00 1 

70.00 

120.00 

195^1 

isy 

19^ 

18KI 

16 

12 

300 1 

100.00 1 

155.00 1 

112.00 

170.00 1 

20V4’I 

16 M 

201^ 

18 1 

19 

14 

350 1 

1 

1 

150.00 

1 

1 

1 241^1 

193^1 21 

15 

375 

1 

1 

175.00 

1 

1 

1 25U| 21?4:I 22W 

16 

400 1 

1 

1 

200.00 

1 

1 

1 

27 1 

24J^| 231.1 


These Valves, as constructed, insure free openings. 

Can be furnished with brass disc in place of leather disc, see page 54. 

Brass Foot Valves, with Strainer, page 19. 

Price List for drilling, page 70. Templates for drilling, page 224 

V.l " ^>1*^ “<1 high pressures. No. 373 Swing Check 

Valves with strainers and leather discs can be supplied. ® ^ 
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CRANE 


LOW PRESSURE 

GATE VALVES 

IRON BODY PATENTED BRASS TRIMMINGS 

OPEN TO THE LEFT NON-RISING STEM WEDGE GATE 

FOR STEAM WORKING PRESSURES UP TO 25 POUNDS 
FOR WATER WORKING PRESSURES UP TO 50 POUNDS 

TESTED TO 50 POUNDS HYDRAULIC PRESSURE 



NO. 491 


Size. . . 


12 1 

14 i 

16 1 

18 1 

20 1 

22 1 

24 1 

26 

Size... 

.. Millimeters | 

300 1 

350 1 

O 

o 

450 1 

500 1 

550 1 

600 1 

650 

Price.. 


120.001 

165.001 

215.001 

300.001 

345.001 

475.001 

540.001 

740.00 

Price, with Gear.Ea. | 

1 

1 

1 

1 

1 

1 

665.001 

900.00 

Size. .. 

. Inches| 

28 ! 

30 ! 

32 1 

34 1 

36 1 

*42 1 

*48 1 


Size ... 

.. Millimeters | 

700 1 

750 1 

800 1 

850 1 

900 1 

1050 1 

1200 1 


Price. . 


875.001 1025.001 1126.001 1200.001 1450.001 1900.00T 2800.001 

nn 1 1 oen nn l t orrg i ^ i ^ i i , 



*These sizes are always furnished geared, unless otherwise ordered.' 


The stem in these Valves is made of Brass. 

These Valves are suitable for Low Pressure and Exhaust Steam, Vacuum Lines, 
etc. 


When wanted for gas, we will furnish ALL IRON VALVES at a special price. 
LARGER SIZES, PRICES ON APPLICATION 

Price List for drilling, page 70. Templates for drilling, pages 224, 225. 
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LOW PRESSURE 

GATE VALVES 


IRON BODY 

OPEN TO THE LEFT 


PATENTED 
RISING STEM 


brass trimmings 

WEDGE GATE 


FOR STEAM WORKING PRESSURES UP TO 25 POUNDS 
FOR WATER WORKING PRESSURES UP TO 50 POUNDS 

TESTED TO 50 POUNDS HYDRAULIC PRESSURE 



NO. 493. FLANGED 


Size.Inches 1 12 | 14 

Size. Millimetersi 300 | 350 

1 16 

1 400 

1 18 

1 450 

1 20 1 

1 500 1 

22 1 

550 1 

24 1 

600 1 

1 26 

650 

Price.Each| 150.001 200.00 | 

Size.Inches 1 1 .90 1 

255.00 

1 90 

1 340.00 

1 OA 1 

1 395.00 1 535.00 I 

610.00 1 

1 820.00 

1 — 1 1 1 ( oo 1 

Size. Millimeters 1 700 | 750 i 800 j 850 j 900—T 

■Price.Each] 906.001 1125.00| 1250.00| 1350.001 1650 001 

I 48’' 1 

1050 1 1200 1 

2150.001 3100.001 



♦Always furnished geared unless otherwise ordered. 

The stems in these valves are made of Steel, plated. Brass stems when so 
ordered, wdl be furnished at an extra price. Bi.ems, wnen so 

et^These Valves are suitable for Low Pressure and Exhaust Steam, Vacuum Lines, 

is o^en!"pIru7 open o“cfore’d Valve 

LARGER SIZES. PRICES ON APPLICATION 

Price List for drilling, page 70. 

Templates for drilling, pages 224, 225. 
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CRANE 


1 


LOW PRESSURE 


WATER GATE VALVES 


HUB ENDS for WOOD PIPE 

IRON BODY BRASS TRIMMINGS WEDGE GATE 

OPEN TO THE LEFT NON-RISING STEM 

FOR WATER WORKING PRESSURES UP TO 50 POUNDS 
TESTED TO 50 POUNDS HYDRAULIC PRESSURE 



NO. 498. 



HUB 



I 


Size . 

.Inches 

1 

1 

4 1 

e 

8 

1 10 

1 12 

[ 14 

Size. . 

.Millimeters 

1 

1 

100 1 

150 1 

200 

250 

1 300 

1 350 

Price. 

.Each 

1 

1 18.50 1 

30.50 1 

50.00 1 

82.00 

1 120.00 

1 165.00 

Size . 

.Inches 

16 

18 1 

20 1 

24 1 

1 30 

36 

*42 

1 *48 

Size.. 

Millimeters 

400 

450 1 

500 1 

600 1 

750 

900 

1050 

1 1200 

Price. 

.Each 

215.00 

300.00 

345.001540.00 

1025.00 

1450.00 

1900.001 2800.00 

Price, with Gear, without 
Bv-Pass.Each 



1 1665.00 

1250.00 

1750.00 

2250.00 

3200.00 


*These sizes are always furnished geared unless otherwise ordered. 

The Hub Ends of these Valves have the same construction and inside diameter 
of hub as our No. 462 Standard Water Gates, and may be used with either Cast 
Iron or Wood Pipe—however, where diameters of hubs are not suitable, the re¬ 
quired diameters will be furnished on Valves at a special price. 

Hubs are usually furnished rough—-if bored hubs are required, orders should 
so specify. Prices upon application. 

LARGER SIZES, PRICES ON APPLICATION 
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IRON BODY 


STANDARD 

GATE VALVES 

BRASS TRIMMINGS 

FOR STEAM WORKING PRESSURES 

SIZE 16 INCH AND SMALLER, UP TO 125 POUNDS 
SIZES 18 INCH AND LARGER, UP TO 100 POUNDS 

FOR WATER PRESSURES, SEE PAGE 1 


WEDGE GATE 


NO. 461 

NON-RISING STEM 


NO. 465 

OUTSIDE SCREW AND YOKE 




THESE VALVES MAY BE PACKED WHILE UNDER PRESSURE 

TO DO SO WITH NON-RISING STEM VALVES, open the Valve wide bv 
rmning the wedge tightly up to top of bonnet, which, in turn draws the collar 
of stem down tightly to the top flange of bonnet, forming a st^alTwlt £t 

^ OUTSIDE SCREW AND YOKE VALVES. The arrow in above sectional 
lew shows how the joint is made at stuffing box when packing this style Valve 

xrs inrcitr- •*'” -o™ 

PI of Flanges of our Standard and Low Pressure Valves and 

flanged Fittings are the American Standard. 
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CRANE 


STANDARD GATE VALVES 

IRON BODY brass TRIMMINGS WEDGE GATE 

FOR STEAM WORKING PRESSURES 

SIZES 16 INCH AND SMALLER, UP TO 125 POUNDS 
SIZES 18 INCH AND LARGER, UP TO 100 POUNDS 

FOR WATER WORKING PRESSURES, SEE PAGE 1 

These Valves are tested to 150 pounds hydraulic pressure with the Valve closed 1 
and we have at various times subjected them to a hydraulic pressure, without leak-1 
ing, as loilows: J 

Q+. inch. 18 to 24 inch. 30 inch. 

light at. 500 pounds. 300 poimds. 250 pounds. 

BREAKING STRENGTH 

We have at various times broken an assortment of sizes under hydraulic pres-l 
sure and found the following result: um. 

. 4 to 8 inch. lo to 16 inch. ] 

**. 1000 to 1500 pounds. 900 pounds. 

SIZES 18 TO 30 INCHES. 

t iS?® v^e have not burst, but have subjected the 18 inch 1 

ing^ca^?^*^* pressure, and the 20 to 30 inch to 300 pounds pressure without burst-| 

factor of safety is very high, but they not only have to I 
stand the strain due to the working pressure, but are also liable to unusual straina.] 
such as expansion and contraction, water hammer, weight of piping, settling, etc. J 
reason, we keep the limit of the working pressure for which we recom-l 
mend them, down to a perfectly safe point. I 

It IS, however, possible that these Standard Valves might be reasonably satis-l 
factory for a much higher working pressure, provided the expansion, contraction f 
weight of piping and settling were all taken care of. '| 

Still, ^ff^ct of the steam on the disc and seats would render these! 

Valves less durable than the Valves which we recommend for a higher pressure ofl 
steam. p 

The guides on the disc and ribs in the body are so finished and fitted as to insurei 
true and easy movement of disc and prevent wear of the faces; and also prevent the ! 
disc from touching the seats of the body of the Valves, except at point of closing.^ 

The seats in the body of Valves and faces of discs are made of brass. 

The Stem in the Valve with inside screw is made of Brass and in the Valvp 1 
with outside screw an^d yoke, is made of Steel, and plated; Brass Stem for the latter 
Valves will be furnished at an extra price. | 

The puffing box: flange on all Hub End Valves is made of Malleable Iron with i 
a brass fdlower gmng additional strength and durability at this point, a par-^ 
ticularly desirable feature on Water Service Valves. ^ I 

The constructicm is such that the Valves may be packed when open, without ^ 
steam escaping. To do so, have Valve wide open. See explanatory cuts on ' 
page 59. 

All users of Valves wHl appreciate the advantage in being able to repack a I 

as it frequently happens that it is necessary tLt * 
they be kept m continuous use. •' 

VALVES FOR Al R OR GAS SERVICE WILL BE GIVEN A SPECIAL AIR TEST. PRICES ON APPLICATION 
WATER GATES ARE GIVEN A SPECIAL TEST OF 300 POUNDS HYDRAULIC 
PRESSURE PER SQUARE INCH 
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STANDARD 

GATE VALVES 


IRON BODY 

OPEN TO THE LEFT 


BRASS TRIMMINGS 


WEDGE GATE 
NON.RISING STEM 


FOR STEAM WORKING PRESSURES 


SIZES 16-INCH AND SMALLER, UP TO 125 POUNDS 
SIZES IS-INCH AND LARGER, UP TO 100 POUNDS 



. .Inches I 


.Millimeters I 50 


No. 460, Scre wed.Each| 10.W 

No. 461, Flanged.Eachj 12^00 

Size. Inches I 6 j 7 

Size.Millimeter s | 150 | 175 

No. 460, Screwed .Each I 32.50 I 45.00 
No. 461, Flanged.Each I 36.50 I 49.00 


I 3 I 3H I 4 


64 


76 


90 


43 ^ 


100 I 113 


11.50 I 14.00 I 17.00 I 19.00 | 24.00 


13.50 I 16.50 I 19.50 | 23.00 I 28.00 


8 I 9 I 10 


12 


14 


200 I 225 I 250 I 300 I 350 


54.00 I 76.00 I 90.00 |125 00| 


16 


58.00 I 81.00 I 95.00 |133 00|181 00 


18 


20 


22 


24 


26 


28 


400 I 450 I 500 I 550 I 600 I 650 I 700 


30 


Si ze.Inches! 

i i ^>^9 i 6 oo i 65 o i 700 i 750 
g^461, Flanged Each 1260.001350.001425.001530.001600.001800.001950.001IIQQ QQ 


125 


27.50 


31.50 


15 


375 


220.00 




Price List for drilling, page 70. 
Templates for drilling, page 224. 
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CRANE 


STANDARD GATE VALVES 

WITH OUTSIDE SCREW AND YOKE 
IRON BODY BRASS TRIMMINGS WEDGE GATE 

FOR STEAM WORKING PRESSURES 
SIZES 16 INCH AND SMALLER. UP TO 125 POUNDS 
SIZES 18 INCH AND LARGER, UP TO 100 POUNDS 

FOR WATER WORKING PRESSURES, SEE PAGE 1 


OPEN TO THE LEFT 


The outside screw and yoke 
indicate whether the Valve 
is open, partly open or closed. 



Price List for drilling, 
page 70. 

Templates for drilling, 
pages 224, 225. 


Size.Inches 

2 

2H 3 3J^ 4 414 

Size.Millimeters 

50 

64 1 76 1 90 1 100 1 113 

No. 464, with Steel Stem, Screwed _Each 

17.50 

19.001 22.00 1 25,00 | 30 00 1 37 00 

No. 465, with Steel Stem, Flanged Each 

19.50 

21.001 24.50 1 27.50 | 34 00 1 41 00 

!No. 46434, with Brass Stem, Screwed . Each 

19.00 

20.501 23.50 1 27.00 | 32,50 1 40 00 

No. 46534» with Brass Stem, Flanged . Each 

21.00 

' 22.501 26.00 1 29.50 1 36 50 1 44 m 

Size.Inches 

Size.Millimeters 1 

® 1 6 1 7 1 8 1 9 1 10 

19.Pi 1 1.p;n 1 17K n i -- i— • 


64.00 


No. 465, with Steel Stem, Flanged .,., Each | 46.00 1 52.00 1 68.00 
NO. 464}^, with Brass Stem, Screwed .Each | 45.001 52 . 001 69.00 

No. 465 ^, with Brass Stem, Flanged. Each I 49.001 56 .001 73.00 

Size.Inches] 


12 


14 


15 


Size Millimeters I 300 | 350 | 375 

No. 464, with Steel Stem, Screwed. . . .Each 1160.00 1 j 

No. 465, with Steel Stena, Flanged .... Each 1 168.001236.001 285.00 


No. 464}^, with Brass Stem, Screw ed Each 1 172.00 ( , 

No. 465p^. with Brass Stem, Flanged .Each 1180.001255.001 310.00 


Size.Inches | 

Size.Millimeters | 


22 


24 


26 


550 I 600 I 650 


No. 465, with Steel Stem. Flanged .... Each 1650.001725.001 950 00 


No. 465^, with Brass Stem. Flanged Each 1700.001775.0011025 00 


80.00 


84.00 


86.00 


90.00 


16 


400 


325.00 


350.00 


28 


700 


1125.00 


1210.00 


105.001122.00 
110 001127.00 


113.001131.00 
118.00 1136.00 
~ W 

500 


18 


450 


I 


435.001525.00 


470.001565.00 


30 


750 


300.001 


dOO.OO! 
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STANDARD 

GATE VALVES 

WATER GATES 

IRON BODY BRASS TRIMMINGS WEDGE GATE 

OPEN TO THE LEFT NON-RISING STEM 

FOR WATER WORKING PRESSURES 

SIZES 12 INCH AND SMALLER, UP TO 175 POUNDS 
SIZES 14 AND 16 INCH, UP TO 150 POUNDS 
SIZES 18 INCH AND LARGER, UP TO 120 POUNDS 

TESTED TO 300 POUNDS HYDRAULIC PRESSURE 



NO. 462. HUB 


Size ... 


1 3 

1 4 

1 5 

1 6 

1 7 

8 

10 

Size... . 

. . .Millimeters 

1 50 

1 76 

1 100 

1 125 

1 150 

1 175 

200 

250 

Price.. . 

.Each 

1 10.00 

1 14.00 1 19.00 1 27.50 

1 32.50 1 

1 45.00 

54.00 

90.00 

For Matheson or Converse Joint 








• 

Pipe . 




19.00 


32.50 


54.00 

90.00 

Size ... 


1 12 

1 14 

1 16 

1 18 

1 20 1 

1 24 

30 


Size.... 

. . . Millimeters 1 300 

350 1 

400 1 

450 1 

1 500 1 

600 

750 


Price... 

.Each| 125.001 173.001 250.001 340.001 415.001 590.00 

1075.00 


Price, with By-Pass Ea. 

1 

1 315.001 

415.001 500.001 690.00 

1225.00 



These Valves will be furnished ^‘Open to the Rightwhen so ordered, at same 
price. 


All Valves 20 inch and smaller have 2 inch square head on stem; 24 inch and 
larger have 3 inch square head on stem. Stuffing boxes have bolted followers. 

The^^ Valves are suitable for use with Cast Iron or Wood Pipe—however, 
where diameters of hubs are not suitable, the required diameters will be 
furnished on valves at a special price. 

Hubs ^e usually furnished rough—if bored hubs are required orders should so 
specify. Prices on application. 
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CRANE 


STANDARD 


GATE VALVES 

QUICK OPENING 

IRON BODY BRASS TRIMMINGS 

WEDGE GATE SLIDING STEM 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 
FOR WATER WORKING PRESSURES. SEE PAGE 1 



NO. 471 


Size. 

.Inches| 2 

1 1 

3 1 

3^ 1 

4 1 

4^ 1 

5 

6 

Size. 

.Millimeters | 50 | 

1 64 1 

76 1 

90 1 

100 1 

113 1 

125 

150 

No. 470, Screwed...Each|17.50|19.00| 22.00 | 

25.00 1 

30.00 1 37.00 1 

42.00 

48.00 

No. 471, Flanged.. .Each|19.50|21.00| 

24.50 1 

27.50 1 

34.00 1 

41.00 1 46.00 

52.00 

Size. 


1 8 1 

9 1 

10 1 

12 1 

14 1 

^ 15 

16 

Size. 

.Millimeters 1 175 | 

200 1 

225 1 

250 1 

300 1 

350 1 

375 

400 

No. 470, Screwed...Each|64.00|80.00| 105 00| 122.001160.001 | | 

No. 471, Flanged.. .Each|68.00184.00|110.001127.001168.00|236.00|286.00 

325.00 


Price List for drilling, page 70. 
Templates for drilling, page 224. 
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STANDARD 

ALL IRON OR BRASS MOUNTED 

CLAMP GATE VALVES 


FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 


WEDGE GATE 


RISING STEM 




NO. 488 
SCREWED 


NO. 488^ 
FLANGED 


Size.Inches 1 

Size.Millimeters | 

13 

y* 

19 

1 

25 

1 iVi 

32 

38 

JNo. 488 All Iron, Screwed. 

... Each 1 

2.00 

2.35 

2.50 

3.50 

5.00 

No. 4883^ All Iron, Flanged... 

.. .Each| 



3.00 

4.90 

6.00 

ISio. 490 Brass Mounted,Screwed.Each 1 

2.00 

2.35 

. 2.50 

3.50 

5.00 

No. 4903^ Brass Mounted, Flanged.Each | 



3.00 

4.90 

6.00 

Size. 


2 


3 

W2 

4 

^ize.Millimeters 1 

50 

64 

76 

90 

100 

JNo. 488 All Iron, Screwed. .. 

... Each 1 

7.50 

12.00 

15.00 

18.00 

20.00 

No. 4883^ All Iron, Flanged. . . 

... Each 1 

8.50 

13.50 

16.90 

20.30 

22.50 

JNo. 490 Brass Mounted, Screwed. Each| 

7.50 

12.00 

15.00 

20.00 

22.00 

No. 4903^ Brass Mounted,Flanged.Each | 

8.50 

13.50 

16.90 1 

22.00 

25.00 


^ No. 488 and No. 4883^ Valves are recommended with greatest confidence for 
! dSired^^^^^^^^^ cyanide, creosote, etc., or wherever All Iron Valves are 

J ^ are ine^nsive and serviceable and their construction is simple. 

. durable and compact. The steel clamp ^ which extends around the body of the 
; valve and hold^s the bonnet securely in place may be easily removed, allowinc 
tree access to the interior of the valve for cleaning or repairs. 

■ Price List for drilling, page 70. 

Templates for drilling, page 224. 


I. 


L 
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CRANE 


STANDARD—ALL IRON 


OPEN TO THE LEFT 


GATE VALVES 

WEDGE GATE NON-RISING STEM 



No. 473 


.Inches I 

. Millimeters | 

No. 472, Screw ed.Each I 

No. 473, Flanged .Each I 

Size. 




50 


64 


33 ^ 


76 


90 


4 I 


100 


10.00 I 11.50 I 14.00 I 17.00 I 19.00 


Inches | 4^ 


12.00 I 13.50 I 16.50 | 19.50 \ 23.00 


125 I 150 I 175 


200 


27.50 I 32.50 | 45.00 I 54.00 


31.50 I 36.50 I 49.00 | 58.00 


12 


14 


. Millimeters I 113 

No. 472, Screw ed.Each! 24.00 

No. 473, Flanged.Each| 28.00 

.Inc hes | 10 

. Millimeters | 250~j 300 | 

No. 472, Screwed.E ach I 90.00 |12.^ m| , , 

Flanged.Each| 95.00 1133.001181.001220.001260 00 


15 


16 


350 I 375 


400 


225 


76.00 


81.00 


Price List for drilling, page 70. 
Templates for drilling, page 224. 
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I -----CRANE 


OPEN TO THE LEFT 


STANDARD—ALL IRON 

GATE VALVES 


WEDGE GATE 


RISING STEM 



NO. 475H 


Size 


.Inches 


.Millimeters ( 

No. 475, with Steel Stem. Screwed E a. 
No. 475,1/^ with Steel S tem. Flanged Ea, 


__ Inche s I 

. . Millimeters I 

No. 475, with St eel Stem, Screwed Ea. | 48T00 
No. 475j^ with Steel Stem, Flanged Ea. | 52.0 0 

Price List for drilling, page 70. 
Templates for drilling, page 224. 
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68 _ _ CRANE 


STANDARD 

GATE VALVES 

WATER GATES 

IRON BODY BRASS TRIMMINGS WEDGE GATE 

OPEN TO THE LEFT NON-RISING STEM 

FOR FIRE PROTECTION SERVICE. UNDERWRITERS’ PATTERN 
FOR WATER WORKING PRESSURES UP TO 150 POUNDS 
TESTED TO 300 POUNDS HYDRAULIC PRESSURE 



NO. 462J4 HUB 


Size.Inches I 4 | 6 | 8 | 10 | 12 

Size..Millimetersl 100 I 150 I 200 I 250 I 300 

Price..Each! 19 001 32.50| 54 00 | 90 00| 125,00 


These Valves are designed in accordance with the rules and requirements of 
the NATIONAL FIRE PROTECTION ASSOCIATION. 

These Valves are marked “CU’^ to denote their use for fire protection service. 
The Indicator Post Flange is cast on the bonnet. 
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STANDARD 

GATE VALVES 

WITH OUTSIDE SCREW AND YOKE 


IRON BODY 

OPEN TO THE LEFT 


BRASS TRIMMINGS 


BRASS STEM 
WEDGE GATE 


FOR FIRE PROTECTION SERVICE, UNDERWRITERS’ PATTERN 


FOR WATER WORKING PRESSURES UP TO 150 POUNDS 
TESTED TO 300 POUNDS HYDRAULIC PRESSURE 



NO. 467. FLANGED 


Size. 


1 3 1 

3^ 

1 4 

1 5 1 6 

Size. 


76 1 

90 1 

1 100 1 

1 125 1 150 

Price. 


1 26.00 1 

29.50 

1 36.60 

1 49.00 1 56.00 

Size. 


8 1 

10 1 

12 1 

14 1 

Size. 


200 1 

250 1 

1 300 1 

1 350 1 

Price. 



I Screwed valves will be made to order at the same price as flanged. 

\ . 1 . designed in accordance with the rules and requirements of 

f tne National Fire Protection Association. 

I These valves are marked to denote their use for fire protection service. 

[ Price List for drilling, page 70. 

I Templates for drilling, page 224. 

j The outside screw and yoke indicate whether the valve is open, partlv open 
or closed. j i 
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CRANE 


PRtCE LIST FOR DRILLING 

STANDARD AND LOW PRESSURE 
FLANGED VALVES 



BOLT HOLES WILL NOT BE SPOT FACED UNLESS SO ORDERED. WHEN AN EXTRA CHARGE 

WILL BE MADE 

SPOT FACING BOLT HOLES, FIVE CENTS NET PER HOLE 
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PRICE LIST FOR DRILLING 

MEDIUM AND EXTRA HEAVY 
CAST IRON AND FERROSTEEL 
FLANGED VALVES 


Size 

^ize 

Drilling 
Valves with 

2 Flanges 
Except 
Angle 

Drilling 

Angle 

Valves 

Drilling 

Cross 

Valves 

Drilling 

Pop Safety 
Valves 

1 Flange 

Drilling 

Pop Safety 
Valves 

2 Flanges 

Inches 

Millimeters 

Valves 

Each 

Each 

Each 

Each Valve 

Each Valve 

1 

25 

.60 

1.00 


1 


IM 

32 

.60 

1.00 


1 


IH 

38 

.60 

1.00 




2 

50 

.75 

1.25 

1.50 

1 


64 

.75 

1.25 

1.50 

.75 

1.25 

3 

76 

.75 

1.25 

1.50 

.75 

1.25 


90 

1.00 

1.50 

2.00 

1.00 

1.50 

4 

100 

1.25 

1.75 

2.50 

1.25 

1.75 


113 

1.50 

2.00 

3.00 

1.50 

2.00 

5 

125 

1.50 

2.00 

3.00 

1.50 

2.00 

6 

150 

1.75 

2.50 

3.50 

1.75 

2.50 

7 

175 

2.25 

3.00 

4.50 



8 

200 

2.25 

3.00 

4.50 



9 

225 

2.50 

3.50 

5.00 



10 

250 

2.50 

3.50 

5.00 



12 

300 

3.50 

5.00 

7.00 



14 

350 

4.00 

6.00 

8.00 



15 

375 

4.00 

6.00 

8.00 

r or aniiing bj /2 men 
Marine Pop Safety Valves, 
use 6 inch nriees. 

16 

400 

5.00 

7.00 


18 

450 

6.00 1 




20 

500 1 

7.50 

1 




22 

550 1 

9.00 

1 




24 

600 1 

10.00 

1 




30 

750 1 

12.00 

1 





BOLT HOLES WILL NOT BE SPOT FACED UNLESS SO ORDERED, FOR WHICH AN 
ADDITIONAL CHARGE OF FIVE CENTS, NET, PER HOLE WILL BE MADE. 
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CRANE 


PRICE LIST FOR DRILLING 

AND 

SPOT FACING 


EXTRA HEAVY—CAST STEEL 

FLANGED VALVES 

Size 

Size 


Globe or Gate 

Angle 

Inches 

Millimeters 


Each Valve 

Each Valve 


32 

2.75 



38 

2.75 


2 1 

50 


3.00 

3.50 

1 

64 


3.25 

3.75 

3 1 

76 


3.75 

4.25 

I 

90 


4.00 

4.50 

4 1 

100 


4.50 

5.00 

1 

113 


4.75 

5.25 

5 1 

125 


5.00 

5.50 

6 1 

150 


6.00 

7.00 

7 1 

175 


7.00 

8.00 

8 1 

200 


8.00 

9.00 

9 1 

225 


9.00 

10 00 

10 1 

250 


10.00 

11.00 

12 1 

300 


12.00 

T3~56 

14 1 

350 


14.00 

16.00 

15 1 

375 


15.00 

17.00 

16 1 

400 


16.00 


18 1 

450 


20.00 


20 1 

500 


25.00 


22 1 

550 


30.00 


24 1 

600 


33.00 
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1 

1 


STANDARD 

IRON COCKS 

FOR WORKING PRESSURES UP TO 125 POUNDS 


i 

! 

j 

i 



FLAT HEAD 
NO. 320H 
NO. 32214 
NO. 32414 



SQUARE HEAD 


NO. 320 
NO. 322 
NO. 324 


ALL IRON COCKS 


.Inches I H \ H \ 1 | | 1>4 | 2 \ 2}4 

Size.Millimeters I 13 \ 19 j 25 | 32 j 38 | 50 | 64~ 

Nos. 320, 3203/^. Screwed Eachj .901 1.051 Oo] 1.601 TM] 2T70| 4740 

Galvanized .Each| 1. 35| 1.601 1.95| 2.401 2.951 4.051 6.60 

Size.In chesI 3 | 33^4 I 4 I 5 I 6 | 8 | 

Size.M illimeters I 76 | 90 j 100 I 125 | 150 j 200 ^ 

Nos. 320, 320}^, Screwed.Each| 6.75| 12.00| 15.501 32.00 | 45.00| 100.00| 
Galvanized.Each| 10.15| 18.00| 23.25| 48.00| 67.50| 150.001 


IRON COCKS WITH BRASS WASHER 

Size.InchesI 34 | M I 1 I 134 I I 2 | 2^ 

Size.Millimeters I 13 | 19 | 25 | 32 I 38 j 50 I 64 

Nos. 322, 322>4. Screwed Each I 1.00 | 1.20 | 1.55 | 1.95 I 2.35 I 3.20 I 5.15 

Size.InchesI 3|33^| 4| 5| 61 8| 

Size.Millimeters! 76 | 90 | 100 j 125 I ISOH 200”! 

Nos. 322, 322^. Screwed-Each I 7.75| 14.00| 19.00| 38.00| 53.001 110.001 

_ IRON COCKS WIT H BRASS PLUG 

Size.Inches! 3^ | ^ | 1 | ^ I 1^^ I 2 1 W 

Size.Millimeters I 13 | 19 | 25 j 32 j 38 j 50 j 64“ 

Nos. 324, 3243^ Screwed Each| 1.301 1.60| 1.901 2.65| 3.75| 5^251 O" 

Size.InchesI 3 | 3)^ | 4 | 5 ^ 6 ^ 8 ^ 

Size.Millimeters I 76 j 90 j 100 j 125 I 150 | 200”] ~ 

Nos. 324, 3243^. Screwed.Eachl 13.00| 27.501 36.50| 67.00| 94.00|200.00| 


, Flat Head, ^ inch to 2 inch, and Square Head, 23^ inch to 8 inch, will always be 
furnished, unless otherwise ordered. 

These Cocks will be furnished with Check when so ordered, at a special price 
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CRANE 


STANDARD 

IRON THREE-WAY 
COCKS 



FOR 

WORKING 

PRES¬ 

SURES 

UP 

TO 

125 

POUNDS 


SCREWED 

NO. 326 
NO. 328 
NO. 330 



FLANGED 


NO. 331 
NO. 333 
NO. 335 


Size. 


ALL IRON THREE-WAY COCKS 


Inches 


• • • • .. : ■ • Millimeters 


No. 326, S c rewed. . 7. . . _Ea^ 


No. 326, Screwed, Galvanized . . . 7 . .Each 


No. 331, Flanged. . TTTE^ 

Size 


. Inches 


. . Millimeters 

No. 326, Screwed.E ach 

No. 326, Screwed, Galvaniz ed.Eanfi 

No. 331, Flanged. V.f.oh 


n 


19 


1 

25 


1.65 I 1.80 


2.50 I 2.70 


MJ 


32 I 38 


2.05 


3.10 


2.65 I 3.65 
4.00 I 5.50 




64 


5.35 

8.00 


7.00 ! 9.00 


76 


7.50 


11.25 


12.75 


31^ 


90 


14.00 


21.00 


100 


19.00 


28.50 


26.00 


I 6 I 


1251150 I 


36.50|52.00 


54.75|78.00 


44.00|60.00| 


Size. 

Size. 


IRON THREE-WAY COCKS WITH BRASS WASHER 


Inches 

Millimeters 


No. 328, Screwed. Each 


No. 333, Flanged. Each 

.Inch es 

.Millimeters 




19 


1.80 


No. 328, Screwed....Each 


No. 333, Flanged. 


76 


8.60 


13.75 


25 


2.05 


IM 


32 


2.40 


iy2 


38 


3.05 


50 


4.15 


7.50 


2}^ 


64 


6.10 


9.75 




90 


16.00 


100 


22.50 


29.50 


125 I 150' 


42.50160.00 


IRON THREE-WAY COCKS WITH BRASS PLUG 


No. 330, Screw ed. 7 . . . .. Each 

No. 335, f langed...Ea.rh 


50.00|68.W 



No. 330, Screwed. 

. 

Sr sifSririSrssi"*'' ~ p™ 

Templates for drilling, page 224. 
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EXTRA HEAVY 


SPECIAL 

IRON COCKS 

FOR WORKING PRESSURE UP TO 200 POUNDS 


FLAT HEAD 



NOS. 332, 334, 336, 337 SCREWED 


WITH MALLEABLE IRON PLUG, NUT AND WASHER 


Size . 


Size. ... 


No. 332. 


ALL 

IRON COCKS WITH CAST IRON PLUG, NUT AND WASHER 

Size . 


Size . 


No. 334.. 


WITH BRASS WASHER 

Size. 

.InchesI ^ \ ^ \ 1 | 1^1 2 | | 3 | 4 

Size . 

Millimeters 1 13 | 19 | 25 | 32 | 38 | 50 | 64 | 76 j 100 

No. 336. 


WITH BRASS PLUG 

Size. 


Size. 

.Millimeters 1 13 | 19 | 25 j 32 j 38 j 50 | 64 j 76 j 100 

No. 337., 



These Cocks are made extra heavy, with very liberal bearings. 

made, of Flat Head Iron Cocks having the heads 
twisted on by opening, we designed the Malleable Iron Plug, which is very much 
superior in strength, and can not be broken by opening or closing the Cock. The 
nut and washer are other good features, on account of being much stronger than 
cast iron, and will not break when tapped with hammer in loosening the plug. 


[ 
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CRANE 


ASBESTOS PACKED COCKS 

SOLID OR CHANNEL PACKED 


tested at 500 POUNDS PRESSURE AND SUITABLE FOR WORKING 
PRESSURES UP TO 150 POUNDS 



NO. 310. SCREWED NO. 311. FLANGED 


Size . 



ys i 1 

^ 1 

1 

y 1 

1 ! 

ij^ 1 

ly 

Size. 

. Millimeters | 

3 1 6 1 

10 1 

13 1 

19 1 

25 1 

32 1 

38 

No. 310, Screwed 


.. .Each| 

1.301 1.301 

1.45| 

1.601 

2.101 

2.501 

3.50| 

4.75 

No. 311, Flanged . 


.. .Eachj 

1 1 


1.601 

2.101 

2.501 

3.501 

4.75 

Diameter of Flanges. . 

..Inches| 

1 1 



3>^ 1 

4 1 

44 ^ 1 

5 

Size ... 



2 1 2M 1 

3 1 

sy 1 

4 1 

5 1 

6 1 

. 

Size. 

. Millimeters 1 

50 1 64 1 

76 1 

90 1 

100 

125 I 

150 1 


No. 310, Screwed 


.. .Each 1 

7.00I12.00I 

18.001 

27.001 

30.001 

45 . 00 ; 

60.001 


No. 311, Flanged . 


.. .Each] 7.00|12.00| 

18.001 

27.001 

30.001 

45.00 

60.00 


Diameter of Flanges. . 

..Inches| 

6 17 1 

ry 1 

sy 1 

^ 1 

10 1 

11 



Heavy and Extra Heavy, also Angle and Three-way Cocks, also Ammonia 
Cocks with recessed and gland ends; prices on application. 
























































CRANE 


77 


CHAIN WHEELS AND GUIDES 
FOR CRANE VALVES 



PRICES OF CHAIN WHEELS AND GUIDES* 


Pitch 

Diameter 

of 

Chain 

Wheel 

Inches 

To fit 

Non-Rising 

Stem 

Gate 

Valves 

Each 

To fit 

Rising 

Stem 

Gate 

Valves 

Each 

Guides 

for 

Chain 

Wheels 

Each 

3 

1.50 

3.50 


4 

1.50 

3.50 


5 

1.75 

3.75 


7K 

2.25 

4.50 

9.00 

10 

2.50 

5.00 

9.00 

14 

5.50 

8.00 

9.50 

18 

9.00 

12.00 

10.00 

24 

12.00 

16.00 

13,00 

30 

21.00 

26.00 

15.00 


*Prices of Chain Wheels are extra over price of complete Valve. No allowance 
for regular wheel. 

The prices for Guides include putting them on the Valves. 

Chain Wheels for Globe and Angle Valves are same price as for Non-Rising 
Stem Gate Valves. 


Price of Chain for Chain Wheels. . per foot | .20 

Price for connecting Ends of Chain . per chain j .30 


In ordering Chain for Chain Wheels be sure to specify the diameter of the Wheel 
with which the Chain is to be used. 


TABLE GIVING SIZES OF CHAIN WHEELS USED ON CRANE VALVES 


Brass Valves 

Gates, Globes and Angles 

Pitch Diameter 

Chain Wheel 

All Valves Except Brass 

Gates 

Globes and Angles 

Light 

Stand¬ 

ard 

Me¬ 

dium 

Extra 

Heavy 

Hy¬ 

draulic 

Light 

Stand¬ 

ard 

Me¬ 

dium 

Extra 

Heavy 

Hy¬ 

draulic 

Stand¬ 

ard 

Me¬ 

dium 

Extra 

Heavy 

2 - 2 V 2 

iyr2 

u-u 

i-iM 

M-l 

3 








3 - 3 ^ 

2^-3 

2-2y 

iy-2 

U-li 

4 



U-li 





4 

3^ 

3 

2 ^ 

2 

5 


2 - 21 ^ 

3- 3H 

2-2H 


2- 2y2 

3 - 3 ^ 

2 - 21 ^ 

2 


4 

3J^-4 

3 

2^-3 

7H 


4 

4^-5 

3-3H 

2 

4 

41^-5 

3 

3^-4 

2H 

3-3»^ 






10 


6-7 

8-9 

4 

4^-5 

2Ji 

3-3 

6-7 

4}4-5 

6-7 

4 






14 

12 

14-15 

16-18 

10-12 

6-7 

4 

4^-5 

8-10 

8-9 

5-6 






18 

20-22 

24-26 

14 

15-16 

8 

9-10 

6-7 

12 

10 

12-14 

7 






24 

28 

30-32 

34-36 

18-20 

22-24 

12-14 

15-16 

18-20 

8-9 

10-12 

14 

15-16 

18-20 


8 

10-12 


1 1 1 

30 

40-42 

30 

22-24 

1 



1 14-15 
















































































78 


CRANE 


CRANE Y PATTERN 

AUTOMATIC STOP-CHECK VALVES 

EXTRA HEAVY 



INLET 


GUARANTEE 

IF PROPERLY INSTALLED 
THESE VALVES ARE 
GUARANTEED AGAINST 
DEFECTS IN DESIGN. 
WORKMANSHIP OR MA¬ 
TERIAL, FOR A SERVICE 
PERIOD OF ONE YEAR. 
SHOULD A DEFECT DE¬ 
VELOP ATTRIBUTABLE 
TO ANY OF THE ABOVE 
CAUSES, WE WILL EX¬ 
CHANGE THE DEFECTIVE 
VALVE FOR A NEW ONE 
WITHOUT CHARGE. 


All steam plants having more than one boiler should have one of these combina¬ 
tion Stop-Check Valves, in the piping, between each boiler and the main steam line 
or header. 

In the event of a tube blowing out, or the bursting of a joint in the boiler lead 
to which a Stop-Check Valve is connected, the valve will instantly and automati¬ 
cally close, cutting out the boiler, and acting as a non-return valve, prevent a back 
flow of steam from the main. 

They also act as a Safety Stop-Valve, preventing any steam entering or backing 
into a closed boiler while men are at work inside. 

Each Valve will open promptly and automatically when the boiler to which it is 
connected reaches the full pressure in the main, but will remain closed against a 
higher pressure in the main; consequently, a sluggish boiler may be readily detected 
and the firing given proper attention. 

They should be placed so that the boiler pressure comes underneath the disc. 
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AUTOMATIC STOP-CHECK VALVES 


EXTRA HEAVY 

FERROSTEEL BODY AND YOKE 

SEAT AND DISC OF HARD METAL 

FOR STEAM WORKING PRESSURES UP 


STEEL STEM 
RENEWABLE SEAT 
TO 250 POUNDS 





INLET 


28E. straight Y 

USED IN HORIZONTAL OR VERTICAL LINES 


NO. 30E. ANGLE Y 
USED IN EITHER POSITION 


Size. 

InchesI | 3 | 4 | 5 | 6 I 71 8 1 10 

. Millimeters 1 64 | 76 | 100 I 125 1 150 1 175 1 9nn 1 om ' 

i\o. fetr. t Igd.. 

•■Each|45.00|50.00|60.00|80.00|95.00|120.001145.001240 00 

No. 30E, Angle Flgd. 

.Each|45.00|50.00|60.00|80.00|95. 001120 .001145.001240 00 


Screwed Valves to 6 inch will be furnished at the same price. 

When ordering Stoi>Check Valves it is good policy to give the horse 
and working pressure of the boiler on which the Valve is to be used. 

PI conform to the requirements of paragraph 30 

bl, of the A. S. M. E. Boiler Code. 

Price List for drilling, page 71. 

Templates for drilling, page 226. 
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CRANE-ERWOOD 

AUTOMATIC DOUBLE ACTING 

NON-RETURN AND EMERGENCY 
CUT-OUT VALVES 

EXTRA HEAVY 

PATENTED 

PRINCIPAL DUTJES OF THE CRANE-ERWOOD VALVE 

NO. 1. BOILER PROTECTION 

In the event of a tube blowing out or the bursting of a joint in the boiler to which 
a Crane-Erwood Valve is connected, the valve will instantly and automatically 
close, cutting out the boiler, and, acting as a non-return valve, prevent the back¬ 
flow of steam from the main. 


NO. 2. CUTTING IN 

^ Each valve will open promptly and automatically when the boiler to which it 
IS connected reaches the full pressure in the main, but will remain closed against 
a higher pressure in the main, consequently a sluggish boiler may be readily de¬ 
tected and the firing given proper attention. 

NO. 3. HEADER PROTECTION 

The valve when properly adjusted will close automatically in case any large 
part of the header or distributing lines gives out, such as the bursting of a fitting 
valve or pipe. 

NO. 4. OPENING LARGE VALVES 

The Crane-Erwood Valve will close automatically in case the operator opens 
a large valve too rapidly. 

NO. 5. AUTOMATIC CUT IN 

When the valve has automatically closed, due to a break or sudden reduction 
in pressure beyond the outlet of valve, it will automatically open when the pressure 
in the header or main steam pipe again equals that of the boiler. This is done 
through the medium of the by-pass which should be open at all times, except when 
it becomes necessary to cut out the header from the boiler on account of breaks 
or shut-downs. 

NO. 6. REMOTE CONTROL 

As an Emergency Valve, a cable may be attached to the lever so that the valve 
can be closed by hand at a distance. The valve may also be closed from any part 
of the building by an electrical attachment. 

NO. 7. LINE PROTECTION 

These valves may be used as line protection valves, for protecting long lines of 
steam piping such as branch lines from power house to various points, either over¬ 
head or trench work and long lines for heating systems, etc. 

NO. 8. HEADER PROTECTION 

When a boiler “primes’" heavily, the valve will close, and prevent slugs of water 
entering the header. 


GENERAL INFORMATION 

The levers on the outside of the valve are in line with the discs, and give a posi¬ 
tive indication of their position and the operation of the valve at all times. 

The separating link, connecting the outside levers, may be adjusted to suit 
the load to be carried. Shortening the link decreases the volume of steam passing 
through the valve; lengthening the link increases the volume and does not interfere 
with the automatic operation of the valve. The valve may be adjusted to close 
at any desired velocity. The adjustments are made from the outside while the 
valve is in operation. 
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CRANE-ERWOOD 
AUTOMATIC DOUBLE ACTING 


NON-RETURN AND EMERGENCY 
CUT-OUT VALVES * 

(patented) 


EXTRA HEAVY 


ferrosteel body 

FOR STEAM WORKING 


HARD METAL SEATS AND DISCS 
PRESSURES UP TO 250 POUNDS 



NO. 36E. HORIZONTAL 



NO. 37E. VERTICAL 


PRICE LIST FLANGED VALVES 


Size. 


Size. 

Millimeters | 100 | 125 ( 150 | 175 | 200 | 250 

No. 36 E, Horizontal . 

Each|120.001150.00|180.001210.001240 001400 00 

No. 37 E, Vertical. 



Vertical type Valves are the same general design and dimensions as the hori¬ 
zontal, hut differ as to the location and position of the outside operating parts. 
When ordering Vertical, be particular to specify Vertical No. 37 E, otherwise 
Horizontal No. 36 E will always be furnished. 

Price List for drilling, page 71. 

Templates for drilling, page 226. 
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EXTRA HEAVY CAST STEEL 


AUTOMATIC STOP-CHECK VALVES 


CAST STEEL BODY AND YOKE 

MONEL METAL SEAT 


MONEL METAL DISC 
MONEL METAL STEM 


STEAM UP TO 250 POUNDS WORKING PRESSURE 
AND A TOTAL TEMPERATURE OF 700 DEGREES FAHRENHEIT 



NO. 28-A. STRAIGHT Y 
USED IN HORIZONTAL OR VERTICAL LINES 



NO. 30.A. ANGLE Y 


USED IN EITHER POSITION 


Size. 


2^ 

1 

3 1 

4 1 

5 

Size. 


64 

1 

76 1 

100 1 

125 

No. 28-A, Straight Flanged.. 

.Each 1 

97.50 

1 

120.00 1 

160.00 1 

195.00 

No. 30-A, Angle Flanged. 


97.50 

1 

120.00 1 

160.00 1 

195.00 

Size. 

.Inches| 

6 

1 

7 1 

8 1 

10 

Size. 


150 

1 

175 1 

200 1 

250 

No. 28-A, Straight Flanged.. 

.Each 1 

245.00 

1 

295.00 1 

375.00 1 

575.00 

No. 30-A, Angle Flanged. 


245.00 

1 

295.00 1 

375.00 1 

575 00 


Price List for drilling, page 72. 

Templates for drilling, page 226. 
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EXTRA HEAVY CAST STEEL 
CRANE-ERWOOD 
AUTOMATIC DOUBLE ACTING 

NON-RETURN AND EMERGENCY 
CUT-OUT VALVES 


CAST STEEL BODY 


(patented) 


MONEL METAL SEATS AND DISCS 


FOR SUPERHEATED STEAM UP TO 250 POUNDS WORKING PRESSURE 
AND A TOTAL TEMPERATURE OF 700 DEGREES FAHRENHEIT 



NO. 36A. HORIZONTAL 



NO. 37A. VERTICAL 


PRICE LIST FLANGED VALVES 


10 


.Inch es | 4 | 5 | 6 | 7 8 

.Millimeters I 100 | 125 | 150 | 175 ^0 | 250 

Each 1275.001315.001360. 001420 00 480.001800 00 

No. 37A, Vertical .Each 1275.001315.00 j 360.001420,00 480.001800~^ 

Vertical Type Valves are the same general design and dimensions as the hori- 
' but differ as to the location and position of the outside operating parts. 
When ordering Vertical, be particular to specify Vertical No. 37A, otherwise Hori¬ 
zontal No. 36A will always be furnished. 

Price List for drilling, page 72. 

Templates for drilling, page 226. 
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IRON BODY 


BACK PRESSURE VALVES 

brass trimmings 


WEIGHTED FOR BACK PRESSURE UP TO FIVE POUNDS 



HORIZONTAL 
4' AND LARGER 



NO. 384 SCREWED 


Size. 

Size. 


1 2 ^ 1 

1 fKA 1 

3 

la 1 

1 3^ 1 

1 4 

Price. 


1 04 1 

13.00 1 

70 1 

15.00 1 

90 

19.00 1 

1 100 

22.50 


NO. 385 FLANGED 


Size. 

Size. 

Price. 


5 

125 

37.00 1 

1 6 1 

i 150 1 

47.00 1 

7 1 

175 1 

75.00 1 

8 

200 

90 00 

1 10 1 12 

1 250 1 300 

1130.00 1200 00 

Face to Face.... 


13 1 

14 1 

16 1 

19^ 

1 I 

27^ 

Liiameter ot Flanges.Inches | 

10 1 

11 ! 

12^ 1 

mA 

1 16 1 

19 


Can be placed in either horizontal or vertical position by changing the position 
of lever and weight. 

Combination Back Pressure and Exhaust Relief Valves, pages 86, 87. 

Price List for drilling, page 70. ’ 

Templates for drilling, page 224. 
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NOISELESS 

BACK PRESSURE VALVES 

FOR NON-CONDENSING ENGINES ONLY 

DOUBLE DISC PISTON TYPE 

IRON BODY BRASS TRIMMINGS 



HORIZONTAL VERTICAL 


CAN BE PLACED IN EITHER HORIZONTAL OR VERTICAL POSITION BY CHANGING THE 
POSITION OF LEVER AND WEIGHT 

NO. 416. SCREWED 


Size- ■■ Inches I 2 | 2^^ | 3 1 3}^ | 4 | 414 I 6 | () 1 7 | 8 | 9 

Size.Mill, I 50 | 64 | 76 | 90 | 100 | 113 | 125 | 150 j 175 j 200 | 225 

Mce.... Each 114.00116.00118.00122.00125.00130.00140.00160.00180.00 j 100.001120.00 

EndtoEndln.l 6^ j 7^ j 9 | 9^ j 1 0^| 11^1^121^1 131^1 14}^| 16^ I 17H 

NO. 417. FLANGED 


Size. 


2 

1 iVi ' 

1 3 

1 3y2 

1 4 

1 4J^ 

.1 5 

Size. 

Millimeters | 

60 

1 64 ' 

1 76 

\ 90 

1 100 

1 113 

1 125 

Price. 


14.00 

1 16.00 1 18.00 

1 22.00 

1 25.00 

1 30.00 

1 40.00 

Diam. of Ilanges 


6 

1 7 

1 'lA. 

1 m 

1 9 

1 9H 

1 10 

Face to Face. 

.Inches| 

rn 

1 9 

\ 9A 

1 10^ 

1 ny 

1 12M 

1 13^ 

Size. 


6 

1 7 

1 8 

1 9 

1 10 

1 12 

1 14 

Size. 

Millimeters | 

150 

1 175 1 

1 200 

1 225 

1 250 

1 300 

1 350 

Price. 


60.00 

1 80.00 

1100.00 

s 

s 

11145.00 

• 1 220.00 

1345.00 

Diam. of Flanges 


11 

1 12J4 1 13J^ 

1 15 

1 10 

1 19 

1 21 

Face to Face. 

.Inches| 


1 15J4 

1 16A 

1 18^ 

1 2oys 

1 241^ 

1 26^ 

Size. 


15 

1 16 

1 18 

1 20 

i 22 

1 24 


Size. 

Millimeters [ 

375 

1 400 

1 450 

1 600 

1 650 

1 600 


Price. 


400.001465.001 coo.001750.001900.0011050.001 

Diam. of Flanges 


22A 

1 23^ 

1 25 

1 

i 291^ 

1 32 


Face to Face. 

.Inches I 

26H 

00 

(M 

1 31A 

1 33M 

1 44M 

1 44^ 



These Valves have a single disc equal to the full area of the pipe and are provided 
with a balancing disc to eliminate excessive weighting. Standard Valves are intended 
for a working pressure range limit as follows: _ 



Sizes 

1 Vertical | 

Horizontal 


2 and 2 H inch 

1 Pressure Range 4 to 20 lbs. 1 

1 to 20 lbs. 


3 to 5 inch 

1 Pressure Range 3 to 10 lbs. | 

1 to 10 lbs. 


6 to 9 inch 

1 Pressure Range 2 to 6 lbs. | 

2 to 6 lbs. 


10 to 12 inch 

1 Pressure Range 2 to 4 lbs. | 

2 to 6 lbs. 


14 to 24 inch 

1 Pressure Range 2 to 4 lbs. | 

3 to 6 lbs. 


Templates for drilling, page 224. 
Price List for drilling, page 70. 
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COMBINATION 


BACK PRESSURE AND EXHAUST RELIEF VALVES 

FOR CONDENSING OR NON-CONDENSING ENGINES 

IRON BODY 



NO. 415 H HORIZONTAL 


general 

DoJdfnLlhr® P''"'^|,ded with da^hpots to cushion the discs and prevent 
Ld inte^re -Hect 

phemcTxSjct^mS^valvS ATMOS- 

PRESSURE VALVES for non-condensing engines "*■ 

Sizes 16 inch and larger have double levers and weights. 

EXHAUST RELIEF VALVES FOR CONDENSING ENGINES 

When used as ATMOSPHERIC EXHAUST RELIEF VAT VP<^ fn. „„ ^ • 

Means are provided for water sealing the Valve seat. 

BACK PRESSURE VALVES FOR NON-CONDENSING ENGINES 

weighted for a maximum Back Pressure of five pounds. ^ ^ ” 

These Valves are also recommended for use on Vacuum Heating Systems. 
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COMBINATION 

BACK PRESSURE AND EXHAUST RELIEF VALVES 

STAY OPEN TYPE 


FOR CONDENSING OR NON-CONDENSING ENGINES 




NO. 415 A ANGLE 


SPECIAL DOWN DISCHARGE 


PRICE LIST OF 


NO. 415 H HORIZONTAL 


NO. 416 V VERTICAL 


IRON BODY 


BRASS MOUNTED 


HORIZONTAL, VERTICAL AND ANGLE VALVES 


NO. 415 FLANGED 


Size. 

.Inches 1 4 | 5 | 6 | 

7 1 

8 

10 

12 

14 

Size..-Millimeters 1 100 | 125 | 150 | 

175 1 

200 

250 

300 

350 

N0.415H. 

. ..Each| 64.001 88.00|120.001 

175.00] 

195.00 

310.00 

385.00 

475.00 

No. 415 V. 

...Each! 64.001 88.00| 120.00| 

175.001 

195.00 

310.00 

385.00 

475.00 

No. 415 A. 

...Each] 64.00 ] 88.00] 120.00] 

175.001 

195.00 

310.00 

385.00 

475.00 

Size. 

. Inches | 16 | 18 | 20 | 

22 1 

24 

30 

36 


Size.. .Millimeters 1 400 | 450 | 500 | 

550 1 

600 

750 

900 


No. 415 H. 

. .Each]575.00|675.00]775.00] 1050.00]: 

1350.00 

2100.00 

3000.00 


No. 415 V. 

.. .Each|575.00|675.001775.00| 

1 





No. 415 A. 

.. .Each]575.001675.00]775.00] 

1 

I 





The above prices do not apply to the Special Down Discharge Valves, which 
are made to order only in sizes 12 inch and larger, at a special price. 

Sizes 16 inch and larger have double levers. 

Price List for drilling, page 70. 

Templates for drilling, page 224. 
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EXTRA HEAVY 

EMERGENCY ENGINE STOP VALVE 



The frequency of accidents which require shutting down the engine instantly 
has led several States to require by law a quick-closing Engine Stop Valve on the 
steam lead to each engine. 

We have developed a Valve for this purpose which meets all the exacting 
requirements. * 


This Valve may be closed instantly in case of accident. It may be operated 
from one or several points outside the danger zone. It is simple in construction, 
has few parts, and is not likely to get out of order. 

The metals and proportions are such as to safely withstand the shock of sud- 
denly stopping the flow of steam. 

It may be tested as often as required to show that it is in working condition, 
of the^dfs^c^^ ^ Check Valve with the flow against the back 

'A attached to a shaft which extends through a stuffing box to the out- 

side of the Valve. A lever is attached to the shaft, one end of which engages 
with the releasing device (hand or electrical), and a weight is attached to the 
other end of the lever to assist in closing the Valve. 

A by-pass is provided to equalize the steam pressure on both sides of the disc 
when the Valve is to be opened. ’ 

A drain is provided to take care of condensation. 

The Valve may be installed in a vertical or horizontal position, or at any angle 
by adjusting the lever so the disc will open and close properly. * 

While the engine is running, the disc is held out of the path of the steam by the 
releasing device, operated either by a cord or electrical push-button. To stop the 
engine, the cord is pulled or the button pushed and the weight on the lever brings 
the disc into the path of the steam and it is closed instantly. 

To reset the Valve the throttle valve must be closed. The by-pass on the 
Engine btop Valve is then opened, and when the pressure is equalized on both 

1 j A"® «isc, the lever may be raised and the Valve reset. The by-pass valve 
should then be closed. ^ vaivo 
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THROTTLE VALVES 


FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 


NO. 46 
BRASS 


NO. 382 
IRON BODY 
BRASS MOUNTED 


NO. 46—BRASS 


Size. 



1 1 

1^ 

1 13^ 1 2 1 2H 

Size. 

Price. 


19 1 

10.00 1 

25 1 

11.50 1 

32 1 

14.00 1 

38 1 50 1 64 

1 20 00 1 25.00 1 35.00 


In ordering No. 46, always specify Brass Throttle Valves. 



I 

i 

i 

! 

I 


NO. 382—IRON BODY 


Size. 

Size. 

Price, Screwed. 

End to End. 

Full opening in one-quarter turn. 


.Inches! | 3 j 8^ j 4 

Millimeters I 6# | 76 | 90 | 100 

~ .Each I 30.00 | 40.00 | 50.00 I 60.00 

7 ■■ - Inchesl 7^ I 8 \ SH \ m 


These valves will also be furnished with body and bonnet of cast steel for steam 
working pressures up to 250 pounds. 


Prices on application. 
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WATER PRESSURE REGULATORS 

FOR SERVICE PIPES 


ROUGH BODY 



. y2 \ M ■ \ 1 I IV. I lu I 9 

.Millimeters! 13 | 19 | 25 ^ 32 ^-38-^-5^ 

Pri c e, Ro ugh.Kach| 8.00 | 8.50 | 13.50 | 16.45 | 28.60 I 39 20 

Valves 1 inch and smaller are regularly furnished with Iron Body and Hard 
ronze Inside Parts. Valves inch and larger have Brass Bodies. 

Special small relief valves made to interchange with the Regulator Cap on 
sizes^, H, 1 inch are furnished when required at an additional price. For larger 
size Re^lators, we recommend using a M inch Standard Water Relief Valve 
(listed elsewhere in this catalogue) which we will furnish when ordered, at an 
additional price. 

These Relief Valves should be used to prevent excessive pressure on the delivery 
side as a result of a failure of the Regulator to close tightly. These Regulators 
snould always be protected by an efficient strainer. 

Regulators are not set unless so ordered. 

They are readily adjusted to suit the desired pressure by turning the tension 
screw to the Right to increase or to the Left to reduce the pressure. 

Orders must specify delivery pressure wanted. Regularly furnished for delivery 
pressures of from 20 to 60 pounds. Can be furnished for delivery pressures ranging 
irom 5 to 75 pounds where so specified, at the same prices. 


I 
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STANDARD PRESSURE REDUCING VALVES 

^ FOR STEAM, ALSO WATER WHEN SO SPECIFIED 


NO. 971 


NO. 972 



MARINE TYPE 



INTERIOR VIEW 
PISTON TYPE 



NO. 975 
LOW PRESSURE TYPE 


NO. 971 PRESSURE REDUCING VALVES are for general service and used where 
the duty is steady on the reduced pressure side. 


pressure reducing VALVES are the same as No. 971 with the addition 
of Dash Pot. which prevents noise or chattering when duty on the reduced pressure side 
IS varying, due to tho quick opening and closing of Valves, or the pulsation of pressure, 
as in the steam pipe of Engines or Pumps, or the exhaust of high speed Engines. 

NO. 973 PRESSURE REDUCING VALVES have Expanded Outlet, allowing steam 
to expand quickly and decrease in velocity. These Valves are especially adapted to con¬ 
ditions requiring large volumes of steam, reduced noiselessly from comparatively high to 
very low messures for steam heating and other purposes. Expanded Outlet Valves of the 
975 Low Pressure type for use on Low Pressure and Vacuum Heating Systems are also 
furnished in corresponding sizes and numbered 975^. Prices on Page 92. 


NO. 974 PRESSURE REDUCING VALVES (MARINE TYPE) have sliding ball weights with 
set screws, instead of loose weights, and are especially adapted for marine and all high 
pressure service. 


SAFE WORKING PRESSURES: All standard flanged valves are suitable for inlet 
pressures up to 125 pounds (steam), the A. S. M. E. recommendation for standard flanges. 
All extra heavy flanged valves are suitable for inlet pressures up to 250 pounds. All 
screwed end valves as made in sizes up to and including six inches are suitable for inlet 

E ressures up to 150 pounds, unless made special for higher pressures. These inlet pressure 
mits also cover the pressure limit of the outlet end of a valve, except that the pressure limit 
on the No. 3 and No. 4 Pressure Regulators depends upon the strength of the diaphragm used. 


NO. 975 LOW PRESSURE REDUCING VALVES are principally used for steam heat- 
mg purposes and intended for low pressure service only. Their operation is very sensitive 
and positive and is governed entirely by the pressure existing in the low pressure main, 
which acts directly on the diaphragm, by means of the small size pipe connection. The 
lever is fitted with an adjustable regulating weight on each end. These Pressure Reducing 
Valves are also furnished in the Expanded Outlet type, No. 975 H for extremely low pres¬ 
sure or vacuum systems. Sizes and Price List on Page 92. 
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STANDARD PRESSURE REDUCING VALVES 

FOR STEAM. ALSO WATER WHEN SO SPECIFIED 


10x20 


700 00 


6.50,00 I 


Size 

Inches 

No. 971 
Screwed 
or 

Flanged 

Each 

Nos. 972 

and 974 
Screwed 
or 

Flanged 

Each 

No. 975 
Screwed 
or 

Flanged 

Each 

Size 

Inches 

No. 973 
Ex¬ 
panded 
Outlet 
Each 

N0.975H 

Expanded 

Outlet 

Not 

Ulus. 

Each 

Diam. 

of 

Stand¬ 

ard 

Flanges 

Inches 

Diam. 

of 

Extra ; 
Heavy i 
Flanges i 
Inches 

Yi 

18.00 

22.00 

26.00 

1x2 

35.00 

40.00 




20.00 

24.00 

26.00 

lMx2i^ 

40.00 

50.00 



1 

22.00 

26.00 

28.00 1 

VAx3 

48.00 

60.00 


1 i 


24.00 

28.00 

32.00 1 

2x3 

54 00 

70.00 

1 


V/2 

25. Ou 

30.00 

35.00 1 

2x4 

60.00 

80.00 II 

< 

2 

30.00 

r 36.00 

40.00 1 

[21^x5 

80.00 

90.00 II 6 

63^ 

23^ 

35.00 

42.00 

' 50.00 1 

3x5 

90.00 

r 110.00 II 7 

73i 

3 

•ji/ 

r 40.00 

r 48.00 

60.00 1 

3x6 

100.00 

130.00 II 7H 

r sy ^ 

6y2 

50.00 

60.00 

70.00 1 

3J^x7 

110.00 

145.00 II SA 

9 ^ 

4 

60.00 

72.00 

80 00 1 

4x6 

^110.00 

160 00 II 9 

10 ' 

5 

75.00 

90.00 

105.00 1 

4x7 

130.00 

175,00 II 10 

11 

6 

100.00 

120.00 

140.00 1 

4x8 

160.00 

190.00 ii n 

1214 • 

7 

135.00 

160.00 

180.00 1 

5x8 1 

170 00 

210.00 11 I2J^ 

14 

8 

1 A 

175.00 

200 00 

230.00 1 

5x9 

220.00 

230.00 ii TSAT 

15 

lU 

1 9 

275.00 

300.00 

290.00 1 

5x10 

235.00 

250.00 II 16 

17^ 

iZ 

1 

400.00 

435.00 

1 

^00.00 II 6x8 

1 1 Av1A 

220.00 

OKA AA 

280.00 II 19 

20 ' 

' ! 1 II 6x12 

1 ■ f 1 II Svl9 

-wOU. UU 

335.00 

4nn AA 

i^UU.UO II 21 
320,00 li 

•m 

1 1 l| 8x14 

^UU UU 

430.00 

350.00 1 

“ 400.00 II 


; 1 I II 

' . 1 1 II 

8x16 

10x16 

475.00 

6.50 no 

450.00 II 

non AA II 1 

~ 


A • smaller Pressure Reducing Valves have screwed end*, nnlv 9 

tog.rir.s'y” 

nr be particular to state size and style number, whether screwed 

Pressure Reducing Valves are ordered, we will always furnish 

«»b» 

When ordering give boiler pressure and pressure desired on reduced size Snerifw 
if rector is to be used on steam, air, oil or water. reaucea size, bpecify 

bist Prices on valves other than for steam are 10% higher than above 
Templates for drilling valves with standard diameter flanges page 224 
Templates for drilling valves with extra heavy diameter LngL, page 226. 
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PRESSURE REGULATORS 


FOR STEAM AND AIR 


The prevailing use of high pressures and the increase in the number of industrial 
processes using steam and air have greatly increased the need for automatic 
devices which will reduce and properly regulate steam and air pressures. Not 
all power awaratus is adapted for the high pressures so common today, nor is 
it economicaito use a pressure higher than that required to do the work, and steam 
for heating systems is often taken from high pressure power boilers. 

Wherever it is necessary or desirable to reduce the pressure of steam or air, 
a Crane Pressure Regulator should be used because they are designed particularly 
to give accurate automatic pressure regulation. Our regulators are recommended 
because they possess the following features: Reliability, wide range of variation 
in reduced pressure, simplicity of operation, accessibility for inspection, convem 
ience in making repairs. 

Crane Pressure Regulators are regularly made for any initial working pressure ' 
of air or saturated steam up to 250 pounds. They may also be used with super¬ 
heated steam up to 200 pounds working pressure and a total temperature not to 
exceed 500° F. 


One pressure regulator will perform the entire reduction regardless of the 
diflerence between initial and reduced pressures provided a regulator of the proper 
capacity is used. See important note at bottom of page 94. 

Crane Pressure Regulators are adapted for use with steam heating systems, 
vulcanizers, cookers, paper machines, engines, pumps, turbines, dryers, various 
industrial processes, air tools, blasts, heaters of various kinds, etc. 
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CRANE 


PRESSURE REGULATORS 


FOR SATURATED STEAM OR AIR WORKING PRESSURES 
UP TO 250 POUNDS 


FOR SUPERHEATED STEAM WORKING PRESSURES UP TO 200 POUNDS 
TEMPERATURE OF 600 DEGREES FAHRENHEIT 


AND A TOTAL 



I I i I ;y| ;y| 

. 67.001 83.001104.001 ' 

h :: .. j 

-—• • • • •• o I Sj4 I 4 I 5 6 8 i-- 

.^^‘=*>I^55.00|2()0 .W|225.00I310 .00|420 Ooisoo Troj- 

S7.TO"exiIrt Padlock, supplied with any size, at 

to either right or left hand reversible and may be changed “on the job” 

atofis'Sfor kft’hand®“^® "" determines whether the Regu- 

S iXts1rdtsirWe."‘V'^^^ 'oV'^iLs 

connections. ^ ^ ^ inclusive, have union 

Templates for drilling, page 226. 

it is S tS^per^si^e'i'^f hist nofdet^^^^^^ 

'V® i.° service it is to perform Send for i‘"® m 

.h.h g,v» tb. c.p.cl.« ., c™. BbsutaCrd r„t"l'r.?^SKr.S 
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EXTRA HEAVY SEDIMENT SEPARATORS 

IRON BODY 

FOR WORKING PRESSURES UP TO 250 POUNDS 


NO. 989 FLANGED 
NO. 988 SCREWED 


Size 

Ins. 

Size 

Nominal 

Milli¬ 

meters 

Price List 

Dimensions 

No. 988 
Screwed 
Each 

No. 989 
Flanged 
Each 

E. to E. 

Screwed 

Inches 

F.toF. 

Flanged 

Inches 

Dia. of 
Flanges 
Inches 

Th»s of 
Flanges 
Inches 


13 

8 4.00 


3 

1 




19 

5.00 

' 

1 3y2 ■! 1 


1 

25 1 

6.50 


ay 1 1 



32 1 

8.00 

1 

i 



VA 1 

38 1 

11.00 


1 4 

1 


2 1 

50 1 

17.00 


4y 

1 


2J^ 1 

64 1 

21.00 

$33.00 

5Vs 

sy 

7y 

1 

3 1 

76 1 

28.00 

43.00 

6 

10 

sy 

ly 

sy2 1 

90 1 

65.00 


11 

9 

m 

4 1 

100 1 


80.00 


uy 

10 

ly 

1 

113 1 


110 00 

1 

my 

101^ 


5 1 

125 1 


125.00 1 


uy 

11 1 

iVs 

6 1 

150 1 


165.00 1 

1 

17H 

ny \ 

1% 

8 1 

200 ! 


230.00 ! 


22 

15 1 

iVs 


These Strainers are constructed in a strong and substantial manner and will 
be found especially valuable to protect Turbines, Engines, Pumps, Steam Traps, 
Pressure Regulators, Pressure and Vacuurn Heating Systems, Automatic Air 
Tools, Blasts, Meters, Burners; by preventing foreign substances from passing 
through and finding lodgment on Valve Seats, clogging up steam and water nozzles 
of Injectors and Ejectors and other passages and ports that should necessarily 
i be kept entirely clear and free from such obstructions and assure positive, con- 
; tmuous service. 

I Sizes 2 inch and smaller have screwed inlet and outlet connections. On the 
I larger sizes we furnish flanged ends unless otherwise specified, 
j The above list price does not include companion flanges, bolts, gaskets or drilling 
: of flanges. 

: Unless otherwise specified inch diameter perforated screen will be furnished, 
which is suitable for Steam, Water and Medium or Heavy Oils. 

and 16 inch diameter perforated screen will be furnished to suit special 
service condition. 

Price List for drilling, page 71. 

Templates for drilling, page 226. 
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CRANE 


STANDARD 

BUTTERFLY VALVES 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO. 44 
BRASS 



These valves 
are not 
intended to 
close 

steam tight. 


NO. 380 
IRON BODY 

brass trimmings 


NO. 44—BRASS 


.Inches) ^ 

.Millimeters I 19 

Price. 


I 1 I 1?^ I 1^ I 2 I ■ 2j^ I 


25 


32 I 38 I 50 I 64 \~W 


jiachl 3.10 I 4.40 | 5.65 | 6.75 I lO.mTn^ 


Size. 


.Inches 


. .Millimeters 

No. 380, Screwed. Ennh 


381, Flanged. .Each 


End to End, Screwed.....Inches 


Face to Face, Flanged.Inches 


Diameter Flanges.Inches 


..Inches 


. .Millimeters 

No. 380, Screwed.Each 


No. 381, Flanged.Each 


End to End, Screwed.Inches 


Face to t^ace. Flanged.Inches 


Diameter Flanges.. .Inches 


50 


8.00 


9.50 


4^ 


4H 


150 


42.50 


47.00 




7y2 


11 


2y 


64 


9.50 


11.50 


4^ 

4H 


200 


90.00 


9K 


133 ^ 


3 I 33^ I 


76 I 90 I 100 I 125 


12.00 I 16.00 I 18.50 I 28.50 


15.00 I 19.00 I 22.00 | 32.00 

I 53^ I 6 rw 


5K I 53^ I 6 


73^ I 83^ I 


10 


10 I 12 I 14 I 16' 


250 I 300 I 350 I 400 


I 


iQ3i I 123^ I 14 


I 


16 


16 I 19 


Can be made with a brass stem instead of steel stem, at an extra price 
Templates for drilling, page 224. Price List for drilling, page 70 


21|23Ji 


21.00 


_ NO. 380—IRON BODY 


125 001160.001275.001350 on 
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SINGLE SEATED FLOAT VALVE 

AUXILIARY OPERATED MADE ANGLE TYPE ONLY 

FOR WORKING PRESSURES UP TO 200 POUNDS AND FOR WATER AT ANY 
TEMPERATURE 

SIZES ^ INCH TO \ }/2 INCH INCLUSIVE, ALL BRONZE. 

SIZES 2 INCH TO 8 INCH INCLUSIVE, IRON BODIES, BRONZE TRIMMINOS. 



Size. 


Vi 

1 1 

1 IH 

1 

1 2 

1 2J^ 

Size. ^ 


19 

1 25 1 

32 1 

38 

1 50 

1 64 

Price. 


18.00 

1 19.00 1 21.00 1 24.00 

129.00 1 40.00 

Diameter of Flanges. . . 

. Inches| 



1 

1 

1 6 

1 7 

Size. 


3 

1 4 

1 5 1 

6 

1 8 

1 

Size. 


76 1 

100 1 

125 1 

150 

1 175 

1 

Price.’. 

.Each 155.00 i 

75.00 1110.001150.001200.00 

1 

Diameter of Flanges. . . 


7^ 1 

9 1 

10 1 

11 

1 13^ 

1 


Sizes % inch to 6 inch inclusive, screwed ends only. 
Size 8 inch flanged ends only. 


SERVICE 

This is a single seated auxiliary operated angle float valve having seat area 
equal to the pipe size. It is used to maintain a constant water level in an open 
tank. WHEN CLOSED, IT IS TIGHT AND NO LEAKAGE WILL OCCu£ 
The auxiliary valve is loosely connected to the main valve with the result that 
weight of float aids supply pressure in opening main valve, this being an important 
advantage when the supply pressure is very low. All sizes include the gland and 
stuffing box shown in illustration, thus avoiding leakage by the auxiliary valve 
stem. Swivel guide yoke allows float to be located in any desired position. 

OPERATION 


The auxiliary valve is held open by the float lever when the water line is below 
the float. At this time, the supply pressure entering at inlet will exert a lifting 
power on the bottom of piston and hold the main valve open, the flow of water 
continuing until float rises and closes the auxiliary valve. Closing auxiliary valve 
allows water to pass the piston which is loosely fitted in cylinder, thus allowing 
the supply pressure to equalize on both sides of the piston, and the continued rise 
of float will cause auxiliary valve to move main valve to its seat. As water level 
in the tank lowers, auxiliary valve will be opened by float and the pressure in 
cylinder above piston will be vented to the atmosphere through the port extending 
through main valve and piston, thus allowing the supply pressure to become effec¬ 
tive on lower side of piston when main valve will be again opened. 


1 
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CRANE 


BALANCED 

TANK FLOAT VALVES 

SUITABLE FOR COLD WATER WORKING PRESSURES UP TO 200 POUNDS 



NO. 993. ANGLE 


NO. 995. GLOBE 





21^ 


3 

3H 




10 


12 


Size 

Inches 

Price Angle 

or Globe 
Each 

Diameter of 

Copper Float 
Inches 

Diameter 

of Flanges 
Inches 

Face to Face 

Screwed End 
Inches 

Face to Face 
FlangedEnd 

Tnnhp.s? 

H 

11.00 

7 


Ws 1 “ 

1 

b 

o 




16.00 


19.00 


25.00 


31.00 


36.00 


42.00 


50.00 


54.00 


4^ 




8H 


6J^ 


8 




QVs 


10 


10 


9M 


QVs 


64.00 


10 


76.00 


10 


86.00 


10 


110.00 I 


12 


150.00 I 


12 


10 


IIM 


11 


I ll»4 


i2y2 I 


12M 


13M I 


16 


I 


19 


I 


9M 


9M 


10^ 


10^ 


12^ 


13 


14^ 


16K 


20M 


22ys 


The above prices are for either angle or globe comnlptp wifh flrkof i 

fl^Tonly 6 inclTd” 

wit^bTas?vSye^^ieat ^ body 

When ordering, state whether angle or globe sprpwpd nr flono-Q.^ tt i 

Drilling of flanges will be extra. 

for drilling page 224. Price List for drilling, page 70. 
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CRANE 


STANDARD 

SAFETY VALVES 

ANGLE AND CROSS 
BRASS 

FOR STEAM WORKING PRESSURES UP TO 100 POUNDS 



NO. 40 


SCREWED 


Size.7.. 

Size.. 

No. 40, Cross Safety Valve 
No, 42, Angle Safety V alve 

Size... .. 

Size. 

No. 40, Cross Safety Valve, 

No. 42, Angle Safety Valve 


.Inches I H \ Vs \ H \ U \ I 

■ Millimeters I 6 | 10 | 13 | 19 | 25 

Each! 2.20 | 2.50 | 3.25 | 3.90 | 4.70 

-EachI I 2.50 j 3.25 | 3.90 ITJO 

.Inch esI IM I IM I 2 \ 214 \ 3 

Millimeters I 32 | 38 | 50 | 64 | 76 

~.Each| 7.15 | 9 .00 112.50122.50133.50 

Each| 7.15 | 9.00 |12.50| ~1 


Levers are graduated from 40 to 100 pounds. If desired, we can supply with 
other graduations to order, not to exceed 100 pounds, at a special price. 

Cross Safety Valves, sizes inch and larger, will be furnished in Iron, unless 
Brass is specified. 


THESE VALVES SHOULD NOT BE CONFUSED WITH SPRING LOADED SAFETY VALVES OF MORE 

they have no POSITIVEOPENING ANDCLOSING 
POINTS AND MUST BE SET 10 TO 20 PER CENT HIGHER THAN THE WORKING PRESSURE REGU¬ 
LARLY CARRIED ON THE APPARATUS TO WHICH THEY ARE CONNECTED IN ORDER TO PREVENT 
A CONTINUOUS LEAKAGE PAST THE SEAT. 


These Valves are not recommended for service on compressed air. 
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LOW PRESSURE 

BRASS POP SAFETY VALVES 

FOR BOILING KETTLES, TANKS, ETC. 

SET AT ANY PRESSURE SPECIFIED FROM 5 TO 20 POUNDS 


These Valves are made of 
brass, and are fitted with best 
steel springs. 

When not otherwise specified 
we will furnish No. 1160 rough 
body Valves set at 10 pounds. 



NO. 1160 



NO. 1164 


Size. 

Size. 


1 

13 1 

% 

19 

Price, No. 1160, Rough Body. 


5.25 1 

5.25 

Price, No. 1164, Finished and Nickel Plated.... Each| 

6.75 1 

6.75 


The outlet holes on all sizes of these valves are located to blow “upward.’ 

STANDARD BRASS POP SAFETY VALVES 

SET AT ANY PRESSURE SPECIFIED FROM 5 TO 125 POUNDS 



__NO. 1152 

.In chii] Vi I M I 1 \ \ IH \ 2 “ 

Size .Milli meters I 13 j 19 j 25 j 32 j 38 I 50~ 

Price.Eachl 8.00 | 8.00 | 10.00 I 12.00 I 15.00 I 23 00 

VALVK^R® WAITED 

These valves are made without the self-adjusting feature, and for ordinary 
purposes, where uniform working pressure not exceeding 125 pounds is carried they 
give good service. 

C0D?*SE?P/^E CONFORMING WITH THE REQUIREMENTS OF THE A. S. M. E. BOILER 
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CRANE 


LOW PRESSURE 

NON-ADJUSTABLE POP SAFETY VALVES 

FOR STEAM HEATING BOILERS 

THESE VALVES CONFORM WITH THE REQUIREMENTS OF THE 
A. S. M. E. BOILER CODE 


REGULARLY SET AT 15 POUNDS PRESSURE 



NO. 1165 


Size. 

Size. 

Price 


^••••Inchesl 1 | 1^ | 13 ^ | 2 I 2^ j 3 
Millimeters I 25 | 32 | 38 I 50 I 64 I ' 
.Each I 6.001 6.751 8.25| 11.25|26.00|37.'50 


These Valves are made of malleable 
attention has been paid to the bases, which 
for the tools, when Valves are installed in 


iron with brass trimmings. Special 
are rigid and provide arnple clearance 
difficult places. 


These Valves will be furnished locked up in such a 
pressure can not be changed from the original set pressure. 


way that the popping 


These Valves can be set for 
so ordered, at a special price. 


any pressures specified from 5 to 25 pounds when 
Ihe outlet openings are located to blow upward. 


These Valves are especially ground at the seat so as to be 
pressure or vacuum. 


tight under steam 


Inspector Seal is required and so specified we will 
at™ched^ Valves drilled in such a way that wire and seal can be efficiently 

size Valves are wanted we will on order furnish our No. 1101, shown on 
page 107, to coirform with the rules of the A. S. M. E. Code for Low Pressure 
Boilers tor which a special price will be charged. 

see Pressure Safety Valves conforming with the A. S. M. E. Boiler Code 
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BRASS POP SAFETY VALVES 

(CRANE PATENT) 

FOR STATIONARY BOILERS, RECEIVERS, PIPE LINES, ETC. 


VALVES FOR GENERAL PURPOSES 

Catalogue Nos. 1144, 1146, 1148 and 1150 are Steam Pop Valves and can be 
used for Stationary Boilers in communities where the A. S. M. E. Boiler Code is 
not effective and for Tanks and Pipe Lines in all communities, for pressures up to 
250 pounds. 


VALVES FOR A. S. M. E. BOILER CODE 

Catalogue Nos. 1144, 1146, 1148 and 1150 can be furnished in sizes 1 inch to 
1 2 inch for pressures up to 125 pounds when so ordered, at a special price. 

Special Brass Valves can be furnished to conform to the requirements of the 
Code if ordered in sufficient quantities. Prices on application. 


DIRECTIONS FOR REGRINDING AND RESETTING 

To clean or grind seat, remove the cap, lock-nut and casing and grind in same 
manner as an ordinary Valve. To reset Valves, loosen the lock-nut and screw 
the cap plug UP TO DECREASE PRESSURE and DOWN TO INCREASE 
PRESSURE; then tighten lock-nut. 


FOR GENERAL INFORMATION SEE PAGE 106 
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CRANE 


BRASS POP SAFETY VALVES 

(CRANE PATENT) 


FOR STATIONARY BOILERS, RECEIVERS, PIPE LINES, ETC. 


SET AT ANY PRESSURE SPECIFIED FROM 5 TO 250 POUNDS 



NO. 1144 


NO. 1146 



NO. 1148 NO. 1150 


NO. 1158 




Size.Inches I H \ H \ 1 I 134 I 1}^ I 2 | 2^ 

Size.. Millimeters I 13 | 19 | 25 | 32 j 38 j 50 | 64~ 

No. 1144, Side Outlet... ■Each|$11.00|$11.00i$13 00|$16.00|$19.00|$29.00[$46. 

No. 1146, Lock Up.Each| 12.001 12.00| 14.00| 17.0oj 21 .00| 31.00| 49T 

No. 1148, Top Outlet-Eachj 8.001 S Opj lO Opj 12.001 15.001 23.00 | 38. 

No. 1150, Lock Up.Each| 9 00 | 9 00| 1100| 13.0 oj 17.001 25.001 40. 

No. 1158, Muffler..Each| | | 21.00| 26.001 32.00 | 48.001 

No. 1158, Lock Up.Each| | j 26 00| 32.001 39.00| 55.001 


WHEN ORDERING. ALWAYS SPECIFY NUMBER. AND STATE THE PRESSURE AT WHICH VALVES 
ARE WANTED SET TO BLOW OFF. 


Nos. 1146 and 1150 are furnished with lock-up attachment but no lock. Locks 
will be furnished when ordered at an extra price. 

In localities where Boiler Inspector Seal is required and order so specifies, we 
will furnish the lock-up Valves with suitable holes drilled for attaching wire and 
Beal. 


ISISISIS 
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LEVER AND WEIGHT 

SAFETY VALVES 



IRON BODY BRASS TRIMMINGS 

FOR STEAM WORKING PRESSURES FROM 5 TO 100 POUNDS 


NO. 376 CROSS 


Size. 


2 1 2V2 

3 

4 

Size. 


60 1 64 

76 

100 

No. 376 Screwed. . .. 

.Eachl $5.00| $5,801 

$7.80|$13.25 

$17.26 

$28.75 

No. 377 Flanged. 

.Each| 1 1 

1 


34.00 


Levers are regularly graduated from 30 to 100 pounds. If desired, we can 
supply other graduations to order, between 5 and 100 pounds, at a special price. 

Sizes to 2 inch have brass cap screwed into the body; 2)4 inch and up have 
iron cap bolted to body. 

THESE VALVES SHOULD NOT BE CONFUSED WITH SPRING LOADED SAFETY 
VALVES OF MORE RECENT ORIGIN CONTAINING POP CHAMBERS. THEY HAVE 
NO POSITIVE OPENING AND CLOSING POINTS AND MUST BE SET 20 PER CENT 
HIGHER THAN THE WORKING PRESSURE REGULARLY CARRIED ON THE APPARATUS 
TO WHICH THEY ARE CONNECTED IN ORDER TO PREVENT A CONTINUOUS LEAKAGE 


These Valves are not recommended for service on compressed air. 


Templates for drilling, page 224. Price List for drilling, page 70. 
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CRANE 


CRANE 

IMPROVED POP SAFETY VALVES 


The Patented Self Adjusting Auxiliary Disc and Spring is a device which auto¬ 
matically regulates the blow-back of the valve within certain limits and is the 
direct reason for the following qualities: 

HIGH DISCHARGING CAPACITY 

SMALL BLOW DOWN OF PRESSURE 

MINIMUM WASTE OF STEAM 

ABSENCE OF WIRE DRAWING AT THE SEAT 

PROMPT SEATING WITHOUT HAMMERING 

The huddling or pop chamber of a Crane Pop Safety Valve is so constructed 
that it is practically steam tight when the Valve is closed. As a result, the slight¬ 
est relief of steam past the seat immediately lifts the disc and thereby reduces the 
wire-drawing effect of the steam to a minimum. 

To compensate for the restriction past the lip on the main disc, which ordinarily 
would result in a blow-back greater than is considered economical, the auxiliary 
device is providing ports which relieve the pop chamber and furnish automatic 
control of this condition. 

When the velocity of the escaping steam is no longer sufficient to sustain the 
disc against the tension of the spring, the Valve closes with a snap which insures 
tight seating. The auxiliary device which closes slightly in advance of the main 
disc permits a steam cushion to form which allows the main disc to close tightly 
but without destructive hammering. ' 

The high lift and small blow-back of Crane Pop Safety Valves affords quick 
relief, with the smallest possible loss of steam. 

EACH VALVE IS CORRECTLY SET, THOROUGHLY TESTED AND GUARANTEED 
PERFECT BEFORE SHIPMENT. 

TO CLEAN OR GRIND SEAT, remove Lock, Cap and Lever; loosen lock-nut 
and take all tension off spring by screwing upward the adjusting screw, then un¬ 
bolt the bonnet from body of Valve, and all parts are accessible. 

The Valves are Ground in the same manner as an ordinary Valve. 

When connecting Valves, great care should be exercised in making joints with 
red lead, as it lodges on the Valve Seat and prevents tight closing. This, as well 
as pipe scale and other foreign matter, is frequently found to be the cause of leakv 
Valves. ^ 

POP VALVES SHOULD NOT BE INSTALLED IN A HORIZONTAL POSITION 
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IRON BODY POP SAFETY VALVES 

(CRANE PATENT) 

FOR STATIONARY BOILERS, RECEIVERS, PIPE LINES, ETC. 
SET AT ANY PRESSURE SPECIFIED FROM 5 TO 150 POUNDS 
BRASS OR MONEL METAL SEATS 



NO. 1101 NO. 1103 


SINGLE VALVE 


TWIN VALVES 


PRICE LIST 


Size 

Inches 

No. 1101 

No. 1103 

With 

Brass Seat 

Each 

With 

Monel Metal 
Seat 

Each 

With 

Brass Seat 

Each 

With 

Monel Metal 
Seat 

Each 

2/^ 1 

42.00 1 

48.00 

118.00 

130.00 

3 1 

50.00 1 

57.00 

142.00 

r 156.00 

S}4 1 

68.00 1 

75.00 

186.00 

200.00 

4 1 

75.00 1 

87.00 

210.00 

234.00 

1 

100.00 1 

1 115.00 

290.00 

320.00 


ATWmCH YSL^rA^^RE PRESSURE 


No 1101 Valves are made with flanged inlet and screwed outlet, 
screwed base furnished, when so ordered, at same price. 


Hexagon 


No. 1103 prices include two Valves and 
gether as shown in cut. 


corresponding Y Base all bolted to- 


In localities where Boiler Inspector Seal is required, and order so snecifies 

attachingMrwTetn!i 

VALVES FURNISHED LOCKED UP AT EXTRA PRICE. 

THESE VALVES CAN BE MADE TO COMPLY WITH THE A Q M r non m .-..i... . 

SURE STEAM HEATING BOILERS WHEN SO ORDERED. EER CODE FOR LOW PRES- 

FOR high PRESSURE SAFETY VALVES FOR THE A. S. M. E. CODE. SEt PAGE 109 
FOR DIMENSIONS OF Y BASE, SEE PAGE 110. 

TEMPLATES FOR DRILLING, PAGE 226. PRICE LIST FOR DRILLING. PAGE 71. 
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CRANE 


OUTSIDE SPRING AND YOKE 
POP SAFETY VALVES 

(CRANE PATENT) 


These Valves are designed to meet the exacting requirements of modern prac¬ 
tice in the use of high pressure steam and have embodied in their construction all 
the Crane features that have proved so satisfactory in the past; notably the 
Patented Auxiliary Disc and Spring. They act quickly to prevent wire-drawing, 
but without shock even under the high pressure so common today. 

The main springs in the valves are not subjected to the deteriorating effect of 
high temperatures since they are placed practically outside the body. 

In addition to the auxiliary disc and spring device, fully explained on page 106. 
particular attention is called to the 


SUPPLEMENTARY BLOW-BACK REGULATOR 

This provides a means for adjusting the blow-back when changing or regulating 
the set pressure and permits the user of these pop valves to regulate at will the 
amount of steam wasted by turning our patented combination encasing sleeve 
and blow-back regulator. The threads on which this device operates are placed 
so that they are not affected by the extreme temperatures of the steam, and it is 
accessible at all times which is not true of devices for similar purposes in other 
makes of pop safety valves. 


TO CHANGE OR ADJUST PRESSURES 

Proceed as directed on page 106, Should the valve waste too much steam be¬ 
tween opening and closing, turn the regulator in the direction indicated by the 
arrow on upper edge of sleeve until the desired blow-back is obtained. Should 
the valve work too close to be practical or simmer too long before popping, turn 
sleeve in opposite direction. 


FULL INSTRUCTION CARD FURNISHED WITH EACH VALVE 

The regulation of the blow-back described above can be accomplished without 
taking the valve apart and with pressure on. 
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OUTSIDE SPRING AND YOKE 
POP SAFETY VALVES 

(CRANE PATENT) 


WILL FULFILL ALL SAFETY VALVE REQUIREMENTS OF STATIONARY BOILER RULES 
FERROSTEEL BODY BRASS OR MONEL METAL SEAt 


SET AT ANY PRESSURE SPECIFIED FROM 5 TO 250 POUNDS 



NO. 1117 FLANGED OUTLET 
NO. 1116 SCREWED OUTLET 


Size.Inches! 2}^ | 3 | | 4 j 4}4 

Size. Millimeters I 64 | 76 | 90 | 100 f HF 

Nos. 1116& 1117—Brass Seat.Each| 120.00|135.00| 160.00| 170.00|225.00 


Nos. 1116 & 1117—Monel Metal Seat ..Each| 126.001142.001167.00| 182.001240.00 


WHEN ORDERING, ALWAYS SPECIFY THE NUMBER OF VALVE AND STATE THE PRESSURE 
VALVES ARE WANTED SET TO BLOW OFF, ALSO WHETHER BRASS OR MONEL METAL SEAT. 

VALVES WITH BRASS SEAT WILL ALWAYS BE FURNISHED UNLESS MONEL METAL SEAT IS 
specified, these VALVES ARE FURNISHED LOCKED UP. 


When so desired covers for the spring can be furnished giving the yoke the 
appearance of an ordinary bonnet. An extra charge will be made for these guards. 

Nos. 1116 and 1117 single valves are regularly furnished with flanged inlets. 
Hexagon screwed bases furnished when so ordered. 
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CRANE 


CAST IRON Y BASES 

FOR TWIN POP SAFETY VALVES 



Size. ~ 

Size. 

Faced. 

Faced and Drilled. 


PRICE LIST 

.Inches I 2^ | 3 I Hy, \ 4 I 4 U~ 

Millimeters I 64 | 76 j 90 f 100 I ll.'i ‘ 

.Each|$24.00|$32.00|$38.0 0|$45.001868.00 

.Each| 27.001 :i5.0oi 42.00 | 50.001 75.00 


DIMENSIONS 


Size Outlet. .Inches | 21^ 

Size Outlet.Millimeters I 64 


Dia. Top Flange.Inches | 714 


Size Inlet. .Inches 


Size Inlet. .Millimeters| 100 

Dia. Inlet Flange..Inches I 10 


Largest O. D. .Inches | ISTT 

Face to Face.Inches! 7^ 


3 I 31/2 


76 


90 I 100 


I 0 I 10 


4H 


I 9 


4H 


113 

1014 


113 I 125 I 150 I 175 


loj^TTI ri2y2 I 14“ 


16^^ I 18 I 20 A i 21^ 


9H\ m 


These Y Bases can be furnished in cast steel at a special price. 

Bases with Three outlet openings will be made to order, prices on application. 
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MUFFLER ATTACHMENT 

FOR POP SAFETY VALVES 

CAST IRON 



Size, Inlet. 


1 

3 

1 31^ 1 

4 

1 43^ 

Size, Inlet. 

Millimeters 1 

64 1 

76 

1 90 1 

100 

1 113 

Price, Screwed.. 

.Each 1 

12.00 1 

14.00 

1 16.00 1 

19.00 

1 25.00 

Price, Flanged. . 

.Each 1 

15.00 1 

17.00 

1 20.00 1 

23.00 

1 30.00 

Diameter Flange 

.Inches| 

7 1 

m 

1 sy2 1 

9 

1 9H 


These Muffler Attachments are adapted for use in connection with Stationary 
Pop Safety Valves. 


They inp,y be attached either directly to the outlet of Valve or at the end of 
discharge pipe, as may be most convenient. 

They will effectively subdue the objectionable noise of escaping steam as far 
as it is possible to do so, without interfering with the operation of Valve, or retard¬ 
ing the free escape of steam. 

The several perforated plates provided in the construction of this Muffler 
Attachment, give a total area of perforations, allowing ample capacity, consider¬ 
ably in excess of the area required to afford free outlet to the steam. 

These Attachments are not necessarily confined to use in connection with Pop. 
Safety Valves. They may be applied to the end of any pipe to subdue noisily 
discharging steam. 

Templates for drilling, page 224. Price List for drilling, page 70. 
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INSPECTOR TEST YOKES 

FOR IRON BODY POP SAFETY VALVES 



ATTACHED TO 


ATTACHED TO 


IRON BODY VALVE 
WITH INSIDE SPRING 


IRON BODY VALVE 
WITH OUTSIDE SPRING 


These Yokes are easily attached and do not interfere with the tension on spring 
or the original set pressure, consequently, the spring is not injured by undue strain 
or excessive pressure, and the Valve is ready to resume service without re-ad- 
justment. 

Screw the bolt down lightly on top of cap, USING ONLY ENOUGH PRES¬ 
SURE TO PREVENT THE VALVE FROM LIFTING, and it will firmly and 
tightly hold the Valve to its seat against the required water pressure applied by 
the Inspector when testing the boiler. 

BE CAREFUL TO REMOVE THE YOKE AFTER THE TEST IS COMPLETED 


Price for Inside Spring Valves. Npt, |—^ 

Price for Outside Spring Valves.Each I -75 
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BRASS STEAM AND WATER RELIEF VALVES 

Relief Valves are used for Steam Receivers and Pipe Lines when the pressure 
drop is only of small consequence. These Valves should be ordered for a pressure 
20% higher than that carried in the system. 

For installations where only small fluctuations in the pressure are tolerated, 
use Pop Safety Valves. See page 104. 

No. 1126 Valves are recommended for service on steam and water lines and 
for receivers and cylinders where instantaneous relief is wanted from excessive 
pressures. 

No. 1132 Relief Valves are intended for Compressor and Steam Cylinders and 
also for Receivers and Steam Lines. 

Nos. 1134 and 1138 Relief Valves are recommended for service on Steam and 
Water lines and for Receivers and Cylinders, where instantaneous relief is wanted 
from excessive pressures. 

Nos. 1126 and 1135 Valves are furnished with handwheels for quick adjustment. 
Nos. 1132 and 1134 are furnished for wrench adjustment with screwed caps for 
protection of the adjusting screw. 

No. 1132 Valves are furnished with screwed caps for wrench adjustment. 

No. 1138 Valves are fitted with lock-up attachment, but no locks. Locks are 
furnished when so ordered at an extra price. When inspector's seal is required, 
suitable holes are drilled for attaching wire and seal. 
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BRASS STEAM AND WATER 

RELIEF VALVES 

FOR PUMPS, CYLINDERS. PIPE LINES, RECEIVERS, TANKS. PRESSES. ETC. 



NO 1126 



NO. 1132 NO. 1134 


NO. 1135 


NO. 1138 





Size.Inches 


Size.Millimeters 

No. 1126, Finished.Each 


No. 1126, Nickel Plated.Each 


No. 1132, Finished.Each 


No. 1132, Nickel Plated.Each 


No. 1134, Finished.Each 


No. 1134, Nickel Plated..Each 


No. 1135, Finished.Each 


No. 1135, Nickel Plated.Each 


No. 1138, Finished.Each 


No. 1138, Nickel Plated..Each 




13 


11.00 


12.00 


9.00 


10.00 

11.00 


12.00 


11.00 

12.00 


12.00 

13.00 


19 


I 1 I 1^ I 134 I 2 I 2^ 


25 


32 I 38 


50 


64 


11.001 13.001 16.001 19.001 29.00| 46.00 


12,001 14.001 18.001 22.001 32.00| 50.00 


9.001 11,001 13 001 16.001 24.00 | 40. 
10.001 12.001 15.001 19.001 27 001 44 
11.001 13.001 16.001 19.001 29.001^^00 


12.001 14.001 18.001 22.001 32.00| 50.00 
11.001 13.001 16.001 19.001 29.001 46.00 


12.001 14.001 18.001 22.001 32.00| 50.00 
12,001 14.001 17.001 21.001 31.00 | 4^ 


13.001 15.001 19.001 24.001 34.001 53.00 


When ordering, always specify the number and state the pressure at which 
valves are wanted set to relieve. 


These valves will be furnished set at any pressure specified between 5 pounds 
and 250 pounds, except the 3,3J^ and 4-inch No. 1135 valves, which will be furnished 
for 200 pounds maximum pressure only. 

To adjust for different pressures, loosen locknut, turn handwheel or adjusting 
screw to the right to increase pressure and to the left to decrease pressure; then 
tighten locknut. 


Sl8l 
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BRASS 

HYDRAULIC RELIEF VALVES 


i 




NO. 1128 


NO. 1130 


.Inches 1 3^ | | 1 

1 1 2 \ 


32 1 38 1 50 1 64 

No. 1128, Finished.Each| 25.00 | 25.00| 30.00 

35.001 40.001 55.001 100.00 

No. 1128,NickelPlatedEach| 26.50 | 26.60 | 32.00 

37.501 43.001 59.001 106.00 

No. 1130, Semi-Fin.Each| 45.00| 45.00 | 50.00 

85.001 90.001 130.001 225.00 


PRESSURE 


No. 1^8 will be set at any pressure specified up to 500 pounds and is especially 
adapted for nigh class service, boiler feed lines, etc. This style of Valve is fur¬ 
nished with female base. 


No. 1130 Valves will be set at any pressure specified up to the following: 

}/2 irich Valve up to 4500 pounds pressure. 

^ inch Valve up to 4500 pounds pressure. 

1 inch Valve up to 2500 pounds pressure. 

\\i inch Valve up to 2500 pounds pressure. 

inch Valve up to 1800 pounds pressure. 

2 inch Valve up to 1600 pounds pressure. 

^ 23^ inch Valve up to 1600 pounds pressure. 

If wanted for pressures higher than these. Valves will be made to order. Price 
on application. 

These Valves are made of a special metal, with long and durable springs of best 
quality steel. They will be furnished with hexagon female bases, as shown in cut 
above, unless otherwise specified. 

Hydraulic Relief Valves should be ordered set 20% higher than the maxi- 
inum operating pressure of the installation. This will insure against wastage 
01 water caused by the Valves relieving when not necessary to safeguard the system. 

They have found extensive use for all purposes where prompt and efficient 
TT^ j is required in connection with extremely high pressure service, such as 
Hydraulic Presses, High Pressure Pumping Systems, Hydraulic Elevators, Pipe 
Lines, etc. 

These Valves can not be used as shock Valves. 

To adjust to different pressures, loosen lock-nut, turn hand-wheel or pressure 
screw to the Right to increase pressure; to the Left to decrease pressure, then 
tighten lock-nut. ^ 
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WATER RELIEF VALVES 

brass seat 

FOR PUMPS, STAND PIPES, PIPE LINES, CYLINDERS, ETC. 
SET AT ANY PRESSURE SPECIFIED FROM 10 TO 250 POUNDS 


To change set pressures: Turn 
wheel to the left (up) to decrease 
pressure. Turn wheel to the right 
(down) to increase pressure. 




When wanted for wrench adjust¬ 
ment the square stem nut, as shown 
above, will be used in place of 
hand-wheel on this style Valves. 


NO. 1123 


Size 

Inches 

Size 

Millimeters 

Price, 

with Brass 
Seat 

Each 

Diameter 
of Base 
Flange 

Inches 

Diameter 
of Outlet 
Flange 

Inches 

Center of 
Outlet to 
Bottom of 
BaseFlange 

Inches 

Center of 
Valve to 
End of 
Outlet 

Inches 

Total 

Height 

Inches 


64 

42.00 






17J^ 

3 

76 

50.00 

m 


4}4 


18^ 

3}^ 

90 

68.00 

9 

•i if 

6% 1 


1 

[ « 

V 

20^ 

4 1 

100 1 

75.00 1 

10 

C « 3 D 

sja ^ (u 

6'Jf6 1 

5 

21 

4)^ 1 

113 1 

100.00 1 

WA 

PSS'S 

Ws 1 

6 J 

o 

22}/i 

5 1 

125 1 

120.00 1 

11 

10 

7Vs 1 

7^6 } 

Flan¬ 

ged 

23H 


Unless otherwise specified, Valves with Hand Wheel will always be furnished. 

These Valves are made with combination flanged and screwed base Hevsirnn 
screwed base furnished, when so ordered, at same price. Hexagon 

Base or outlet flanges, will be made to suit any diameter or thickness rem.irpH 
at an additional price. Price List for drilling, page 71. *'>‘<=‘'ness required, 

Valves larger than 5 inch are required, we recommend using smaller 
Valves to equal as nearly as possible, the corresponding capacity of the laree 
Valve. For convenience, these may be attached to a Y Base * 

quot5onIS^\t[on''“''‘^ ^50 pounds, prices will be 

When these Valves are wanted for hot water service the order should so specify. 


Letters and arrow are cast on f 
wrench nut as shown. 
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EXTRA HEAVY 

HARD METAL BLOW-OFF VALVES 

GLOBE AND ANGLE 
SCREWED NON-HEATING WHEELS 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 



NO. 392 ANGLE fjO. 3921/2 GLOBE 


Size. 

Size. 


1 1 

1 25 

1 m 

1 32 

1 

1 38 

1 2' 

1 50 

Price, Globe or Angle. 


1 3.50 1 

1 5.00 1 

7.00 

1 10.00 


Unless otherwise ordered, the angle pattern will be furnished. 

To save the discs and seats from wear, Blow-Off Valves should always be 
opened wide when blowing off. 

These valves may be used wherever an extra heavy globe or angle valve is 
wanted for handling dirty or gritty water. 

DESCRIPTION 

disc of these valves are made of hard metal which is almost as 
; hard as steel and successfully resists the cutting effects of scale, etc. 

All other brass parts are made of “Crane Special Brass”; the merits of these 
\ metals are described on page 2. 

i We recommend these valves for use as blow-offs on small high pressure boilers 
I and all other purposes where it is desirable to blow-off dirty water, or water con- 
r taining grit or sediment under pressure. 

We call particular attention to the construction of the disc and seat in these 
valves. 
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CRANE 




NO. 393 SCREWED 


EXTRA HEAVY FERROSTEEL 

BLOW-OFF VALVES 


FOR STEAM WORKING 
PRESSURES UP TO 
250 POUNDS 


NO. 390 SCREWED 


NO. 393^ FLANGED 



1 2 1 21^ 1 3 


38 1 50 1 64 1 76 

No. 390, Angle, Screwed. Each 

12.00115.00|20.00|30.00 

No. 391, Angle, Flanged.Each 

115.00120.00130.00 

No. 393, Screwed. Each 

115.00 20.001 

No. 393J^, Flanged.Each 

|15.00|20.00| 

Diameter of Flanges. Inches 

« 1 6^ 1 1 

Center to Inlet or Outlet, Flanged. Inches 

1 5 1 5M 1 6^ 

Face to Face, Flanged, No. 3933^. Inches 

\ 11 \ 12)4 \ 

Nos. 393, 393>^, Center of Valve to Rim of Hand 

Wheel when Valve is Open. Inches 

12 )i 1 n)4 15)4 


—uiic picoouic Win come on tne 
top of the discs. They should also be opened wide when blowing off, so as to save 
the discs and seats from wear. These are very important points, as they concern 
the lasting qualities of the Valves. j 


DESCRIPTION 

Valves of this style have been generally used for many years with entirelv 
satisfactory results. From the nature of the service, Blow-Off Valves are liable 
to be cut out by scale or other boiler impurities, and it is essential to have a Valve 
which may be repaired rapidly and cheaply. To prevent too frequent repairing 
we make these Valves with an Iron Seat Ring, removable, having the seating 
surface on the outside of the ring. The disc is also made of iron with a throttling 
Up, which has a tendency to clean the seat. This construction prevents the scale 
from lodging between the seat and disc. The use of iron for this service in seat 
and disc is the result of many years' experience with Valves of this type. 

Templates for drilling, page 226. Price List for drilling, page 71. 


Size. 

Size. 

Extra Seat 

Extra Disc 


EXTRA SEATS AN D DISCS 

^.Inches I 1^ | ~ 2 \ 23^ | 

Millimeters I 3 8 | 50 | 64 | 76 

~ Each! 30 I Ion ^501 

..Eachl ,65 I ,75 | ,90 | I.IQ 
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EXTRA HEAVY 
FERROSTEEL QUICK REPAIR 

BLOW-OFF VALVES 


FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 



INLET 


NO. 396H ANGLE 



NO. 399 K 


These Valves are MADE TO ORDER ONLY. They are made with ferrosteel 
ody and bonnet, Hard Metal renewable seat and renewable iron disc. 

Seat may be slipped into body (no threads) and has an opening the same size 
as the inlet of Valve. 

Granite gaskets at bonnet and seat joints. 

When made with Cast Steel body and bonnet and Monel Metal renewable seat 
these Valves are good for steam working pressures up to 250 pounds. 


PRICES ON APPLICATION 



















120 


CRANE 


EXTRA HEAVY 
ALL IRON 

STRAIGHT-WAY BLOW-OFF COCKS 

WITH COMPENSATING SPRING 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 

THE SPRING AUTOMATICALLY TAKES UP WEAR 



NO. 316 NO. 317 


Size. 

Size. 

No. 316 Screwed (Without Wrench) 

No. 317 Flanged (Without Wrench) 

Wrench. 

Face to Face, Flanged. . 

Diameter of Flanges.. 


.Inches! j 2 \ 

Millimeters I 38 | 50 | 64 

.Each| 9.00 | 11.00 | 18. 

.Each! 11 00 I 13.00 | 20. 


• ■Each| .70 1 ,80 1 1, 



7^ 1 

8H 


1 1 

7V2 


Flanged Blow-Off Cocks are always furnished faced only unless otherwise 
specified. 

Templates for drilling, page 226. Price List for drilling, page 71. 

THE COMPENSATING SPRING 

Which is located between the plug and the cap automatically takes up wear and 
holds the plug securely in place at all times, thereby preventing the accumulation 
of scale, sediment, etc., which would tend to impair the ground bearing surfaces 
of the plug and body. 


gisigi 
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BLOW-OFF CROSSES 

CAST IRON 


STANDARD: FOR STEAM 
WORKING PRESSURES 
UP TO 125 POUNDS 


EXTRA HEAVY: FOR STEAM 
WORKING PRESSURES 
UP TO 250 POUNDS 



Size. 
Size. 
Price 
Size. 
Size. 
Price 


LIST PRICES OF STANDARD 


.Inches|2>ix l}^| 2^x2 \2Hx2]4\ 3x114 | 3x2~'| 4v9!~ 

Millimeters I 64x38 | 64x50 | 64x 64 | 76x38 I 76x50 I 100x.5n 

.Each I 9,00 | 9,00 | 9.0 0 j 10 .00 | 10 . QQ | 12 nn'~ 

.Inches I 4x2}^ | 6x2^ | 5x3 | 6x2i^ | 6x3 | 

Millimeters I 10 0x61 | 125x24 | 125x76 I 150x64 | 1.50x75 |- 

.Each] 12.00 | 18.00 j 18.00 | 27.00 | 27.00 | ~ 


Size. 
Size. 
Price 


LIST PRICES OF EXTRA HEAVY 

.Inches|2}^ x2i^| 3x2 | 4x2 I 4x21^ 

.M illimeters I 64x64 | 75x50 | 100x50 | 100x64 

.Each! 12.00 | 13.50 | 16.00 | 16.00 


The utility and convenience of this special fitting for feeding and blowing-off 
boilers will recommend itself. 

It is most conveniently placed in the position as shown in cut. The large 
openings on the run are of same size. 

The reduced openings are usually of one size, but can be made to suit require¬ 
ments. The reduced top inlet is used for feeding the boiler. To the lower reduced 
outlet the Blow-Off Valve or Cock is connected. The blind flange is removable 
for cleaning out purposes. ' 

Other sizes of Extra Heavy Blow-Off Crosses made to order. Prices on appli- 

fi rvn 


FOR LIST OF SIZES CARRIED 
FOR EXTRA 
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HOW TO INSTALL 

VALVES FOR BLOW-OFF LINES 


BLOW-OFF VALVE 



Every blow-off outlet of each boiler in a battery should be equipped with a 
blow-off cock, or a Y blow-off valve, between the boiler and the blow-off valve, 
as shown above. 

When blowing off a boiler, the cock or Y valve should be opened first, and the 
blowing-off operation controlled by the blow-off valve. When through blowing 
off, the blow-off valve should be closed first and then the cock or Y valve. 
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STEAM AND OIL SEPARATORS 

CRANE PATENT 


No. 03 


LOW PRESSURE 
OIL SEPARATOR 




No. 014 

EXTRA HEAVY STEAM 
SEPARATOR 


OIL SEPARATORS 

FOR STEAM WORKING PRESSURES UP TO 25 POUNDS 
STEAM SEPARATORS 

ExTra WORKING PRESSURES UP TO 125 POUNDS 

CACXQT-rpi STEAM WORKING PRESSURES UP TO 250 POUNDS 

CAST STEEL: FOR SUPERHEATED STEAM WORKING PRESSURES UP TO 250 POUNDS AND A TOTAL 
TEMPERATURE OF 700 DEGREES FAHRENHEIT AND A TOTAL 

With reference to cuts on following pages: the design of these Separators is 
based upon the most approved and scientific principles. 

Their construction covers all the desirable features and essential points that 

and their 

any'^tetm or ot competition with 

of ***‘'"® large areas and ample baffling surfaces, affording the highest degree 
of efficiency with the slightest loss in pressure. ® aegree 

T* . horizontal separator 

It will be observed that the corrugations on the baffle plate do not run vertically 
oi ?i! ® current of steam. This angle affords ready drLnaee 

nf effectually prevents the steam from picking up any globules 

of water and carrying them over the top of baffle plate. ^ny gioouies 

The steam on entering strikes the corrugated baffling plate and freeing itself 
from the entrained water, rises naturally over the top, wfere it swe^sTround the 
curved walls of the head, is again deflected against the corrugated surface on the 
opposite side of the baffle, and then passes out to the engine in as dry condition 
as can be obtained through mechanical separation. 

With the exception of the slight modification in the form of baffle nlate in the 
description applies equally as well to the efficiency oF Separators 
in the elimination of oil and water from exhaust steam. 

™ , VERTICAL SEPARATOR 

coJi! s.i'i'o.t"*” ■“»' 

isiSr'o 


FOR SECTIONAL ILLUSTRATIONS, SEE PAGES 124, 


125 
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ILLUSTRATING SECTIONAL VIEWS 

OF THE VARIOUS TYPES OF 

STEAM AND OIL SEPARATORS 


SIDE SECTION 



SIDE SECTION 


NOS. 01, 07,011, 



TOP SECTION 


NO. 03 



if 1 







TOP SECTION 



END SECTION 



END SECTION 



SIDE SECTION OF BAFFLE 



TOP SECTION OF BAFFLE 


NOS. 05, 09, 013 
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EXTRA HEAVY 

RECEIVER STEAM SEPARATORS 

p*-^te shell and ferrosteel separating and receiver heads 

(patented) 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 




NO. 017 

TOP INLET—VERTICAL 




SIDE INLET 


NO. 019 ANGLE 


BOTTOM INLET 



TOP INLET 


NO. 020 ANGLE 



SIDE INLET 


The advantages of our Combined Separators and Eeceivers will be readilv 
appreciated. ^ 

Receiver Separators of suitable capacity, when placed close to the engine act 
as a steam reservoir, and maintain a steady flow through the pipe, regardless of 
any sudden demand made by the engine, by reason of fluctuating loads therebv 
preventing vibration and the possibility of serious damage resulting therefrom bv 
the shaking and jarring of building, walls and other parts of the plant. ' 

In addition to furnishing dry steam to engine, they also provide storage capac¬ 
ity in case of a sudden influx of water, which might be too great for the drainage 
system to take care of with the promptness such conditions would require 
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AUTOMATIC DRAINING SYSTEM 

AS APPLIED TO 

CRANE VACUUM OIL SEPARATORS 

USING 

CRANETILT VACUUM TRAP 



USE SWING CHECK VALVES IN ALL CASES 
SET TRAP LEVEL 

PRICES ON APPLICATION 

All oil, steam and air separators to give best efficiency should be auto¬ 
matically drained. Every class of separator requires the correct trap for Auto¬ 
matic Drainage. Cranetilt Non-Return, Lifting and Vacuum Traps are par¬ 
ticularly adapted to give the best service. Let us handle your separation and 
drainage problems. 
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OIL SEPARATORS 

FOR THE ELIMINATION OF OIL AND WATER FROM EXHAUST STEAM 
AND VACUUM LINES 

(patented) 

FOR STEAM WORKING PRESSURES UP TO 25 POUNDS 



NO. 01. HORIZONTAL 
SIZES 10 INCH AND 
SMALLER 


CAST IRON 



NO. 03. HORIZONTAL 
SIZES 12 INCH AND 
LARGER 



NO. 05. VERTICAL 
TOP INLET 
SIZES 13^ TO 12 INCH 
INCLUSIVE 


Size.Inches I 13^ | 2 | 2^ | 3 | 33^ | 4 | 4^ 

Price, Horizontal or Vert. Each 124.00128.001 34,00 j 42.00 j 50.00 j 58.00 j 68.00 

Size.Inches I 5 \ 6 | 7 | 8 \ 9 | 10 | 12 

Price, Horizontal or Vert. .Each|76.0oi98.00| 116.00| 134.00| 152.00| 170.00|200.00 

Size.Inches! 14 | 15 | 16 | 18 | 20 | 22 

Price, Horizontal only_Eaclij 250.00 j 3(X).00 j 325.00 j 450.00 | 550.00 | 700.00 

Size.Inches I 24 | 26 | 28 | 30 | 36 | 

Price, Horizontal only... Each! 850.00 11000.00j 1300,0011600.0012250.001 


MADE TO ORDER OF FERROSTEEL AT AN ADVANCE OF 25 PER CENT 

The above prices include Water Gauge, Drain Valve and Nipple, also the 
drilling of flanges for all sizes. They also include Companion Flanges and Bolts, 
but no Gaskets for sizes up to and including 12-inch, but do not include Companion 
Flanges, Bolts or Gaskets for sizes 14-inch and larger. 

The Flange on bottom of the No. 03 Separator may be removed, and the baffle 
plate examined and thoroughly cleaned by hand, if necessary. 

Templates for drilling, page 224. 

For further description and sectional illustrations, see pages 123, 124. 
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STANDARD 

STEAM SEPARATORS 

PATENTED 


FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 

CAST IRON 



NO. 07. HORIZONTAL NO. 09. VERTICAL 

TOP INLET 


Size. 


1 3 1 

33^ 1 

1 4 14^ 

No. 07 and No. 09.... 

.Eachj24.00128.001 34.00 

1 42.00 1 

50.00 

58.00 i 68.00 

Size. 


f 8 1 

9 1 

10 1 12 

No. 07 and No. 09.. .. 


152.001 

170.001200.00 


MADE TO ORDER OF FERROSTEEL AT AN ADVANCE OF 25 PER CENT 


We will furnish 1 and IJ^-inch Separators made from same patterns and at 
same price as IJ^-inch size. 

The above prices include Water Gauge, Drain Valve and Nipple, also Com- 
panion Flanges and Bolts, but no Gaskets. 

Templates for drilling, page 224. 

For further description and sectional illustrations, see pages 123, 124. 
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CAST IRON DRIP POCKETS FOR STEAM MAINS 

STANDARD: FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 
EXTRA HEAVY: FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 



FOR VERTICAL PIPE FOR HORIZONTAL PIPE FOR HORIZONTAL AND 

VERTICAL PIPE 


Size 

Inches 

Size 

Millimeters 

Price List 

Dimensions 

btandard 

Extra Heavy 

A 

Height of 
Drip 
Pocket 
Inches 

Size of 

Drain 

Connection 

Inches 

With 

Faced 

Flanges 

Each 

With Faced 
and Drilled 
Flanges 
Each 

With 

Faced 

Flanges 

Each 

With Faced 
and Drilled 
Flanges 
Each 


64 

19.00 

20.00 

19.00 

20.00 

13 

H 

3 

76 

21.00 

22.00 

21.00 

22.00 

14 

1 

3J^ 

90 

23.00 

24.00 

23.00 

24.00 

16 

1 

4 

100 

24.00 

26.00 

24.00 

26.00 

16 

1 

43^ 

113 

26.00 

28.00 

26.00 

28.00 

18 

IM 

5 

125 

28.00 

30.00 

28.00 

30.00 

18 


6 

150 

35.00 

37.00 

35.00 

37.00 

20 

IM 

7 

175 

47.00 

50.00 

47.00 

50.00 

24M 


8 

200 

52.00 

55.00 

52.00 

55.00 

24H 

IH 

9 

225 

72.00 

75.00 

72.00 

75.00 

28 

13^ 

10 

250 

77.00 

80.00 

77.00 

80.00 

28 

13^ 

12 

300 

115.00 

120.00 

115.00 

120.00 

32 

13^ 


TRA^'hEAVY DRIP^POCKETS^""^ above list prices OF STANDARD AND 


ADVANC^eVf^^sVeR C^ furnished to order OF FERROSTEEL AT AN 


These attachments not only serve as drainage collectors, but also keep the 
piping clear of pipe scale, dirt and other foreign matter that would otherwise 
accumulate and cause trouble in new installation work. 

Excepting sizes above 12-inch, we always recommend using FULL SIZE 
DRIP POCKETS, corresponding to the size pipe to which they are connected, 
thus avoiding any possibility of water being carried beyond them, as would very 
likely happen by using reduced openings or smaller size pockets. 

^ The 12-inch Drip Pocket is large enough to take care of the condensation 
in steam lines from 14 to 24 inches, inclusive. In using this Drip Pocket on larger 
sizes than 12-inch, it will be necessary to use a reducing fitting to conform to the 
12x19 or 12x203^ flange on the Drip Pocket. Drip Pockets will be furnished faced 
only, unless otherwise ordered. 

Prices do not include the flanged fittings or bolts shown in above cuts. 

Drip Pockets will be tapped for water gauge. Water Gauge will be furnished 
when ordered, at an extra price. 

Diameter of Flanges and Templates for drilling, for Standard, see page 224 
for Extra Heavy, see page 226. ^ 
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CRANE 


CRANETILT STEAM TRAPS 

PATENTED 
PATENTS PENDING 

NON-RETURN, DIRECT RETURN, THREE VALVE 
LIFTING AND VACUUM 

WILL WORK ON PRESSURES UP TO 250 POUNDS 
PER SQUARE INCH 


CRANETILT STEAM TRAPS 

Will handle condensation from all sources and conditions of service and under 
any pressure of steam up to 250 pounds. ’ ^ 

Their discharging capacities are much greater than any other style Tilt Tran 
now on the market, and the Non-Return will handle ten times more water than 
bucket, pot or float traps having equal size pipe connections. 

The Direct Return will automatically return all condensations, at any pressure 
as S pump.’ ^ thl boiler 

MeSnSraps.’^®® designed to be used as Lifting, Vacuum or 

These traps are especially adapted for use on return lines handling condensation 
under varying pressures, especially where the pressure will vary from a vacuum 
to high steam pressure. ^ vacuum 

CONSTRUCTIONAL REASONS WHY CRANETILT ARE SUPERIOR TO 
ALL OTHER STEAM TRAPS 

. THE RECEIVING OR ^LTING TANK is made of malleable iron cast 
m one piece of uniform thickness; it is perfectly balanced and combines’great 
strength and durability. These tanks are tested to 800 pounds hydraulic pressure 
per square inch and are fully capable of withstanding the severe strains to whRh 
lilting Traps are subjected, overcoming entirely the troubles which heretofore 
have been experienced with other style tanks. uoreioiore 

PARTS ARE ON THE OUTSIDE, easily accessible for 
examination or repairs and are very simple in construction. The trunnions and 
all interior passages throughout the Traps have full pipe size openings The 
tilting movement indicates perfect working. Its powerful mechanism insures 

stTcWng at any point every possibility of bindin^or 

THE DISCHARGE AND DUPLEX VALVES are of special design and have 
exceptionally openings. They are entirely frictionless and absolutely per¬ 
fect m ption. The body and bomet are of extra heavy cast iron. The brass work¬ 
ing parts pe made of “Crane Hard Metal,” which has wearing qualities a^ost 
equal to steel and successfully resists the cutting effects of steam and water * 

WIDE RANGE OF APPLICATION 

As Cranetilt Traps, both Non-Return and Direct Return, are adapted to such 
a wide range of application, we do not attempt to illustrate or fully describe the 
varied and almost unlimited conditions of service which they are capable of ful- 
filling. The principle and operation being practically alike in nearly all cases it 
will be undpstood thM the location of Trap, arrangements of piping etc rnav 
vary to suit the requirements and local conditions covering each application. ^ 

TRAP PROBLEMS 

Customers having complex trap problems to overcome are requested to sub¬ 
mit fully described conditions, with sketch if possible, and we shall be pleased to 
lurmsh complete information. ^ 
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CRANETILT STEAM TRAPS 

NON-RETURN 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 



NOS. 30, 32, 33, 34, 35 NOS. 36, 37, 38, 39 

SERIES 30—PRICE LIST 


Pipe Connections 

Size of Inlet and Outlet 

Number 

of 

Trap 

List Price, Including 
Sediment Trap and 
Wrench 

Approximate 

Shipping 

Weight 

Pounds 

Inches 

1 Millimeters 


1 6 

30 

45.00 1 

95 

Vi 

1 13 

32 

55.00 1 

170 

Va. 

1 19 

33 

75.00 1 

250 

1 

1 25 

34 

100.00 1 

320 

IK 

1 32 

35 1 

1 145.00 1 

510 

IK 

1 38 

36 1 

1 210.00 1 

850 

2 

1 50 

37 ! 

300.00 ! 

1175 

2K 

1 64 

38 i 

425.00 i 

1750 

3 

1 76 

39 1 

550.00 1 

2600 


FOR RATINGS AND CAPACITIES, SEE PAGE 132 


MERITS OF CRANETILT NON-RETURN STEAM TRAPS 

The Cranetilt Non-Return Trap is the most economical simple and practical 
device that can be used for automatically separating condensation from steam 
at any temperature or pressure. It does not require any power to operate it other 
than the weight of the water in the tank. Lubricating oils or steam are not used 
as in the case of a pump. Its durability is unlimited and the necessity for repairs 
IS practically nothing. It has the least amount of mechanism or operating parts 
in use on any piece of machinery built for such work. There are no interior valves, 
floats, buckets, levers or other working parts to give trouble or get out of order. 
The discharge valve is on the outside, easily accessible and simple in construction 
and has an area 50 per cent greater than the area of the inlet pipe. The trunnions 
have the full area of the pipe or inlet connection thereby giving the trap exception¬ 
ally large discharging capacity. At all times it can be told at a glance that the 
trap is working; as the tank tilts at each discharge. 

THIS TRAP WILL NOT DISCHARPE WATER INTO A BOILER 
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RATINGS OF 


CRANETILT NON-RETURN TRAPS 

POUNDS OF WATER DISCHARGED PER HOUR WITH VARIOUS EFFECTIVE 
PRESSURES AT THE TRAP 


The capacity of any steam trap depends on the area of the valve opening and the 
•effective pressure available at the trap. 

To determine the size of a Cranetilt Non-Return Steam Trap by the following 
table: 

Find in the first column the pressure equal to the effective pressure at the trap; 
follow the horizontal line across the table to the quantity of water to be handled; 
the correct size and number of trap will be found at the head of the column. 


Pres- 


Number of Trap and Size of Inlet and Outlet 


sure 

at 

Trap 

No. 30 

^-in. 

No. 32 

3^-in. 

No. 33 

M-in. 

No. 34 

1-in. 

No. 35 

IM-in. 

No. 36 
IJ^-in. 

No. 37 
2-in. 

No. 38 

2H-in. 

No. 39 
3-in. 

6-Mil. 

13-Mil. 

19-Mil. 

25-Mil. 

32-Mil. 

38-Mil. 

50-Mil. 

64-Mil. 

76-Mil. 

5 

372 

930 

1,860 

3,100 

4,650 

6,200 

9,300 

12,400 

15,500 

10 

528 

1,320 

2,640 

4,400 

6,600 

8,800 

13,200 

17,600 

22,000 

15 

648 

1,620 

3,240 

5,400 

8,100 

10,800 

16,200 

21,600 

27,000 

20 

756 

1,890 

3,780 

6,300 

9,450 

12,600 

18,900 

25,200 

31,500 

25 

852 

2,130 

4,260 

7,100 

10,650 

14,200 

21,300 

28,400 

35,500 

30 

920 

2,310 

4,620 

7,700 

11,550 

15,400 

23,100 

30,800 

38,500 

40 

1,080 

2,700 

5,400 

9,000 

13,500 

18,000 

27,000 

36,000 

45,000 

50 

1,200 

3,000 

6,000 

10,000 

15,000 

20,000 

30,000 

40,000 

50,000 

60 

1,320 

3,300 

6,600 

11,000 

16,500 

22,000 

33,000 

44,000 


75 

1,488 

3,720 

7,440 

12,400 

18,600 

24,800 

37,200 

49,600 1 

100 

1,704 

4,260 

8,520 

14,200 

21,300 

28,400 

42,600 

1 

125 

1,896 

4,740 

9,480 

15,800 

23,700 

31,600 

47,400 

1 

150 

2,064 

5,160 

10,320 

17,200 

25,800 

34,400 

1 1 ■ 

175 

2,292 

5,730 

11,460 

19,100 

28,650 

38,200 

1 1 

200 

2,400 

6,000 

12,000 

20,000 

30,000 


1 1 “ 

250 

2,700 

7,750 

13,500 

22,500 

33,750 


1 1 - ■ 
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CRANETILT STEAM TRAPS 

DIRECT RETURN 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 


nub. 95, 96, 97, 98 

—ERIES 90—price list and capacities 


Pipe 

Connections 

Num¬ 

ber 

of 

Trap 

List Price, 

Including 

Sediment 

Trap, 

Two 

Swing 

Check 

Valves, 

Tee, 

Nipples 

and 

Wrench 

Approx¬ 

imate 

Ship¬ 

ping 

Weight, 

Pounds 

Capacities per Hour, Based on 
Ordinary Condensing Conditions 

Size of Water Inlet 
and Discharge 

Size 

of 

Steam 

and 

Vent 

Valve, 

Inches 

Lineal 
Feet of 

1 inch 
Pipe Trap 
Will 
Drain, 
Feet 

Pounds 
of Water 
Trap Will 
Discharge 
into 
Boiler, 
Pounds 

Square 
Feet of 
Radiation 
Trap Will 
Drain, 
Square 
Feet 

Inches 

Millimeters 


13 

3^ 

90 

75.00 

187 

4,000 

800 

1,333 

H 

19 

H 

91 

95.00 

260 

7,500 

1,500 

2,500 

1 

25 

1 

92 

125.00 

375 

12,500 

2,500 

4,167 


32 


93 

175.00 

527 

18,000 

3,600 

6,000 


38 

iy2 

94 

250.00 

850 

25,000 

5,000 

8,333 

2 

50 

2 

95 

370.00 

1,175 

39,000 

7,800 

13,000 

o 

04 

23^ 

96 

525.00 

1,750 

57,500 

11,500 

19,167 

o 

76 

3 

97 

675.00 

2,600 

77,500 

15,500 

25,833 

4 

100 

3 1 

98 

925.00 

3,900 

140.000 

28,000 

46,667 


TV. rT I-Pintui Kt:. I UKI>I bTEAM TRAPS 

f ^ Direct Return Trap will receive the water of condensation and 

boiler feed water from any source and automatically deliver it into a nower or 
heating boiler at practically the temperature of the boiler due to the prLsure at 
which the steam is condensed. In order to maintain a high efficiencV ^steam 

remOTTd“raDiSv'^an“d it is important that the condensation be 

removed rapidly and then delivered into the boiler before it vaporizes therebv 

searing pure hot water. This is the most economical, simple and practicable 
device that can be used for this work, as it will operate under anv pressure up to 
250 pounds or temperature up to 500° F., its durability is unlimited Ind the nece^s- 
nn repairing infrequent. It has the smallest number of operating parts in use 
on any piece of machinery built for such work. There are no interior valves 
X working parts to give trouble or get out of order The 

steam vent valves are on the outside, easily accessible and simple in construc- 

f WoK trunmons have the full area of the pipe or inlet and discharge co^Sn 

^Teby giving the trap exceptionally large discharging capacity. The action and 

'he tank^ilts'^t each ^ration 
Cranetilt Direct Return Traps are the most efficient devices on the market fr^^ 
delivering feed water to a boiler and they will handle water of any temperature 
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CRANE 


CRANETILT STEAM TRAF»S 


THREE VALVE LIFTING 
steam working pressures up to 250 POUNDS 




DiSCHARSe 

^VALVE 


INLET 


SERIES 100—PRICE LIST AND CAPACITIES 


Pipe 

Connections 

Num¬ 

ber 

of 

Trap 

List Price, 
Including 
Sediment 
Trap, 
Swing 
Check 
Valve 
Nipple 
and 

Wrench 

Approx¬ 

imate 

Ship¬ 

ping 

Weight 

Pounds 

Capacities per Hour, Based on 
Ordinary Condensing Conditions 

Size of Water 

Inlet and Discharge 

Size 

of 

Steam 

and 

Vent 

Valve 

Inches 

Lineal 

Feet of 
1-Inch 
Pipe Trap 
Will 
Drain 
Feet 

Pounds 
of Water 
Trap Will 
Discharge 
Pounds 

Square 
Feet of 
Radiation 
Trap Will 
Drain 
Square 
Feet 

Inches 

Millimeters 

1 

IH 

iy2 

2 

3 

4 

13 

19 

25 

32 

38 

50 

64 

76 

100 

y 

H 

1 

IH 

2 

3 

3 

100 

101 

102 

103 

104 

105 

106 

107 

108 

90.00 

110.00 

145.00 

200.00 

300.00 

425.00 

600.00 

775.00 

1075.00 

213 

270 

395 

542 

875 

1,275 

1,800 

2,650 

4,000 

4,000 

7,500 

12.500 
18,000 
25,000 
39,000 

57.500 

77.500 
140,000 

800 

1.500 

2.500 
3,600 
5,000 
7,800 

11.500 

15.500 
28,000 

1.333 
2,500 
4,167 
6,000 

8.333 
13,000 
19,167 
25,833 
46,667 


MERITS OF CRANETILT THREE VALVE TRAPS 

or METERING TRAPS® LIFTING, VACUUM 

„„ especially adapted for use on return lines handling condensation 

"higiTsKp^r’ “ 

Cri^HuT.,**'® troublesome Spring Loaded Relief Valve is eliminated. 
Cranetilt Three Valve Traps give excellent service on returns on apparatus 
that has a varying pressure while in service, such as brewing kettles, vacuum pans 
evaporators, jacketed cooking kettles, heating systems and a number of other steam 
consuming apparatus that have a low initial starting pressure and a high terminal 

'’“e Valve^^rZ ‘ from'o^en type feed watTr heTters 

ihree Valve Traps render admirable service on dry kilns using exhaust steam 
during the day and live steam at night, and eliminate the troubles heretofore 

f Non-Return Traps on high pressure steam. Where two 

traps were used before, we now use one. wnere wo 
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CONDENSATION RECEIVERS 

FOR USE WITH 

CRANETILT TRAPS 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 


Sizes % inch to 2}^ inch, made in Malleable Iron. 
Sizes 3 inch and 4 inch made of Riveted Steel. 


Re¬ 

ceiver 

Number 

1 

List 

Price 

Com¬ 

plete 

with 

Loose 

Chairs 

as 

shown 

Pipe Connections 

Dimensions 

Capac¬ 

ity 

Gals. 

Ap¬ 

prox¬ 

imate 

Ship¬ 

ping 

Weight 

Lbs. 

Num¬ 
ber of 
Inlets 

Size 

of 

Inlet 

Con¬ 

nec¬ 

tions 

Inches 

Size 

of 

Outlet 

Connec¬ 

tions 

“A” 

Inches 

Size 

of 

Outlet 

Con¬ 

nec¬ 

tions 

“B” 

Inches 

Size 

of 

Drain 

Con¬ 

nec¬ 

tions 

Inches 

Ex¬ 

treme 

Length 

Inches 

Ex¬ 

treme 

Height 

Inches 

Out¬ 

side 

Diam¬ 

eter 

Inches 

M 1 

22.00 

4 


IK 

1 

K 

21K 

llK 

9K 

5K 

80 

1 1 

28.00 

4 

1 

IK 

IK 

1 

26K 

13K 

iiK 

9 

120 

IN' 

1 36.00 

4 

IK 

2 

IK 

IK 

30 

15K 

13K 

13K 

190 

1/^ 1 

50.00 

4 

IK 

2K 

2 

IK 

34 

16K 

14K 

18 

250 

2 1 

70.00 

4 

2 

3 

2K 

2 

39 

m 

16K 

28 

360 

23^ 1 

100.00 

4 

2K 

3K 

3 

2K 

45 

21 

18K 

42 

510 

=^3 1240.00 

4 

2K 

4 

2K 


56 1 24K 

20K 

72 

525 

M 1330.001 4 

2K 

5 

2K 1 1 62 I30KI24KI 114 

825 


*Made to order only. Outlets “A” and on bottom instead of ends. 


When more than one drain pipe is to be taken care of, a Receiver should be 
used, also a swing check valve in each branch draining into it. 

Receivers serve the following purposes: 1st, a perfect water seal allowing only 
a solid body of water to flow to the Trap; 2nd, a storage reservoir of large capacity 
to take care of irregular volumes of condensation; 3rd, a low central point from 
which to dram the entire apparatus, especially where there is danger of freezing. 

The size of Receiver is usually determined by the size of pipe connections cor¬ 
responding to the water inlet of Trap. 
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CRANE 


CRANE OPEN-FLOAT STEAM TRAPS 

LOW PRESSURE—FOR STEAM PRESSURES UP TO 25 POUNDS 
STANDARD—FOR STEAM PRESSURES FROM 26 TO 125 POUNDS 
HIGH PRESSURE-FOR STEAM PRESSURES FROM 126 TO 200 POUNDS 



Size 

No. 

Size 

Inlet and 
Outlet 
Inches 

Size 

Inlet and 
Outlet 
Millimeters 

Price 

Each 

Capacity 

Largest 

Outside 

Diameter 

Inches 

Height 

Over 

All 

Inches 

Lin. Feet 
of 

One In. Pipe 

Sq. Feet of 
Badiating 
Surface 

1 

I 

19 

25.00 

4000 

1333 

10^ 

10 

2 

1 

25 

35.00 

6000 

2000 

14f 1 

14i 

3 

li 

32 

45.00 

10,000 

3333 

17i 1 

16^ 

4 

li 

38 

60.00 

15,000 

5000 ; 

19i 1 

18 


Traps wanted for i or f inch connections, we will furnish bushings for J inch 
(No. 1) trap without extra charge. 

The capacities of these traps are based on ordinary or normal conditions 
dmi^'d to the service, pressure and expoLre of the system t^be 


In the inlet pipe close to the trap, we recommend the installation 
seaiment separators, as shown on page 95, 


of one of our 


OPERATION OF TRAP 

The water of condensation surrounds the float and lifts the valve to its seat 
The weight of the water overflowing into the float, causes it to sink sufficiently 
thereby drawing the valve away from its seat. The water is then discharged 
through the valve port to the outlet, by pressure in the trap. With suitable 
allowance for friction, they will raise water to a height of two feet for every pound 
pressure in the trap. cvcij^puuiiu 


IN STARTING-THE BY-PASS VALVE SHOULD BE KEPT OPEN UNTIL THE SYSTEM IS RELIEVED 

OF AIR 

WHEN ORDERING, ALWAYS SPECIFY WHETHER LOW PRESSURE, STANDARD OR 
HIGH PRESSURE TRAPS ARE REQUIRED 
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STANDARD 

EXPANSION JOINTS 

ALL BRASS 

FOR STEAM WORKING PRESSURES OP TO 125 POUNDS 



NO. 404. SCREWED, STANDARD TRAVERSE 


Inchesl \ H \ 1 \ IH \ iy2 \ 2 \ 214 \ 3 

Millimeters I 13 | 19 | 25 | 32 | 38 | 50 j 61 | 76 


Traverse.Inchesl 2 | 1 2\^ 

2M 1 2M 1 2^ 1 2^ 1 2?i 

WtoFnd, upen.Inchesl 6?^ | 734 | Ws 

7^ 1 7^ 1 8?^ 1 9^ 1 10^ 

.Eachl 1.50 1 2.20 | 2.75 

4.00 1 5.00 1 8.00 |17.50|24.o6 


NO. 406. SCREWED, SPECIAL TRAVERSE 


Traverse (Size.Inches! | % 

1 1 IM 

IK 1 2 

234 

Tiaverse | Size.Millimeters | 13 | 19 

25 1 32 

38 1 50 

64 

4Inches |l^rice.Each! 3.80 1 4.00 

4.90 i 6.30 

7.40 

9.10 


*6 Inches |Price.Each! | 8.25 

9.00 110.00 

11.50 

13.50 

24.00 

» inches | Price.Each| | 9.00 

10.00111.25 

13.00 

15.50 

27.00 

10 Inches 1 Price.Each! | 9.75 

11.00|12.50 

14.50 

17.50 

30.00 

I2inches jPrice.Each] |10.50 

12.00113.75 

16.00 

19.50 

33.00 


*Eastern Traverse. 


snp^-^n"rtp«“ '^Tf not furnished packed unless so ordered, and then at a 

special price. If wanted packed specify kind of packing required. 



STEAM SWING JOINTS 

BRASS 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 


Size. 


1 

1 1J4 1 1 2 1 2H 1 3 

Size. 

. .MillimetersI 13 | 19 | 

25 

1 32 1 38 1 50 1 64 1 76 

Price, Rough. 

.Each! 2.50 j 3.50 1 

5.00 

1 6.50 1 9.00 113.00122.00130.00 

Price, Finished.. 

.Eachl 3.00 | 4.00 I 

5.75 

1 7.25 [10.00|15.00|24.50133.00 


Finished Swing Joints are made to order only. 


L 
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STANDARD 

EXPANSION JOINTS 


IRON BODY 


BRASS SLEEVE 


FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO, 398. SCREWED, STANDARD TRAVERSE 


.InchesI 2 | 2^ | 3 I 3^ j 4 | 4^ | 5 ' 

.Millimeters I 50 | 64 j 76 j 90 j 100 | 113 I 125 

. ^»<^he8| 23^ I 2^ I 2^ I 3 I I Sy, I 4 

^nd to End, Opened .Inches| 12^61 IWJ 15»/^l Ifi I 1S3^ 

. Eachl 7.00 | 8.00 110.00| 14.00| 18.00|30 00|38.00 

.InchesI 6 | 7 | 8 | 9 | uTH W 

.Millimeters I 150 | 175 | 200 | 2 25 I 250 I 300' 

Traverse. 7 .Inches | 5 | 6 | 7 | 7 | 7 j 8^ 

E nd to End, Opened.Inches! 211^1 23}4\ 26^6 | 27 | 28 | 31^6 

— .Each|45.00|70.00| 100.001110. 00 | 160.001225.00 


NO. 400. SCREWED, SPECIAL TRAVERSE 


Traverse 1 Size. InchesI 2 1 2]/2 1 3 1 33^ 

|4[4J^[5[ 6| 7 1 8' 

Traversel Size.. .Mill, j 50 | 64 | 76 | 90 

100 1 113 1 125 1 150 1 175 1 200 

*6 in. 1 Price. Each 111.00113.00117.60125 .00 

30.00 [40.00145.001 65.00[ [- 

10 in. 1 Price . Each 116.00 19.00125.00136.00 

42.00162.00162.00 [ 80.001100.001140.00 

12 in. [Price.Each|18.50|22.00|29.00|40.00 

48.00[60.00[70.00| 92.50|115.00|16^ 

14 in. 1 Price. Each 121.00125.00133.00145.00 

54.00167.00178.00'| 105.00 [ 130.00 [ 

16 in. [Price.Each 123.50[ 28 . 00 137.00150.00 

60.00 [ 75.00 [ 86.00 [ 117.50 [ 145.00 [ 

18 in. [Price.Each|26.0oi31.00[41.00l55.00 

66.001 [W.ooi 130.001 [ 

*Eastern Traverse. 

— 


No. ^ Expansion Joints, sizes 7 to 12 inches, inclusive, can be furnished with 
o inch Traverse when so ordered. Prices on application. 

Expansion Joints are not furnished packed unless so ordered and then at a 
special price. If wanted packed specify kind of packing required. 

standard Expansion Joints will be made to order with base or side out'et 
Trices on application. 
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IRON BODY 


STANDARD EXPANSION JOINTS 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO. 401. FLANGED, STANDARD TRAVERSE 


.Inches 

.Millimeters 

1 2 

50 

2^ 

64 

3 

76 

1 '’i'A 

90 

4 

100 

4)^ 

113 

5 

125 

1 6 

150 

Traverse.Inches 

2^ 

2^ 

2H 

3 

334 ^ 

33 ^ 

4 

5 

Face to Face, Opened. . . Inches 

11^ 

ii‘% 

12‘% 

13% 

14Ji 

153^ 

16^ 

193^ 

Price.Each 

15.00 

16.00 

18.50 

25.00 

30.00 

40.00 

48.00 

55.00 

Uiam. Flanges.. Inches 

r 6 

r 7 

7}^ 

8A 

9 


10 

11 

«ize.Inches 

7 

8 

9 

10 

12 

14 

15 

1^ 

Size.Millimeters 

175 

200 

225 

250 

300 

r 350 

375 

400 

traverse.Inches 

6 

7 

7 

r 7 

8 

10 

10 

10 

Face to Face, Opened . . . Inches 

Price.Eachl 

22% 

80.00 

25% 

110.00 

26M 

120.00 

27 

175.00 

30^ 

250.00 

39M 

500.00 

r 40 

550.00 

41"“ 

600.00 

i^iam. rianges..Inches 1 123 ^^ 

13^ 

15 

16 

19 

21 

22H 

23 


NO. 403. FLANGED, SPECIAL TRAVERSE 


Traverse 


Traverse 

* (i Inches 


10 Inches 


12 Inches 


14 Inches 


tSize. 

Size. 


. inches 


Price. 


Millimeters 


Price. 


.Each 


Price. 


Price. 


■ Each 

. Each 


.Each 


2 

50 


18.00 


23.00 


25.50 


28.00 


23 ^ 


64 


20.00 

26.00 


29.00 

32.00 


76 

25.00 


32.50 


36.50 


40.50 


33^ 


90 


35.00 


45.00 


50.00 


55.00 


100 


40.00 


52.00 


58.00 


64.00 


4i<^ 


113 


50.00 


63.00 


70.00 


77.00 


18 Inches 


Price 


Each 


30.50 


Traverse 

Traverse 


Each 


35.00 


Size. 


33.00 


44.50 


38.00 


6 Inches 

10 Inches 


Size. 


.Inches 


48.50 


60.00 


65.00 


70.00 


76.00 


85.00 


Price. 


Millimeters 


125 


12 Inches 


Price. 


. Each 


150 


55.00 


175 


14 Inches 


Price. 


. Each 


65.00 


200 


10 


12 


250 


300 


16 Inches 


Price. 


.Each 


72.00 

80.00 


90.00 


Price 


.Each 


102.50 


112.00 


88.00 


127.00 


150.00 


. Each 


115.00 


18 Inches | Price.Each 


96.00 


127.50 


142.00 


170.00 


225.00 


104.00 


140.00 


157.00 


190.00 


255.00 


300.00 


172.00 


210.00 


230.00 


285.00 


350.00 


315.00 


400.00 


350.00 


*Eastern Traverse. 

Expansion Joints, sizes 7 to 16 inch, inclusive, can be furnished with 6 
inch Traverse when so ordered. Prices on application. 'umisnea with 6 

JLxpansion Joints are not furnished packed unless so ordered and then nt o 
special price. If wanted packed specify kind of packing required ’ “ “ * 

Prifes oSppfeT" «ide outlet. 

Templates for drilling, page 224. Price List for drilling, page 70. 
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DOUBLE EXPANSION JOINTS 

IRON BODY BRASS SLEEVES 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO. 409 


WITH ANCHORAGE SADDLE BASE AND LATERAL SERVICE BRANCH 


Size.Inches! 

2 

1 2}^ 

3 1 

3^ 

1 4 

1 4^ 

1 5 

6 

Size.Millimeters! 

50 

! 64 

76 1 

90 

1 100 

! 113 

1 125 

150 

No. 409, Flanged.Each! 

35.00 

1 40.00 

45.00 1 

60.00 

! 75.00 

! 90.00 

!105.00 

130.00 

Traverse on Each Sleeve. Inches! 

4 

1 4 

4 ! 

4 

1 4 

1 4 

! 4 

4 

Service Opening Inches! 

2 

1 2 

2 ! 

2 

1 2J^ 

1 2>^ 

1 3 

3 

End to End, Open, Screwed. In.! 

2934 

1 30H 

31M 1 

33 

1 34K 

1 34Vs 

1 35K 

363^ 

Face to Face, Open, Flanged . In.! 

28 

1 28^ 

29H 1 

30H 

1 3iy 

! 32 

1 32y2 

34 

Diam.of Flanges Inches! 

6 

1 7 

7y2 1 

8 ^ 

! 9 

1 oy 

1 10 

11 

Size.Inches! 

7 

1 8 

9 1 

10 

1 12 

1 11 

1 15 

16 

Size.Millimeters! 

175 

200 

I 225 1 

250 

1 300 

! 350 

! 375 

400 

No. 409, Flanged.Each! 

165.00 

(|200.00 

[250.00|; 

300.00 

(1400.00 

• 1600.00 

8 

8 

800.00 

Traverse on Each Sleeve. Inches! 

4 

1 4 1 

4 ! 

3y 

1 31 ^ 

1 31 ^ 

1 sy 

sy 

Service Opening Inches! 

4 

1 4 1 

4 1 

4 

1 4>^ 

1 4>^ 

1 5 

5 

End to End, Open, Screwed. In.! 

36M 

00 

39M I 

soy 

1 43 




Face to Face, Open, Flanged. In.! 

36K 

CO 

39M 1 

soy 

1 43 

1 45 

1 46H 

48y 

Diam.of Flanges Inches! 

12J^ 

1 13}^ 1 

15 ! 

16 

1 19 

1 21 

1 22y 

23 


These Expansion Joints can be furnished with screw ends when so specified, 
at same price. 


Unless otherwise specified, Expansion Joints inch and smaller will be made 
with screwed service outlet, and Expansion Joints 5 inch and larger, flanged 
service outlets. 

The above Double Expansion Joints are made of the same general proportions 
as our Standard Patterns and are more particularly designed for underground work. 

Expansion Joints are not furnished packed unless so ordered, and then at a 
special price. If wanted packed specify kind of packing required. 

Single Standard Expansion Joints can also be furnished with Base and Lateral 
Service Branch. These will be made to order only. Prices on application. 
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DOUBLE EXPANSION JOINTS 


IRON BODY 


BRASS SLEEVES 


FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO. 408 


WITH ANCHORAGE SADDLE BASE 


Size... . 


2 

2M 

3 

33^ 

4 

4/^ 

5 

6 

Size... 


50 

64 

76 

90 

100 

113 

125 

150 

No. 408, Hanged.Each 1 

32..')0 

37.50 

42.50 

55.00 

70.00 

85.00 

100.00 

120.00 

Traverse on Each Sleeve. . Inches | 

4 

4 

4 

4 

4 

4 

4 

4 

End to End, Open, Screwed.Inches | 

29M 

30H 

31M 

33 

34K 

■64% 

35M 

363^ 

Face toFace.Open.Flanged.Inches | 

28 

28H 

2m 

30M 

31M 

32 

■62% 

34 

Diam.of Flanges Inches | 

0 

7 


Wi 

9 

m 

10 

11 

Size.... 


7 

8 

9 

10 

12 

14 

15 

16 

Size.... 

... Millimeters 1 

175 

200 

225 

250 

300 

350 

375 

400 

JNo. 408, Hanged.Each|: 

155.00 

190.00 

240.00 

290.00 

390.00 

575.00 

675.00 

775.00 

Traverse on Each Sleeve , . Inches | 

4 

4 

4 

m 

m 

m 

3J^ 

m 

End toEnd,Open,Screwed.Inches | 

30M 

37M 

39M 

39M 

43 




Face to Face. Open.Flanged.Inches | 

36M 

37M 

39M 

39K 

43 

45 

461 ^ 

483 ^ 

Diam.of Flanges Inches | 

12M 

13Ji 

15 

16 

19 

21 

22M 

231^ 


These Expansion Joints can be furnished with screwed ends, when so specified, 
at same price. 


; The above Double Expansion Joints are made of the same general proportions 
I as our Standard Patterns and are more particularly designed for underground work. 

Expansion Joints are not furnished packed unless so ordered, and then at a 
special price. If wanted packed specify kind of packing required. 

Single Standard Expansion Joints can also be furnished with Base. These 
will be made to order only. Prices on application. 
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STANDARD FLEXIBLE JOINTS 



OF THE 

“MORAN” TYPE 


These Joints are made 
of the loose type and be¬ 
come tight when the 
pressure is put on. 


Tight Joints will be 
made to order at a 
special price. 



Size.Inches | 

Size.Millimeters | 




6 


Price.Each | 6.00 


Size.Inches | 


Size.Millimeters | 


Price.Each! 15.00 




10 


6.00 




64 


18.00 




Va 


13 I 


19 


6.50 I 7.50 


76 


3M 


90 

22.50 I 28.00 


25 


8.50 


30.00 




32 


10.50 


125 


37.50 


IH 


38 


12.00 


150 


60.00 


Both ends ap female; Iron Pipe Standard Threads. 

The above Joints are All Iron. Will make to order All Brass, at a special price. 




BARCO 

FLEXIBLE JOINTS 


.inches! li I % i H i- U -^-i" H 

.Millimeters I 6 i To i 13 j fg-j-as- i - M - i — 

Straight. JSachl 6.75 | 7.00 | 7. 50 I 8.80 9 90 12 3n la ^ 

. I ^ I 8 .00 1 9.30 I .o'!.. ! I.! "" I 

.inches I ^ I 2H I 3 I 4 I 5 I fi ~l 

Mlllimeter sl 50 | 64 ^ 76 I loo —i——i—THo—i-- 

.Bac h I 17 .50 I 21.00 I 26. 30 I 3 5.10 I 43 on i sa lo '- 

19-50 I 23.00 I 28.30 | 38.10 | 47.90 I 63.50 | 

BRASS.—M inch to 2>^ inch, both male and female ends. 

^ to 2>^ inch, both male and female ends. 

MALLEABLE.—3 inch, male on ball end only. 

CAST IRON.—3 inch to 6 inch, male on ball end only. 

Standard joints are suitable for steam workiner nressures nn i j s. 

heavy joints up to 250 pounds. >vuiKiug pressures up to 150 pounds and extra 

Sizes 4 inches to 36 inches will be furnished flanged at a special price. 
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BALL PATTERN 


RAILING FITTINGS 


MALLEABLE IRON 


FOR ALL PURPOSES 



R.H. 
NO. 1 



R.H. 


R.H. 
NO. 2 


NO. 3 


R.H. 


NO. 4 




R.H 


R.H. 


R. H. 


NO. 6 NO. 7 


ihpe Size .. Inches 1 H 1 M 1 1 llJillui 2 l 2 U 

3 1 4 

X'lpeaize . Millimeters | 13 | 19 | 25 | 32 I 38 1 50 

64 

76 1 100 

No. 1, Kibow . Eachl .1.5| .18| .20| ,35| . 451 .72 

1.60 

2.25 14.50 

No. 2. Elbow, Side Outiet . Each| .20| .231 . 25 | 40 1 50 1 80 

N^o. 3 , I ee . ^ni oqi oki a rt i c/-»i ^ e- 

1.75 

2.5015.00 

1 . zu \ . \ . .401 ..501 .75 

No. 4. Tee. Side outlet . Each | .30| .331.351 .45 1 55 | 90 

1.75 
1.90 

2.5015.00 

2.6015.25 

Axu. o, yross . il^ach | . 30 | . 33 | . 35 | . 45 | .5S|1.00 

No. b. cross. Side Outlet . Each] .35| .38| .401 50 I 65 1135 

1.80 

2.00 

2.6015.25 

2.7515.50 

/, rioor riange, square - Each | .16| .181 . 20 | 40 | 50| 901135 

2.5015.00 

No. 8, Ball Ornament . Each | .16 1 181 . 20 | . 25 | . 35 | . 90 11 35 I 

2.0014.25 


For RaiUng Fittings with Adjustable or Special Angles, see pages 146 to 149. 

Railing Fittings win be furnished tapped, as shown in cuts, or Right Hand on all 
specified, at regular price. Tapped otherwise will be charged at 15 per 
a*Scetch'*^*°”** to be tapped special should be accompanied*by 

In ordering specify catalogue number and size. 



FLOOR FLANGES 

CAST IRON 

COUNTERSUNK HOLES FOR SCREWS 
NOT FACED 


Size. 

Inches | 

^x3 

1 )^X3H 1 

Mx31^ I 

1x4 

i 1^x4 

Il>^x4i^ 1 

2x5 H 

Price. 


. 10 

1 . 16 1 

. 15 1 

. 16 

1 .16 

1 .22 1 

.35 

ihice. Galvanized 

. . Each 1 


1 ..30 1 

.30 1 

.32 

1 .32 

1 .44 1 

.70 


Fittings will be Reanaed for Slip Joints, when so specified, at an additional price 
Inquiries and orders should be accompanied by sketches showing clearly which openings 
&r 0 to DO so rodfinoQ. ® 


ADD 50 PER CENT. TO ABOVE PRICES FOR GALVANIZED RAILING FITTINGS 
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GAS FITTING PATTERN 

RAILING FITTINGS 




MALLEABLE IRON 


L.H. 


R. H. 

NO. 63 


PLAIN PATTERN 


R. H. 

NO. 61 


R.H. 




L.H. 


R. H. 

NO. 64 


R.H. 


R.H. 

NO. 66 


L.H. 


R. H. 

NO. 65 


R.H. R.H. 


Pipe Size. 

Pipe Size. 

No. 61, Elbow, Black.. 

Millimeters 1 191 261 321 381 501 64 1 76 

Per Pound] .12| .12| .12| . 12 | . 121.1202 

No. 61, Elbow, Galvanized. 

. .Per Pound] .19] .19] .19] .19] .19] .19719 

No. 62, Elbow, Side Outlet, Black. . . 

No. 62, Elbow, Side Outlet, Galvanized, 

No. 63, Tee, Black. 

. .Per Pound] .20] .201.20] .20] .20] .20] 20 
. .Per Pound] .28] .28] .28] .28] .28] .28] 28 
Per Pound 1 121 121 191 19I 19I ioi io 

No. 63, Tee, Galvanized. 

Per Pound] .19] .19] .19] .19] .19] .191.19 

No. 64, Tee, Side Outlet, Black.. 

Per Pound] .20] .20] .20] .20] .20] .20] .20 

No. 64, Tee, Side Outlet, Galvanized... . 

.Per Pound] .28] .28] .28] .28] .28] .28] 28 

No. 65, Cross, Black. 

Per Pound] .20] .20] .12] .12] .12] .121 12 

No. 65, Cross, Galvanized. . . . 

Per Pound] .z»| .28]. 19]. 19]. 19]. 191 19 

No. 66, Cross, Side Outlet, Black 

.Per Pound] .20] .20] .20] .20] .20] .20] 20 

No. 66, Cross, Side Outlet, Galvanized.. 

• Per Pound] .28] .28] .28] .28] .28] .281 28 


Fittings larger than 2 inch are made to order only. 

Fittings will be furnished tapped, as shown in cuts, or Right Hand on all 

K'pS S,'." SSaVt* -ill b. ch J 

Fittings will be Reamed for Slip Joints, when so specified, at an additional 

wh?rh nnpnin^^Q^® (^devs should be accompanied by sketches showing clearly 
wnicn openings are to be so reamed. ^ ^ 


IN ORDERING, SPECIFY CATALOGUE NUMBER AND SIZE 
BLACK WILL ALWAYS BE FURNISHED UNLESS GALVANIZED IS SPECIFIED 
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AUXtLIARY RAILING FITTINGS 

MALLEABLE IRON 







R.H. 


NO. 9 RECESSED COUPLING 



R.H. 



NO. 10 


L.H. 


R.H. 


w 

R.H. 

NO. 12 


R.H. 


•T 


NO. 50 


NO. C5 




NO. 52 


NO. 56 


& 


NO. 57 



NO. 59 


1? 


NO. 60 


.Inli^ 

. ■ Millimeters I 


25 


No. 9, Recessed Pipe Couplin g.Eaph I 35 

No. 9, Recessed Pip e Coupling, Galv. | in 

No. 10, Floor Flange, Long Base. Each I 

No. 11, 45° Side Outlet Elbow.. ^achl 

No. 12, 45^ Side Outlet Tee. ..^^ 

No. 50, Stair Rail Bracket. 


.30 


.50 


Each I . 55 


Each! 35 


I No. 51, Stair Rail Bra cket. Each 

No. 52, Stair Rail Bracket Elbow.Each! 


.45 


No. 55, Loafer Rail (Cast Iron) 18 i n. long. . . .Each! 
No. 56, Hitching Post Caps, Male. EachT" 


.30 


.35 


No. 57, Hitching Post C aps, Female.Eachj 

No. 58, Board Walk Flange. Each I 

No. 59, Board Walk Bracket. Each I 

No. 60, Self-Closing Gate Hinge. Per Set I 3.00 

No. 60, Self-Closing Gate Hinge, Galv.Per Set| "3775 


.35 


iM. 

32 


.45 


.55 


.60 


.70 


.75 


.35 


.45 


1.10 


.30 


.40 


.40 


3.00 


3.75 


R.H. 


R H. 
NO. 11 



NO. 51 



NO. 58 



38 


.55 


.70 


.75 


.90 


1.00 


.35 


.45 


1.30 


.30 


.35 


.40 


.50 


.50 


3.75 


5.00 


50 


.70 


.90 


1.25 


1.50 


1 . 6 ^ 

.35 


.45 


.30 


.90 


.65 


.65 


4.75 


6.50 


ADD 50 PER CENT. FOR GALVANIZED WHERE GALV. PRICES ARE NOT GIVEN 

In ordering these Fittings, describe kind wanted by number and size. 
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FLUSH JOINTS 

STAIR RAIL FITTINGS 

FOR SCHOOLS AND PUBLIC BUILDINGS 







No. 91, Stair Landing Elbow. 


No. 91, Stair Landing Elbow, Galvanized. 


No. 92, Center Rail Tee. 


No. 92, Center Rail Tee, Galvanized. 

.Each|3. 15|3.50|4.15 

No. 93, Angle Elbow.. 

.Each 12.5012.75 13.25 

No. 93, Angle Elbow, Galvanized. 

.Each 12.8013.15(3.75 


Furnished in any angle between 27 and 47 



THESE FITTINGS ARE MADE WITH AN EXTENSION 
OR CONNECTOR, OVER WHICH THE PIPE IS TIGHTLY 
DRIVEN UP TO THE FACE OF FITTINGS, FORMING A 
SMOOTH, FLUSH JOINT. 

THESE FITTINGS WILL BE FURNISHED TO ORDER 
ONLY. 

INQUIRIES AND ORDERS SHOULD SPECIFY STYLE 
NUMBER, SIZE AND ANGLE, ALSO WHETHER BLACK OR 
GALVANIZED MALLEABLE IRON OR FINISHED BRASS. 
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SLIP AND SCREW JOINT VARIABLE ANGLE 

MALLEABLE IRON STAIR RAIL FITTINGS 

ANGLE FITTINGS, VERTICAL JOINTS SCREWED 
ANGLE JOINTS DRILLED FOR RIVETS 



These Fittings may be used on any Stair Rail between and 47 
30° Fittings—for angles between 27^° and 32>^°. 

35° Fittings—for angles between 32)^° and 37>^°. 

40° Fittings—for angles between 37 3^° and 42 3^°. 

45° Fittings—for angles between 42 3^° and 47 3^°. 

When ordering, specify number and angle of fitting required. 



2 

50 

2.50 

No. 16, Angle Elbow.Each 11.10 11.25 11.70 

2.25 

No. 17, Angle Cross. Eaoh 

1.5011.7512.35 

2.75 

5^0. 18, Angle Tee. Wach 

1.3011.5012.00 

2.50 

No. 19. Single Angle Cross.E^ch 11.50 11.75 12.35 

2.75 

No- 20. Single Angle Tee.Each 11.301 i. 5012 00 

2.50 

No. 21, Angle Tee, Right Hand, Side Outlet. Each 11 85 |2 2013 00 

3.60 

No. ^2, Angle Tee, Left Rand, Side Outlet. Eachjl 85 12 2013 00 

3. 60 

No. 23, Square Post Angle Flange.Each 11 50 11 75 1 1 on 

2.25 


These Fittings take the place of Special Angle Fittings, have a better appearance and 
are stronger than the adjustable, and are time and money savers. 

The Posts are first screwed together and the rails are then fitted and riveted. 
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ADJUSTABLE RAILING FITTINGS 

MALLEABLE IRON 



NO. 70 NO. 71 NO. 72 NO. 73 



NO. 74 NO. 75 NO. 76 NO. 79 


Pipe Size. 


IK 

IK 

2 

Pipe Size. 


32 

38 

50 

No. 70, Elbow. 

.Eachll.lO 

1.25 

1.70 

2.25 

No. 71, Tee. 


1.50 

2.00 

2.50 

No. 72, Stair Tee. 


1.60 

2.15 

2.50 

No. 73, Cross. 


1.75 

2.35 

2.75 

No. 74, Stair Cross. 


1.85 

2.50 

2.75 

No. 75, Stair Landing Tee. 


1.10 

1.50 

2.15 

No. 76, Stair Landing Cross. 

.Eachll.OO 

1.20 

1.60 

2.40 

No. 79, Flange. 


1.75 

1.90 

2.50 


ADD 50 PER CENT. TO ABOVE PRICES FOR GALVANIZED RAILING FITTINGS. 


Almost any Angle required for Stair Railings may be obtained with these 
Fittings. 

All openings will be furnished tapped Right Hand. When ordered tapped 
otherwise, they will be charged 15 per cent, additional net. 


IN ORDERING, DESCRIBE KIND WANTED BY NUMBER AND SIZE 
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ALL-SLIP 

ADJUSTABLE RAILING CROSS 


MALLEABLE IRON 



NO. 78 MALLEABLE CAP 

NO. 7 SQUARE FLOOR FLANGE, THREADED 


Size. 

Size. . 

No. 77, All-Slip Cross. 

No. 77, All-Slip Cro ss, Galvanized 

No. 78, All-Slip Cap. 

No. 78, All-Slip Cap, Galvanized.. 


inches I 1 | IH \ 114 \ 2 

Millimeters I 25 | 3 2 j 38 | sF” 

.Eachl 1.25 I 1.40 | 1 fi.»i | 9. 9a 

Eachl 1.50 I 1.7n 2.10 I 2.85~ 

Eachl .40 I .45 | .50 I ^ 

.Eachl .50 I .55 | .65 | .80 


FOR PRICE OF NO. 7 SQUARE FLOOR FLANGE, SEE PAGE 143 


This All-Slip Adjustable Cross is so constructed that it will take any ancle 
between a straight line and 90 degrees. This gives an adjustable horizontal swing 
of 180 degrees, which will make possible a rail almost circular or elliptical in form 
depending upon the diameter or radius required and the number of posts used' 
It mil thus be seen that its range of application will cover almost any horizontal 
angle from an approximate circle to a square. 


The Cross will not be furnished drilled for pins unless so specified, in which 
case an extra charge is made. Orders should state the size of pin holes. 

The Malleable Cap is not threaded; it is constructed to be tightly driven into 
the pipe above the Cross. 
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BRASS STEAM FITTINGS 

IRON PIPE SIZE 
ROUGH 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



ELBOW 



TEE 


Size.Inches 1 J/g 


1 1 1 lMliy2 ) 2 ) 2H 

3 

|3H 

1 4 

Size.Millimeters! 3 

6 1 10| 13 1 

19 1 25 ) 32 ] 38 ) 50 ) 64 

76 

1 90 

1 100 

Elbows.Each 1. 12 

.15|.20| .28 1 

.40] .63) .9011.2012.0013.50 

6.00 

18.00 

110.00 

Elbows, Reducing.Each| 

.191.251 .361 

.50) .80)1.10|1.50|2.50|4.25 

7.50110.00112.50 

Elbows, 45®.Each1.16 

.20] .251 .31 ( 

.40) .63) .90)1.2012.0013.50 

6.00] 


110.00 

Elbows, Street..Eachj.25 

.271.33) .481 

.63] .85 11.5012.00)3.25) 


1 

1 

Elbows, Drop, Female . . Each | 

1.35) .45) 

.6511.05)1.5012.0013.401 

1 

t 

1 

Elbows, Side Outlet .... Each j 

1.60) .85) 

1.2011.9012.7513.6016.00110.50 

18.001 

1 

Tees.Eachj. 17 

.211.28) .40) 

.55] .85)1.2511.7012.8015.00 

8.501 

11.00jl4.00 

Tees, Reducing.Eachj 

.25] .35) .60) 

.7011.0511.5512.1013.50)6.25 

10.50114.00117.50 

Tees, Drop, Female .... Each j 

|.43) .57) 

.80(1.25) 1 ) ) 

1 


1 

Tees, 4-Way. . . Eachj 

1 ] 1-201 

1.6512.5013.7515.0018.60] 

1 


1 

Crosses.Eachj. 25 

.30).40) .55) 

.8011.25)1.8012.4014.0017.00 

12.00116.00120.00 

Crosses, Reducing . Each j 

.381.50) .70) 

1.0011.5512.2513.0015.0018.75 

15.00120.00125.00 

Bushings.Eachj 

.101.12) .15) 

.22) .35) .50] .7011.00) 1.50 

2.50 j 

3.75 

15.00 

Face Bushings. .Eachj 

.12). 15) .19] 

.27 1.44].621.87 11.25] 1.85 

3.10) 

4.75 

(6.25 

Plugs.Eachj.08 

.10).12] .15) 

.20] .30) .45] .601 .95)1.50 

2.25] 

3.75 

|5.00 

Solid Plugs.Eachj 

].18) .22] 

.30] .45) .8011.2011.9013.00 

4.50] 

7.50110.00 

Countersunk Plugs.Each j 

1 1-22) 

.301 .45) .651 .9011.40) 

1 


1 

Caps.Eachj. 10 

.13).16) .20) 

.30) .42) .60] .80)1.25] 2.50 

3.60] 

5.50 

17.00 

Lock-nuts.Eachj. 10 

.101.12) .15) 

.201.28 1.40).55 1.80] 1.75 

2.75) 

4.00 

15.00 

Reducers.Eachj 

.151.20] .28) 

.401 .60) .9011.1011.7512.75 

4.00) 

6.00 

18.00 

Couplings.Eachj .10 

.131.17) .25) 

.37] .65] .80)1.0011.6012.50 


5.25 

17.00 

Couplings, R. & L .Each j 

.17) .22) .30] 

.45) .7011.0011.3012.0013.10 

4.50] 


1 

Return Bends, Close.... Each j 

) |.70|: 

1.0011.2511.8012.5014.25] 

1 


1 

Center to Center, Close. Inches! 

1 1 1 1 

iWWWlMiWl 

1 


1 

Return Bends, Open.... Each | 

1 1.80)1 

I.10|l.4012.1513.0014.751 8.25 

11.001 


I 

Center to Center, Open. Inches j 

1 1 1^1 

2 1 2J^1 3 ) 3J^1 4 1 4H 

5 1 

1 


Y Bends.Eachj 

1 1 .75 jl.l0|1.65j2.50j3.30j5.50j 9.50 

16.00] 

(26.00 


For Brass Unions, see page 176. 


Right and Left Elbows and Right and Left Return Bends will be furnished at 
an advance of 25% over above listed prices. 

Elbows, Tees, Crosses, Bushings and reducers, reducing more than two sizes 
will be furnished at an advance of 25% over above reducing listed prices. 


sisl I I Islsls 
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BRASS STEAM FITTSNGS 

IRON PIPE SIZE 
FINISHED 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 





ELBOW 


TEE 


CROSS 


Size.Inches 1 

34 

Hiy2lMI 1 IIMII^I 2 123 ^ 

3 iSy 

4 

Size....Millimeters 1 3 

6 

10 1 13 1 19 1 25 1 32 1 38 I 50 i 64 

76 1 90 

100 

Elbows.Each |.30 

.35 

.45 1 .56 1 .7511.1011.5512.0013.00 1 5.50 

9.00(14.00 

17.50 

Elbows, Reducing.Each| 

.44 

.551 .70 1 .9511.40(1.9012.5013.75 j 6.75 

11.25(17.50 

22.00 

Elbows, 45°.. .Each|.38 

.45 

.55 1 .66 1 .85 11.2311.7012.2013.25 1 6.00 

9.751 

19.50 

Elbows, Street.Each| .47 

.52 

.63 1 .83 |1.08|1.45|2.30i3.00| 4.50 | 

1 


Elbows, Drop, Female.Each | 


.8511.05|1.40|2.00|2.80|3.60| 5.40 | 

1 


Elbows, Side Outlet.. .Each| 

|1.35|1.70|2.25|3.30|4.70|6.00| 9.00 |16.50 

27.001 


Tees.Each |.42 

.491 .63 1 .8011.0511.5012.1512.8014.20 ( 7.75 

12.75(19.50 

24.50 

Tees, Reducing . Each | 

.60| .77 |1.00|1.30|1.85|2.65|3.50| 5.25 | 9.75 

15.80(24.50 

30.50 

Tees, Drop, Female. . .Each| 

|1.13|1.37|1.80|2.55| | | ( 

1 


Tees, 4-Way. .Each| 

1 |2.05|2.7013.90|5.70|7.40|11.50| 

1 


Crosses.Each|.60|.70| .90 |1.10|1.50|2.20|3.10|4.00| 6.00 |11.00 

18.00(28.00 

35.00 

Crosses, Reducing . Each| | .88|1.1011.4011.8512.7513.8515.001 7.50 113.75 

22.50(35.00 

44.00 

Bushings.Eachl |.22| .27 | .35 [ .471 .70 il.00|1.40| 2.00 | 3.00 

4.50(6.25 

8.00 


Solid Plugs.. .EachI | | .43 

Countersunk Plugs_Each] | | 

Caps.Each|.20|.25| .31 


.50 


.651 .9011.3511.901 2.90 I 4.50 I 6.50 Il0.00 ll3.00 

.421 .551 .8011.1511.5512.251 j i | 

.40 I .551 .7711.10|1.50| 2.25 | 4.00 | 5.50 | S.OOTlOo 


Lock-nuts. .. .Each|.24|.25| .321 .40TT0 | .651 .8511.10| 1.6 0 1 3.25 | 4.75 | 6.50 i 8.00' 
Reducers.Each| |.35| -451 .56 | .7511.05|1.55|1.90| 2.751 4.75 [ 7.00 |12.00|15.50 


Couplings.Each|.24|.28| .36 

Couplings, R. & L.Each | 

Return Bends, Close.. Each| 


.46 


Center to Center, Close. In. | 

Return Bends, Open .. Each | 


,63 I .90 |1.30|1.60| 2.35 | 4.00 i 5.75 | 9.75 |12.50 

.371 .47 I .58 I .8011.15|1.65|2.10| 3.00 | 5.10 ^ - 

I I1.55|2.05|2.6513.75|4.90|7.25| 

m IHI IMI 2%| 2^ 


n ^ r 


I I r 


I1.65|2.15|2.80|4.10|5.40|7.75|14.25|20.00| 

I 1^1 2 I 21^1 3 I 31.^1 4 I 4H I 5 


Center to Center, Open. In. | j | 

Y Bends.Eachl | I |1.60|2.15|3.05|4.45i5.70i~8:50 il5'.5oi25~Ooi 141.00 

For Brass Unions, see page 176. 

Right and LeR Elbows and Right and Left Return Bends will be furnished at 
an advance of 25% over above listed prices. 

Elbows, Tees, Crosses, Bushings and Reducers, reducing more than two sizes 
will be furnished at an advance of 25% over above reducing listed prices. 
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BRASS STEAM FITTINGS 

IRON PIPE SIZE 

FINISHED AND NICKEL PLATED 
FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 


ELBOW 


TEE 


CROSS 


Size.Inches I 


Size,..Millimeters] ~3 
Elbows.Each 1.36 


Elbows, Reducing.. . Each| 


Elbows, 45°..Each|.45 


Elbows, Street.Each |. 5^ 


Elbows, Drop,Female. Each ( 


Elbows, Side Outlet.Each] 


Tees.Each | .50 


Tees, Reducing .... Each ( 

Tees, Drop, Female . Each | 


Tees, 4-Way.Eachf 


Crosses.Each j.72 


Crosses, Reducing. .Each| 


Bushings. . . .Each| 


Plugs.Each |.28 


Solid Plugs. . Each I 


Countersunk Plugs. . Each | 


Caps.Each|.23 


Lock-nuts. ■ .Each|.29 


Reducers. . . .Each| 


Couplings... .Each|.29 


Couplings, R. & L.. . Each I 


Return Bends, Close. Each | 


M I ^ I ^ I ^ I 1 UMIIKI 2 I 2^ I 3~TWT 


6 I 10 I 13 1 19 I 25 I 32 I 38 fSO | 64 | 76 " I 90 I 100 


.42 I .53 I .65 


. .8711.2511.7512.2513.35 1 6.15110.00116.00120.00 

.65 1.82 |1.10|1.60|2.1 5|2.85| 4.15 j 7.60112.50120.00125.00 
.53 1.65 1.78 |1.00|1.43|1.95|2.55| 3.65 | 6.85 |11.(X)| |22.50 


.52 


.601 .731 .95 |1.23|1.65|2.55|3.35|4.90| --f 


Tl.00|1.25|1.65|2.30|3.20|4.10i6:ro 


1 ^ r 


.58 


|1.60|2.00|2.60|3.75 |5.35|6.80|10.00|18.50l30.00l , 

• .75| .93|1.22|1.70|2.45|3.15|4.65|8.65|14.00|22.30|28':w 


.721 .9011.15| 1.50|2.10|3.00|3.95i 5.85110.90|17.50|28.00|35.00’ 


|1.33|1.62|2.15|2.95| 


|2.35|3.05|4.35|6.35|8.20|12.50| |-j -j- 

.84|1.0 5|1.30|1.75|2.50|3.50|4.50i6.70 |12.3n|‘20.nn|32 nn|4nm 
' .05|1.30|1.65|2.15|3.15|4.35|5.70|8 .30|15.40|25.00|40.00|50.00 
'‘"' .42|.55|.82|1.15|1.65|2.35|3.50|5.15|7. 10|9.00 

^ I .67 I .90 |1.2 0|1.55| 2.30 13.501 4.90 I 7.101 9.00 
' .77 |1.05|1.55|2.15| 3.25 | 5.00 | 7.15 110.85114'!00 


.26 


.37 


.321 

.451 

.51 


.591 


.29 I .36 


[.49 I .631 .92 |1.30|1.75| 2.551 


.301 .39 


.47 

.481 


.421 


^6^.89 |1.25|1.75| 2.601 4.50 
.601 .77 11.0011.301 1.85 I 3?^ 


6.15 

5.40 


8.85 111.00 
7.351 9.00 


,33 


.44 


■53 I ,651 .87 11.2011.7512.15 13.10 I 5.40 I 8.00114.00118 m 
.421 .53 I .7211.0011.4511.801 2.60 | 4.50 | 6.50 |11.25|14^ 


Center to Center, Clos e In. | | ( 

Return Bends, Open. Each | | | 


Center to Center, Open In. | | 

Y Bends.Each] \~ 


■55 I .67 I .92 11.3011 .8512.351 3.35 I 5.75 1 8 .50 I 
|1.85|2.40|3.10|4 .40|5.70| 8.251 1 f 

~ I 1 I m m iH\ 2 K\ 2 y. I—i—r 

11.9512.50 13.2514.7516.2018.75116.25193 ool 
J 2 1 2y,i 3 1 3 1^1 4 1 4m-rT 
Tr90|2.50|3.50|5.10|6.50| 9.50 I17..50I2S OOl 


I 


146.00 


Wif beTralS 
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STANDARD 

CAST IRON AND MALLEABLE IRON 

SCREWED FITTINGS 


MERITS OF STANDARD SCREWED FITTINGS 

^ The universal satisfaction expressed by all of our customers in the design, 
utility, strength and general appearance of our Standard Screwed Fittings fully 
justifies the statement that they have attained the highest degree of excellence. 

In general design our Reducing Fittings are in direct proportion with the 
straight sizes, thus harmonizing the fittings in any combination of piping. 

All fittings are chamfered, permitting an easy entrance of the pipe, and are 
uniformly threaded to the American Standard for Pipe Threads, which steam fitters 
will appreciate. 

These fittings are well proportioned, of good weight and suitable for the steam 
working pressures for which they are recommended. 


j LARGELY INCREASED VARIETY OF SIZES 

, We believe that the largely increased variety of straight and reducing sizes 
I tabulated on pages 261-282 will be found sufficient to fully meet the requirements 
■ of the trade. 

I To avoid making fittings to order we recommend the use of bushings. 

Where it is necessary to have special fittings made, without the use of bushings, 
we will, upon receipt of specifications, name prices, which, unless quantities are 
large, will be very high. 


GALVANIZED FITTINGS 

Such fittings as are listed on pages 261-282, and marked with an * are carried 
in stock galvanized. Other sizes will be made to order only. 


TESTED FITTINGS 

Fittings tested to 200 pounds air pressure or 250 pounds water pressure will be 
made to order. Prices according to quantity wanted. Always state whether 
these fittings are to be used for steam, water, gas or air. 
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STANDARD CAST IRON 


FLAT BAND SCREWED FITTINGS 


FOR STEAM WORKING 
FOR WATER WORKING 


PRESSURES UP 
PRESSURES UP 


TO 125 POUNDS 
TO 175 POUNDS 


We have, at various times, taken these fittings at random out of stock and 
subjected them to hydraulic pressures of 1,000 to 2,500 pounds, according to size 
before breaking them. It is evident from these tests that we are supplying fittings 
with a very large factor of safety. But we do not recommend them for more than 
125 poimds steam working pressure. It is not only a question of the fittings stand¬ 
ing a higher pressure, but also the strain of expansion, contraction, weight of piping, 
settling and water hammer; there is also a possibility that they will not run uni’- 
form. 

When fittings are wanted for a higher steam working pressure than 125 pounds 
we recommend our Extra Heavy Fittings. , ' * 


STANDARD MALLEABLE IRON 

FLAT BAND SCREWED FITTINGS 

FOR STEAM WORKING PRESSURES UP TO 150 POUNDS 

We have at various times subjected these fittings to hydraulic pressures of 
2,000 to 4,000 pounds, without bursting them. See illustration of twisted test 
bar, page 2. 

It would seem that fittings which stand this test should be perfectly safe for 
2^ pounds steam working pressure. If proper care is exercised in using them, they 
will undoubtedly answer every purpose for pressures up to 500 pounds, but as all 
fittings are subjected to strain due to expansion, contraction or the making up 
of joints, we do not recommend them for more than 150 pounds working pressure. 

As goods made especially for extra heavy pressures are so very cheap, it is 
false economy to use Standard fittings for Extra Heavy work. 


STANDARD MALLEABLE IRON 

PLAIN PATTERN SCREWED FITTINGS 

Plain pattern fittings are generally used for low pressure gas and water, house 
plumbing and railing work. 

Plain fittings are dipped unless otherwise ordered. 

AIR BRAKE FITTINGS 

We carry in stock specially tested Malleable Fittings for air brake use. Full 
information on request. 
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STEAM AND GAS FITTINGS 

ELBOWS 
CAST IRON 

STRAIGHT 


.Inches 





1 



2 

2H 

3 

Size.Millimeters 

6 

10 

13 

19 

25 

32 

38 

50 

64 

76 

Price, R. H.Each 

.05 

.05 

.06 

.08 

.103^ 

.16 

.20 

.28 

.50 

.75 

Price, R. and L. . Each 

.06 

.06 

.07 

.09 

.12 

.18 

.23 

.32 

.60 

.85 

Price, R.H.,Galv.Each 

.10 

.10 

.12 

.16 

.21 

.32 

.40 

.56 

1.00 

1.50' 

Price, Pitched... .Each 



.08 

.10 

.13 

.20 

.25 

.35 

.65 

1.00 

Size.Inches 


4 


5 

6 

7 

8 

9 

10 

12 

Size.Millimeters 

90 

100 

113 

125 

150 

175 

200 

225 

250 

r 300 

Price, R. H.Each 

TMl 

1.20 

1.75 

2.00 

2.75 

4.70 

6.75 

9.00 

13.50 

20.00 

Price, R.H.,Galv.Each 

■OS] 

2.40 

3.50 

4.00 

5.50 

9.40 

13.50 

18.00 

27.00140.00 

rrice, Pitched.... Each 11.301 

1.50 




( 

1 1 




REDUCING ELBOWS 

CAST IRON 


Size.Inches 1 ^ 


% 

1 

IM 

13^ 

2 

23^ 

3 


Size.Millimeters 1 10 

13 

19 

25 

32 

38 

50 

64 

76 

90 

Price. .Eachl .06 

.07 

.09 

.12 

.18 

.23 

.32 

.60 

.85 

1.20 

Price, Galv.Eachj 

.14 

.18 

.24 

.36 

.46 

.64 

1.20 

1.70 

2.40 

Price, Pitched... .Each| 


.10 

.13 

.20 

.25 

.35 

.65 

1.00 

1.30 

Size.Inches 1 4 

4M 

5 

6 

7 

8 

9 

10 

12 


Size.Millimeters! 100 

113 

125 

150 

175 

200 

225 

250 

300 


Price.Each! 1.40 

2.00 

2.30 

3.15 

5.40 

7.75 

10.501 

15.50 

23.00 


Price, Galv.Each 12.80 

4.00 

4.60 

6.30 

10.80 

15.50 

2r:TOi 

31.00 

46.00 





45° ELBOWS 

CAST IRON 

We can make to order, 30° or any other special degree fittings, 


Size.Inches 


H 



1 

IM 

13^ 

2 

21^ 

3 

Size.Millimeters 

6 

10 

13 

19 

25 

32 

38 

50 

64 

76 

Price.Each 

.06 

.06 

.07 

.10 

.12 

.19 

.24 

.34 

.60 

.90 

Price, Galv.Each 

.12 

.12 

.14 

.20 

.24 

.38 

.48 

.68 

1.20 

1.80 

Size.Inches 


4 

iVi 

5 

6 

7 

8 

9 

10 1 12 

Size.Millimeters 

90 

100 

113 

125 

150 

175 

200 

225 

r250 1 300 

Price.Each 

1.25 

1.45| 

"2720 

2.50 

3.45 

[5.90 

78.50 

11.25 

17.00125.00 

Price, Galv.Each 

2.50 

2.90 

'4.40 

5.00 

6.90 

11.80 

17.00 

22.50 

34.00150.00 


60° AND 22^° CAST IRON ELBOWS 


Size.Inches 

Size.Millimeters 


Price, 60° or 22^°. Each 




13 


.25 


19 


.30 


25 


.35 


IM 


32 


.45 




38 


.50 


2 I 2m 3 


50 I 64 I 76 


760 [1.1011.65 


100 


2.75 


125 


5.00 


150 


7.00 
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F ^ 

c ■ 


TEES 

CAST IRON 
STRAIGHT 


Size.Inches 

^ \ \ H \ H \ 1 1 1 1 2 1 21^ 1 3 

Size.Millimeters 

6 1 10 1 13 1 19 1 25 1 32 1 38 1 50 1 64 1 7fi 

Price.Each 

.08 1 .08 1 .09 1 .12 1 .15 1 .23 | .29 | .41 I 73 1 1 10 

Price, Galv.Each 

.16 1 .16 1 .18 1 .24 1 .30 1 .46 | .58 1 .82 | 1.46 | 2 20' 

Size.Inches 

31^1 4 1 4m 5 1 6 1 7 1 8 1 9 1 10 1 12 

Size.Millimeters 

00 1 100 1 113 1 12.5 1 150 1 175 1 200 1 225 | 9M I .^nn 

Price.Each 

l.t)U|1.75|2.55|3.0014.001 6.80 | 9.75 |13.00|19 50|29 00 

Price, Galv.Each 

3.00|3.50|5.10|6.0018.00113.60119.50126.00139 00158 00 



REDUCING TEES 

CAST IRON 


Size. Inches 1 ^ 


% 1 1 1 IM 1 IH 1 2 

21^ 1 3 \ s;4 

Size.Millimeters 1 10 

13 

19 1 25 1 32 1 38 1 50 

64 1 76 1 90 

Price.Eachl .09 

.10 

•14 1 .17 1 .27 1 .,33 1 .47' 

•i*i 1 1.25 1 1.75 

Price, Galv.Each| .18 

.20 

•28 1 .34 1 .54 1 .66 | .94 ' 

”1.66 1 2.50 1 3.50 

Size.Inches 1 4 


5 1 6 1 7 1 8 1 9 

10 1 12 1 

Size.Millimeters 1 100 

113 

"125 1 150 1 175 1 200 | 225“ 

250 1 300 1 

Prinfi TT'.o/tViIO nn 

2.95 

Q Kn 1 A an I on i i . »—— 


o.50|4.60| 7.80 |11.25|15.00 

22.50133.501 

rrice, tiaiv.li:ach|4.00|5.90 

7.0019.20|15.60122.50130.00 

45.00167.001 


See page 262 for sizes of Reducing Tees carried in stock. 



is •'''«• 

rod?“® ^“Sineers believe that the lodgment of water causes the pipe to cor- 

Inquiries and orders for Eccentric Tees should be accompanied bv a sketch 
showing the exact position in which the fitting is to be placed ^ 


PRICES ON APPLICATION 
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CROSSES 

CAST IRON 
STRAIGHT 


Size.Inches 

34 


1 

IM 


2 

^2 

3 

334 

Size.Millimeters 

13 

19 

25 

32 

38 

50 

64 

76 

90 

Price.Each 

.16 

.22 

.27 

.42 

.53 

.75 

1.30 

2.00 

2.70 

Price, Galvanized. . .Each 

.32 

.44 

.54 

.84 

ri.o6 

1.50 

2.60 

r4.oo 

5.40 

Size.Inches 

4 


5 

6 

7 

8 

9 

10 

12 

Size.Millimeters 

100 

113 

125 

150 

175 

200 

225 

250 

300 

Price.Each 

3.15 

4.60 

5.50 

7.25 

12.25 

17.50 

23.50 

'35.00 

52.50 

trice, Galvanized. . .Each 

6.30 

9.20 

ii.oo 

14.50 

24.50 

35.00 

47.00 

70.00 

105.00 


REDUCING CROSSES 

CAST IRON 



Size. 



M 

1 

IK 

IK 

2 

2K 

3 

334 

Size.... 

... .Millimeters 

13 

19 

25 

32 

38 

50 

64 

76 

90 

Price. .. 


.18 

.25 

.30 

.46 

.60 

.83 

1.45 

2.20 

3.00 

rrice, ualvamzed.li,ach 

r .36 

.50 

.60 

.92 

1.20 

1.66 

[ 2.90 

4.40 

r 6.00 

Size. 

.Inches 

4 


5 

6 

7 

8 1 

9 

10 

12 

Size. 

.. .Millimeters 

100 

113 

125 

150 

175 

200 1 

225 

250 

300 

Price. .. 


3.50 

5.10 

6.00 

8.00 

13.50 

19.251 

26.00 

38.50 

[58.00 

rrice. Galvanized.Each 

7.00 

10.20 

12.00 

16.00 

27.00 

38.50152.00 

77.00 

116.00 


See page 265 for list of Reducing Crosses carried in stock. 



REDUCERS 

CAST IRON 


P 


Size.Inches 

4K 

5 

6 

7 

1 8 

9 

10 

12 

Size.Millimeters 

113 

125 

150 

175 1 

1 200 

225 

250 

300 

Price.Each 

1.85 

2.00 

2.70 

5.35 

6.75 

r8.35 

lo.oo 

15.00 

Price, Galvanized.Each 

3.70 

4.00 

5.40 

rio.7o 

13.50 

16.70 

20.00 

fso.oo 


ECCENTRIC REDUCERS 

CAST IRON 


Size... 


IK 

2 

2K' 

3 

3K 

4 

4K 

5 

6 1 7 

8 

Size.., 

IMillimeters 1 32 

38 

50 

64 

76 

90 

100 

113 

125 

150 1 175 

200 

Price. 


.72 

1.00 

1.50 

2.40 

3.00 

4.00 

5.00 

6.00 

r 8.00|9.00 

11.00 
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CAPS 

CAST IRON 


Size. 


4 


5 

6 

7 

8 

9 

10 

12" 

Size. 

... .Millimeters 

100 

113 

125 

150 

175 

200 

225 

\ 250 

300 

Price.... 


.87 

1.05 

1.20 

1.55 

2.50 

2.85 

4.75 

5.50 

7.00' 

Price, (jralvamzed. .ii<ach 

1.74 

2.10 

2.40 

3.10 

5.00 

5.70 

9.50 

11.00 

14.00 



Y BENDS 

(LATERAL) 

CAST IRON 


Size.Inches 


% 

1 

IM 


2 

2^^ 

3 


Size.Millimeters 

13 

19 

25 

32 

38 

50 

64 

76 

— 

90 

Price.Each 

.20 

.28 

.34 

.54 

r.66 

.94 

1.66 

2.50 

3.50 

Price, Galvanized. .Each 

.40 

.56 

.68 

ri.o8 

1.32 

1.88 

3.32 

5.00 

7.00 

Size.Inches 

4 

43^ 

5 

6 

7 

8 

10 

12 


Size.Millimeters 

100 

113 

125 

150 

f 175 

200 

250 

300 

— 

Price.Each 

4.00 

5.90 

7.00 

9.20 

15.60 

22.50 

45.00 

67.00 1 

Price, Galvanized. .Each 

8.00 

11.80 

14.00 

18.40 

3i.20 

45.00 

90.00 

134.001 


LOCK NUTS 

CAST IRON 


Size.Inches 

2>i 

3 

3y2 

4 

43^ 

5 

Size.Millimeters 

Price. Each 

64 

97 

76 

90 

r 100 

rii3 

125' 

Price, Galvanized. Each 

Size. Inchp^ 

.54 

A 

.68 

7 

. 4/ 

n94 

o 

.64 

1.28 

.85 

[1.70 

r.9o 

1.80 

Size. .Alillimeters 

Price.Each 

U 

150 

1.30 

175 

1.70 

O 

200 

2.35 

9 

225 

2.70 

10 

r250 

3.00 

12 ' 
300 

4 on 

Price, Galvanized. Each 

The Threads of our Hexagon Lock Nut 
Standard, adopted by the Committee of Ma 

2.60 

-s conf 

nufacti 

3.40 

orm t< 
urers, 

4.70 

0 the 
March 

5.40 

Ameri 
16, 1£ 

6.00 

can E 
)15. 

8.00" 

Iriggs 


RUN 



MEDIUM SWEEP 

REDUCING DOUBLE 
BRANCH ELBOWS 

NO. 7. CAST IRON. 


^^ze.Inches 

Size.Millimeters 

IxlxlK IlMxlKxlJ^ 

25x25x32 | 32x32x38 

13^x13/^x2 

38x38x50 

2x2x2 

50x50x38 


■ 75 1 1.05 

Oo 


‘^ize.Inches 

SJi AiT-ll* j 

2/^x2J^x 3 I 3x3x4 

4x4x5 

5x5x6 

^ize Millimeters 

Price.Each 

r 64x64x76 | 76x76x100 

4 9^ 1 A Kfk 

100x100x125 

125x125x150 

In describing Medium Reduci 

then the Inlet. 

I o.oU 

ng Double Branch Elbows 

12.00 

3, the Run is J 

16.50 

first named, 
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BUSHINGS 

CAST IRON 

REDUCING TWO OR MORE SIZES, UP TO 2 1-2 INCH, INCLUSIVE 
REDUCING ONE OR MORE SIZES, 3 INCH AND UP 


Size.Inches 



Vi 

1 

IM 


2 


3 

^2 

»^ize.Millimeters 

10 

13 

19 

25 

32 

38 

50 

64 

76 

90 

Price.Each 

.04 

.04 

.05 

.06 

.07 

.09 

.14 

.21 

.30 

.40 

Price, Galvanized.Each 

.08 

.08 

.10 

.12 

.14 

.18 

.28 

.42 

.60 

.80 

^ize.Inches 

4 


5 

6 

7 

8 

9 

10 

12 


^ize.Millimeters 

100 

113 

125 

150 

175 

200 

225 

250 

300 


i’rice.Each 

.50 

.75 

.93 

1.25 

1.87 

2.75 

3.25 

3.75 

5.00 


Price, Galvanized.Each 

1.00 

1.50 

1.85 

2.50 

3.75 

5.50 

6.50 

7.50 

10.00 



ECCENTRIC BUSHINGS 



Size. 


IM 


2 

2}^ 

3 

^y2 

4 

4^ 

Size . 

.Millimeters 

32 

38 

50 

64 

76 

90 

100 

113 

Price. 

.Each 

.22 

.25- 

.27 

.42 

.60 

.80 

1.00 

1.50 

Size.. 

.Inches 

5 

6 

7 

8 

9 

10 

12 


Size. 

.Millimeters 

125 

150 

175 

200 

225 

250 

300 


Price. 


1.85 

2.50 

3.75 

5.50 

6.50 

7.50 

10.00 




SQUARE HEAD 


PLUGS 

CAST IRON 
SQUARE HEAD 



COUNTERSUNK 


Size.Inches 

3^ 





1 

04 

1/^ 

2 

23^ 

3 

Size.Millimeters 

3 

6 

10 

13 

19 

25 

32 

38 

50 

64 

76 

Price.Each 

.02 

.02 

.02 

.02 

.03 

.04 

.05 

.07 

.10 

.18 

.25 

Price, Galvanized.. Each 


.04 

.04 

.04 

.06 

.08 

.10 

.14 

.20 

.36 

.50 

Price, Tapped for Air Cock ■ . Each 





.12 

.15 

.20 

.25 

.30 



Price, L. H. Plugs.. .Each 




.04 

.06 

.08 

.09 

.11 

.15 



Price, Solid Plugs.. Each 


04 

04 

.04 

.06 

.08 

.09 

.11 

.15 

.27 

.38 

Size.Inches 


4 

43^ 

5 

6 

7 

8 

9 

10 

12 


Size.Millimeters 

90 

100 

113 

125 

150 

175 

200 

225 

250 

300 


Price.Each 

.38 

.42 

.65 

.88 

1.20 

1.85 

2.75 

3.25 

3.75 

5.00 


Price, Galvanized.. Each 

.76 

.84 

1.30 

1.75 

2.40 

3.70 

5.50 

6.50 

7.50 

10.00 


Price, Solid Plugs.. Each 

.57 

.63 

1.00 

1.35 

1.80 








COUNTERSUNK 


Size.Inches 

3-^ 

3^ 

V. 

1 1 04 

OA 

2 

Size.Millimeters 

10 

13 

19 

f 25 1 32 

38 

50 

Price... .Each 

.04 

.04 

.06 

r 08 1 .09 

.11 

.15 

Size.Inches 

23^ 

3 

33^ 

4 1 5 

6 


Size.Millimeters 

64 

76 

90 

100 1 125 

150 


Price.Each 

.30 

.40 

.92 

1.10 1 2.00 

3.50 
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RETURN BENDS 

CAST IRON 


OPEN 




return bends, close pattern 

CAST IRON 


. .Inches 1 ^ \ H \ 1 

.Millimeters 1 13 1 19 I 2.5 

t^riCG RlP'llt T-TfinH XT' il~1 TrT'T— 7^ —r“-* 

1M| VAl 2 \ 2^\ 3 
32 1 38 1 50 1 64 1 76 

4 

100 

X lice, rvignt liana.Lachl .18 | .20 | 22 

.28 1 .40 1 .57 |1.2011.70 

5.00 

1 rice, itignt ana Lett.Each| .21 | .23 | 26 

Price, Left Hand.Each] .21 | .23 | 2C' 

.33 1 .46 1 .66 11.4011.95 

5.25 

Price, Right Hand, Galv... .Each! .36 1 40 1 44 

.oo I .40 I .00 j 1.4011.95 

.56 1 .80 11.1412.4013.40 

5.25 

10 Oft 

Center to Center. .. . .Inchesl'lJ^I H4\ 

2MI 2>^| 3^1 3Ji| 4}^| 6 


^ ^ - uuiis, as tne aistance 

center to center, of two adjacent bends is greater than the center to center of open- 
ings or a single bend. ^ 


RETURN BENDS, CLOSE PATTERN, PITCHED 
CAST IRON 

SUITABLE FOR COILS AS PER TABLE BELOW 


.Inches 1 1 | 1 

1 1 1 1 1 1 IM 1 1^ 1 Ihf 

Siz«.Millimeters 1 25 | 25 

25 1 25 1 25 1 32 1 '32 1 .^2 

Length of ripe in Coil.Feet 1 3 | 4 

5|6|8|4|5l6' 

Price, Right Hand.Each I .26 | 26 

.26 1 .26 1 ,26 1 .33 | .33 I .33 


n • T. . xjcuus are maae to oraer. 

P."tcrA f "r tWed straight. 

Pitched Return Bends have length of coils marked on them. 

RETURN BENDS, OPEN PATTERN 

CAST IRON 


W2 


64 I 76 I 100 


1.35 I 2.20 I 6.50 


. Inches I % \ \ | 1^ I I 2~ 

.Millimeters I 19 I 2.5 I I aa 1 »:n 

f rice, Right Hand.Ea ch| ~26 | ^30 j ^0 I 755 I Sfr" 

Price, Right and Left.Eachj .30 | .35 | .46 j .64 1 9^ 

Price, Right Hand, Ualv .Each |_^52_L.60 | .80 | 1.10 | 1.60 | 2.70 | 4.40 |10 00 
^nter to Center .In ches| I'/s \ 2% \ 3 | 3^ | 41^ | I 7hf 

REQUEST CENTERS. INFORMATION ON 


1.55 I 2.50 




















































































































CRANE 


161 



Size. 


1 1 

1 

1 

1 


IM 

IVa 

Size. 

.Millimeters | 

1 25 

25 

25 

25 

25 

32 

32 

32 

Price. 


.45 

.50 

.60 

.75 

1.00 

1.00 

1.25 


Price, Galvanized. 

.Each 

.80 

.90 

1.10 

1.30 

1.60 

1.75 

2.00 


Center to Center.. 

.Inches 

3 

4 

5 

6 

8 

4 

6 

8 

Size. 


1^ 


iy2 

2 

2 

2 

2 

4 

Size. 

Millimeters 

38 

38 

38 

50 

50 

50 

50 

100 

Price. 


1.30 

1.60 

2.00 

1.75 

2.00 

3.00 

3.50 

7.50 

!Price, Galvanized. 

.Each 

2.30 

2.60 

3.25 

3.00 

3.25 

4.50 

5.00 

11.00 

Center to Center.. 



6 

8 


6 

7 

8 

11 


WITH UNION ENDS 


Size. 


IK 

2 

Size. 

.Millimeters 

32 

50 

Price. 


1.60 

3.00 

Center to Center. 


4^ 

6 


RETURN BENDS 


CAST IRON 

SPECIAL PATTERNS: MADE TO ORDER ONLY 


Size. 


1 

1 1 1 

2 

2 


Size. 


25 1 

25 1 

50 

50 

64 

Center to Center. 


4?<6 1 

4M I 2Vs 

3 




RETURN BENDS 

BACK OUTLET 

CAST IRON 


Size. 



1 

m 


2 

2J^ 

3 

Size. 


19 

25 

32 

38 

50 

64 

76 

Price, Right Hand. 

.Each 

.38 

.42 

.60 

.80 

1.15 

2.00 

3.00 

Price, Right and Left... 

.Each 

.42 

.48 

.70 

.95 

1.30 

2.30 

3.50 

Price, Right Hand, Galvanized.Each 

.76 

.84 

1.20 

1.60 

2.30 

4.00 

6.00 

Center to Center. 

.Inches 

1% 


2M 

2J^ 

3M 

3M 

4^ 


RETURN BENDS, BACK OUTLET 


CAST IRON 

SPECIAL PATTERNS: MADE TO ORDER ONLY 


Size. 


1 

1 

I'A 

2 

Size. 


25 

1 32 

38 

50 

Center Center. 


4 

1 314 

4 

4 

Size, Back Outlet. 



1 m 

1}^ 



The back outlet of Right and Left Return Bends is always tapped right hand. 


L 
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LONG SWEEP FITTINGS 

CAST IRON 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 
FOR WATER WORKING PRESSURES UP TO 150 POUNDS 



NO. 2 

DOUBLE BRANCH 
ELBOW 





Size. 


. Inches 


No. 1 Elbows.Ea ch 

No. 1 Elbows, Reducing.E ach 

No. 2 Double Branch Elbows. EacI 

No. 2 DoubleBranchElbows,Reducing.. 


No. 5 Tees..Each 


No. 5 Tees, Reducing.Each 


No. 3 Tees.. Each 

No. 3 Tees, Reducing.Each 


No. 4 Crosses. ...Each 


No. 4 Crosses, Reducing.... . Each 


. Inches I 4J^ 

No. 1 Elbows.Each! 5.50 

No. 1 Elbows.R educing .. . .Eachj 8.25 


No. 2 Double Branch Elbows . Each 111.00 


No. 2 Dbl.BranchElb..Reducing .Each [16.50 


HI 1 


.26|.32 


.401.48 


1.64 


1.96 


1.64 


1.96 


1.48 


1.72 


.85 


IK 


.40 


.60 


.80 


1.20 


.80 


1.20 


.60 


.90 


1.10 


1^1 2 I2KI 3 I 


.551 .80 


.8311.20 


1.10|1.60 


1.65|2.40 


1.10|1.60 


1.65|2.40 


.82|1.20 


1.23|1.80 


1.5012.15 


|1.65|2.2513.23 


1.20|2.25 


1.8013.38 


2.40|4.50 


3.60|6.75 


2.40|4.50 


3.60|6.75 


1.8013.40 


2.70|5.10 


3.20|6.00 


4.80|9.00 


3.25 


4.88 


6.50 


9.75 


6.50 


9.75 


4.90 


7.35 


8.75 


13.13 


3.50 


5.25 


7. 


10 . 


7. 


10.50 


5.25 


7.88 


9.50 


14.25 


6.50| 8.75 


9.75|13.13 


13.00|17.50 


19.50126.25 


8 


9 


10 


13.00117.001 25.501 30.00 


19.50|25.50| 38.251 45.00 
26.00|34.00 | 51.001 60.00' 


39.00151.001 76.501 90.00 


12 


40.00 


60.00 


80.00 


120.00 


No. 5 Tees.Eachlll.OO 


No. 5 Tees,Reducing. . .Each116.50 

No. 3 Tees.Each| 8.^ 


13.00|17.50 


19.50126.25 


26.00134.00| 51.001 60.00 


No. 3 Teea. Reducing .Each 112.58 


9.75|13.25 


39.00151.001 76.501 90.00 


80.00 


No. 4 Crosses.Each] 

No. 4 Crosses. Reducing. . . .Each[ 


14.63|19.88 


19.50125.50| 38.001 45.00 

29.25|38.25| 57.001 67.50 


120.00 


60.00 


17.50|24.00|35.00145.001 68.001 80.00 


90.00 


26.25|36.00|52.50167.501102.00I120’00 


107.00 


160.50 


Furnished Galvanized at double above list 

Pnl- Ends, information on request, 

ror List of Sizes, see pages 269-271. ^ 

For Sprinkler Fittings for Fire Protection Service, information on request. 


SI SI SI 
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BRANCH TEES 


BRANCHES R. H. 



NO. 2* OUTLET OPEN R. H. 


BRANCHES L. H. 



INLET OPEN R. H. 
NO. 3+ 


The run and back opening of Branch Tees are tapped the same size as branches, 
unless otherwise ordered. 


No. of 
Branches 

1 In. Branch Tees 1 In. Branch Tees 

25 M. Branch Tees 1 32 M. Branch Tees 

In. Branch Tees 1 2 In. Branch Tees 

38 M. Branch Tees | 50 M. Branch Tees 

2^ In. Center to I 3 In. Center to 

Center 1 Center 

In. Center to I In. Center to 

Center I Center 

1 in. or l^in. 
IH in. Run 
Run 

2 in. IJ^in. 
Run or 

in. Run 

2 in. 
Run 

2^in. 

Run 

iHin. 
or 2 in. 
Run 

2Hin. 

Run 

3 in. 2 in. 2}4in. SJ^in. 

Run Run or 3 in. Run 

Run 

2 

.90 1 1.00 

1.15 1 1.30 



2.10 


1 4.10 1 1 

3 

1.05 1 1.15 

1.35 1 1.65 

1.90 

2.40 

2.70 

3.45 

3.80 1 5.25 1 5.75 | 6.25 

4 

1.15 1 1.30 

1.60 1 2.00 

2.40 

2.85 

3.35 

4.15 

4.60 1 6.40 1 7.00 j 7.75 

5 

1.35 1 1.45 

1.85 1 2.40 

2.90 

3.55 

4.00 

5.00 

5.50 1 7.65 i 8.50 | 9.25 

6 1 1.60 1 1.75 

2.10 1 2.80 

3.30 

3.95 

4.65 

5.75 

6.25 I 8.80 1 9.75 [10.75 

7 1 1.90 1 2.20 

2.45 1 3.20 

3.90 

4.20 

5.25 

6.50 

7.25 110.60111.75113.00 

8 1 2.20 1 2.45 

2.75 1 3.60 

4.50 

4.95 1 

5.85 

7.00 

7.75 [11.50112.75114.00 

9 1 2.65 1 2.90 

3.40 1 4.30 

5.25 

6.15 1 

6.50 

8.25 

9.00 [12.25113.50115.00 

10 1 1 3.30 

4.00 1 4.80 

5.85 

6.85 1 

7.60 

9.25 

10.00il3.50[15.00|16.50 

11 1 1 4.50 

4.80 1 5.00 

6.25 

7.25 I 

8.00 

9.75 

10.75[ 1 [ 

12 1 1 4.75 

5.10 1 5.25 

6.50 

7.65 1 

8.50 

10.50 

ll.SOl [ [ 

13 1 1 5.50 

6.00 I 6.00 

7.00 

8.25 1 



1 [ 1 

14 1 1 7.00 

7.25 I 6.75 

7.75 

9.00 1 



i 1 1 

15 1 1 7.50 

7.75 1 7.50 

8.50 

9.75 1 


1 1 1 1 

16 1 1 8.00 

8.25 1 8.50 

9.50 

10.751 


1 1 1 1 


BACK OR SIDE OUTLETS CHARGED AS ADDITIONAL FRONT OUTLETS 


*Nos. 1 and 2 Branch Tees with branches tapped left hand, and No. 3 Branch 
Tees with branches tapped right hand, can be furnished at the regular prices. 

1 inch Branch Tees, 1 inch or inch run, are 1?^ inches inside diameter. 1 
inch Branch Tees, inch or 2 inch run, are 2}4 inches inside diameter. 

inch Branch Tees are all 2}/^ inches inside diameter, 
inch Branch Tees are all 2% inches inside diameter. 

2 inch Branch Tees are all inches inside diameter. 

Always order Branch Tees by size and number. 
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EXTRA HEAVY 

CAST IRON FITTINGS 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 



THESE FITTINGS ARE TESTED 
TO HYDRAULIC PRESSURES 
CORRESPONDING TO 
THE ABOVE WORK¬ 
ING PRESSURE 


ELBOW 



TEE 



CROSS 


Size.Inches I 

Size.M illimeters I 13 

Elbows.Each 


I M I 1 I IM I I 2 
' 19 I 25 I 32 I 38 


50 


Elbows, Reducing. .Each| 

45° Elbows.Each 


I -251 .301 .351 .451 .60| .75 


401 .451^.551 ,75 1 .95 


Tees. 


I -351 .40| .441 .551 .701 


,90 


Tees, Reducing.Each | 

Crosses. Each 

Y Ben ds.Each 

Plugs 


Each) .401 .451 .55| .701 .901 1 


■60| ,701 .901 1.151 1.40 


m 


64 I 76 


3^ 


1.251 2.00| 


90 

2.75 


.55( 2.50| 

T50i 2.501 3.50 


1 80| 3.001 4.25 
^51 3.751 5.30 



.901 1.20| 1 501 2.501 4.001 .5 .sn 
1.35| 1.801 2.251 3.75 1 6.001 
•091 ^TTl -151 .27| IsT 


.^-501 4.251 5.501 8.00 112 

Elbows, Reducing. .Each I 4.401 i c om - i— - i - 1— ^ 


45' 


6.80| 


J I 


.4.501 5.501 6.751 9.75114.50121 ()0l.34 nnUTl^Tr 

.^ 50| 6.751 8.25112.00118.00125.00142.00160 onf 


. .Eachl ti.» 0 | 3.50110.25115.0012 2 50|31 nnT^TTioT^ 

TTlQ/ifTl T rvA I o cn 1 1 1 i ^ .—— . . , • ____■ 


001 


Tees, Reducing 

.^ 0 0110 ooi^4.oo'|34.wise.w'lso^ 

— .Eachlll.OOl i [24.00136.00150 001 --^ 

Plugs.Eachl :63' ---'—^—' 


1.001 1.351 1.801 


J I 


GALVANIZED EXTRA HEAVY FITTINGS DOUBLE ABOVE LIST 

fric™:. ” *'“"*• " thereby reducing 

s4iTd\rerr.±b‘f..“" ''“■«» •to™ « i-oh; for large, 

oarJlS hi 3te°d, «tillTSfihfn,TSdir"b“°h'tyii“ ?•*« Should 

renuired .bo, .„d .i,( •» 




















































































































CRANE 


165 



BANDEIX STRAIGHT 


ELBOWS 


MALLEABLE IRON 


STRAIGHT AND REDUCING 


.Inches 1 

.Millimeters 1 3 

6 

1 ^ 

10 

13 

19 

1 

25 

IM 

32 

38 

rnce, li, ti .Each 

.06 

.07 

.08 

.10 

.15 

.22 

.25 

.35 

Price, R. andL.Each 


.09 

.11 

.13 

.17 

.25 

.30 

.40 

Price, Galv., R. H.Each 

.08 

.09 

.11 

.14 

.20 

.32 

.40 

.60 

Price, E,. and L., Galv... .Each 


.12 

.16 

.17 

.23 

.35 

.45 

.65 

Size.Inches 

2 


3 


4 


5 

6 

Size.Millimeters 

50 1 

64 

76 

90 

100 

113 

125 

150 

Price, R. PI.Each 

.50 1 

.90 

1.50 

2.25 

3.00 

3.50 

4.00 

6.50 

Price, R. &L.Each 

.65 1 




1 



Price, Galv., R. II.Each 

.90 1 1.50 

2.60 1 3.75 1 5.00 I 

6.50 1 

10.00 

Price, R. and L., Galv... .Each 

1.00 1 

^ ^ i i ^ 



45 ° ELBOWS 


MALLEABLE IRON 


BANDED 



1 

IM 


2 


25 

32 

38 

50 

.Each] .08 | .10 | .12 1 .18 

.26 

.36 

.54 

.82 

Price, Galvanized...Each| .12 | .15 | W 

.40 

.50 

.85 

1.35 



5 

6 


Size.Millimeters 1 64 | 76 | 90 | 100 

113 

125 

150 


Price.Each] 1.25 | 2.50 1 3.25 1 4.50' 

5.25 

6.00 

7.50 1 

rnce, ualvamzeO.Each] 1.90 | 3.75 | 4.75 | 6.75 1 - iTofT T1 nnl 



60° ELBOWS 

MALLEABLE IRON 


.Inches I IM I | 2 

„ Millim eters I 32 | 38 | SO 

. Each I .30 I .45 | .65 

Price, Gal\^izecl.^achl .45 I .70 M a-i 


PLAIN 
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CRANE 



.InchesI Ml H\ H 

Ml 1 

IM 

13^ 

2 1 2M 

3 1 4 

.Millimeters 1 3 | 6 | 101 13 

191 25 

"32 

38 

50 1 64 

76 jlOO 

.Each| .08| . 101.101 12 

.201.25 

.40 

.55 

.90(1.50 

2.2513.50 

Price, Galvanized-Eachl. lOl .12| 121 15 

.281.35 

.55 

.80 

1.30|2.25 

3.50| 

Price, 45“.Each] .121.121 121 12 

.201.25 

.40 

.55 

r.9oi 

2.25|3.50 

Price, 45°, Galv.Each|. 15|. 15|. 15| 15 

.281.35 

.55 

.80 

1.301 

1 



SIDE OUTLET ELBOWS 

MALLEABLE IRON 


.InchesI Ml Ml Ml Ml 1 

IMUMI 2 

.Millimeters 1 6 | 101 131 19 j 25 

32( 381 50 

^rice.Eachl . 0 S| . 081 . 101.181 30 

.451.6011.00 

Price, Galv.Each | .101.101.151.251 45 

.65|.9011.50 



DROP ELBOWS 


MALLEABLE IRON 



Ml Ml M 


..Millimeters 

6 1 101 13 

/4 

19 

Female. ~F.Roh 

Price, Female, Galvanized. Each 

.06|.08|.12 

.09(.12|.20 

.20 

.35 

Price, Male and Female... Each 

(.081.12 

— 

Price, Male and Female, Galv.. Enrh 

|.12|.20 


LONG 

DROP ELBOWS 

MALLEABLE IRON 


Size 


.I I I I y,^y, 

..Millimeters I 6x1 0 (10x10113x10 j 13x13 

F^uaivanized::::::::::::::::. l §§^!-4^Ug-Ug-ug■ 

Drop Length, over all ^ i i 

-— . Inches I 2^ \ 2}4 I 314 \ 3M 
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BANDED, STRAIGHT 


TEES 

MALLEABLE IRON 

STRAIGHT AND REDUCING 


^ize.Inches 

Vs 

1 M 

Vs 

3^ 


1 

iM 


bize.Millimeters 

3 

1 6 

10 

13 

19 

25 

32 

38 

Price.Each 

.07 

.08 

.09 

.11 

.15 

.25 

.30 

.45 

Price, Galvanized. Each 

.09 

.10 

.13 

.16 

.20 

.38 

.50 

.70 

^ize.Inches 

2 


3 


4 

43^ 

5 

6 

bize.Millimeters 

50 

64 

76 

90 

100 

113 

125 

150 

Snce.Each 

r.6o 

1.05 

1.70 

2.50 

3.40 

4.25 

5.00 

7.75 

Price, Galvanized, Each..Each 

1.00 

1.90 

3.00 

4.25 

5.75 


8.00 

12.00 


desiring R. & L. Tees will state, when ordering, which hole is to be tap- 
ped left hand. Such goods can always be furnished to order. 

FOR 7 AND 8 INCH MALLEABLE FITTINGS, INFORMATION UPON REQUEST. 


SERVICE TEES 

MALLEABLE IRON 



Size.Inches 

H 

3^ 

Vi 

1 

iMi 

13^ 

2 

2HI 3 1 3x2J^x3 

3x3x4 

Size. .. .Millimeters 

10 

13 

19 

25 

32 

38 

50 

64 1 76 176x64x76 

76x76x100 

i^rice.Each 

.12 

.15 

.25 

.35 

.50 

.75 

1.15 

2.0012.601 2.50 

4.00 

Price, Galv... Each 

.15 

.20 

.35 

.50 

.70 

1.10 

nr6.5i 1 1 




FOUR WAY TEES 

MALLEABLE IRON 


Size. 



Vs 

3^ 


1 1 

Wt 

VA 

2 

Size. 

.Millimeters | 

6 

10 

13 

19 

1 25 

32 

38 

50 

Price. 


.12 

.12 

.14 

.20 

.35 

.50 

.80 

1.25 

Price, Galvanized. 

.Each 1 

.17 

.17 

.20 

.28 

.50 

.70 

1.10 

1.75 


DROP TEES 



MALLEABLE IRON 

14, H and 1 inch male and female, also 1 inch female Drop 
Tees, are made only in the reducing sizes shown on page 279. 




3^ 


1 

^ize. .Millimeters 

10 

13 

19 

25 

Price, Female. Each 

.10 

.14 

.22 

.30 

Price, Female, Galvanized. Each 

.15 

.25 

.40 


Price, Male and Female. Each 

.10 

.14 

.22 

.30 

Price, Male and Female, Galvanized. Each 

.15 

.25 

.40 
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.Inches ! ^ IxlxH llJ^xlJixH 

Size.Millimeters I 10 119x19x13125x25x131 32x3 2x13 

Price...Each! .12~T ^30“] ^60 ’ 

Price, Galvaniz ed.Eachj .17 j | j 

Drop Length, Over All.Inches | 23^ | S}^ \ 3^ | 3^ 


WASH TRAY TEES 

MALLEABLE IRON 



Size. 


H 1 

H \kxH 

Size. 


13 1 

19 119x13 

Price, Galvanized. 


.20 1 

00 

o 


CROSS OVERS 

MALLEABLE IRON 

CROSS OVERS CROSS OVER TEES 


Size. 

Size. 

Price, Cross Overs. 


H 1 

19 1 
.?0 1 

1 

25 

.45 

Price, Cross Overs, Galvanized... . 


.40 1 

.60 

Price, Cross Over Tees, Galvanized.... 


.56 1 
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CROSSES 

MALLEABLE IRON 

STRAIGHT AND REDUCING 


Size. 


Vs 1 


\ ‘A \ 1 \1H \ 


Size. 

.Millimeters | 6 | 

10 1 

13 

I 19 1 25 1 32 1 

38 

Price. 

.Each 1 . 09 I 

.10 1 

.161 .201 .30 1 .401 

.60 

Price. Galvanized. 

.Each 1 .12 1 

.14 1 

.25 1 .291 .451 .60 1 

. 90 

Size. 

.Inches | 2 | 

2KI 

3 

13HI4 15 1 

6 

Size. 

.Millimeters | 50 | 

64 1 

76 

1 90 I 1001 1251 

150 

Price. 

Price, Galvanized. 

.Each 11.00 1 

1.7513.00 

2.7514.50 

3.25|5.2517.501 

18.001 1 

13.00 


REDUCERS 

MALLEABLE IRON 



.Inches I H \ H \ \ H \ 1 \ IH 

Size.Millimeters I 6 | 10 | 13 | 19 | 25 I 32 

P rice.Each I , 05 | . 06 | . 07 | . 10 | .161 .20 

Price, Galvanized.Each | . 08 | . 10 | . lof ■ 15 | .251 .35 

Size.Inches I 1H \ 2 |2j^|3 [3j^|4 

Size. ..Millimeters I 38 ( 50 | 64 | 76 | 90 I 100 

grice. .Each! .28| . 45 | ■ 70 11.00 11.50 11.85 

Price. Galvanized.Each | .45f . 75 11.05 11.65 [2.40 |3.05 



SHOULDER 


BUSHINGS 

MALLEABLE IRON 

REDUCING ONE SIZE ONLY 

SHOULDER 



FACE 


.Inches \ H \ Vs \ Vi \ H \ 1|1M|1^|2 \ 214 

^^ze.Millimeters I 6 | 10 ( 13 | 19 | 25 | 32 | 38 I 50 I 64 

Price.Each I .04| .04| .04| . 05 | .06 1 .071 .09 | . 14 | 7 ^ 

Price, Galvanized.Each | . 08 | .081 . 08 | . 10 | . 12 | . 14 |~. 18 | . 28T~42 


FACE 


.Inches! ^IMIMIl \ IH\ 1H\~2 r2H | 

Size.Millimeters I 10 | 13 | 19 | 25 | 32 | 38 | 50 I 64~1 ^ 

P^<^e.Each I .081 .09 1 .111 .13 1 .171 .22 1 .32 1 ~^\ -770 

Price. Galvanized.Each | .12 1 .14| .1 7| . 201 .25 1 .33 1 .481 : 72| 1.05 

-Size. Inches I 3^| 4 I 4^1 5 16 | 7 | S | in j i2~ 

S^ze.Millimete rs I 90 | 1001 113 1 125 1 1501 175 1 2001 | ann 

.Each 11.20 11.50 12. 10 |2.60 13. 75 18. 00 19. 00 114. on 120 oft 

Price. Galvanized Each 11,80 |2.25 |3.15 |3.90 15. 60 | |-j-j- 
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CAPS 

MALLEABLE IRON 


Size. 

.Inches 

Vs 1 


1 

Vs 


1 H 

1 1 

IM 

VA 

Size. 

. Millimeters 

3 1 

6 

1 

10 

13 1 

19 

1 25 

32 

38 

Price. 


.03 1 

.03 

1 

.04 

.05 

1 .08 

1 12 

.16 

.24 

Price, Galvanized. 

.Each 

.04 1 

.04 

1 

.05 

.08 

1 .12 

1 -17 

.24 

.38 

Size. 

.Inches 

2 1 


1 

3 

3J^ 

1 4 

1 ^ 

6 1 

Size. 

. Millimeters 

50 1 

64 

1 

76 

90 

1 100 

1 125 

150 1 

Price. 


.32 1 

.45 

1 

.85 

1.00 

1 1.20 

1 2.50 

3.50 j 

Price, Galvanized. 

.Each 

.62 1 

.76 

1 

1.30 1 

1.60 1 

2.00 

1 3.50 

5.00 1 


We can furnish “HEXAGON” Malleable Caps, sizes % and M inch, at a 
special price. 


Y BENDS 

(LATERAL) 

MALLEABLE IRON 

STRAIGHT OR REDUCING 


STRAIGHT, BANDED 


Size. 


V 1 

1 1 

IV 

1 IH 

1 2 

1 

1 3 

1 4 

Size. 

... .Millimeters 1 13 | 

19 1 

25 

32 1 

1 38 1 

1 50 1 

1 64 

1 76 

1 ICO 

Price. .. . 

.Eachl .40 1 

.50 1 

.60 

.80 1 

1 1.00 1 

1 1.70 

1 2.00 

1 4.00 1 5.50 

Price, Galvanized. .Each! .60 | 

.76 1 

.90 

1.25 1 1.50 1 

2.50 1 

1 3.00 1 

1 6.00 

i 8.25 



60® Y BENDS 

MALLEABLE IRON 


Size. 

Size. 

Price. 

Price, Galvanized 


.Inches I 2x2 |2xl3^ 

Millimeters 150x50150x38 

.Each I 1.70 I 1.70 

.Each I 2.50 j 2.50 



LOCK NUTS 


MALLEABLE IRON 

Size. 


Size. 

Price. 

.Millimeters! 3 | 6 1 10 | 13 | 19 | 25 | 32 | 38 | 50' 

Price, Galvanized.. 

.Each! 1.031.04).05|.07|.10|.14|.201.30 


The threads of our Hexapn Lock Nuts conform to the American Briggs Stand- | 
ard, adopted by the Committee of Manufacturers, March 16, 1915. 
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WASTE NUTS 

MALLEABLE IRON 


.^ I I 1 M I n 1 !^ 1 1 14 

Fi,_ M illimeters I 6 | lo | 13 I m i -as | j qo 

j^. —,...Eachl .04 I .05 | .06 | 08~1 IfH iXl —^ 

.OH I .10 I .12 | .16 I 



MALLEABLE IRON COUPLINGS 


RIBBED, RIGHT AND LEFT 


^ize.Inches 

! Vs 1 ^ 1 M 1 1 1 IM i IM 1 2 1 244 1 3 ■ 

oize.. .Millinieters 
thrice.Each 

0 10 13 1 19 1 25 1 32 r 38 1 50 1 64 1 76 

Price, Galv. .Each 

~ 1 '^^1 -io ! .20 1 .at) 1 .52 1 .70 1 1.00 

■05 1 09 1 .10 1 .17 1 .25 1 .35 | .55 1 .75 1 1.05 1 1 50 


MALLEABLE IRON COUPLINGS 

RIGHT HAND 



1 

j 

i 

i 

I- 

! 

I 

.1 


.Inches I k I ^ I ^ I 

Size, ■ Millimeters I 6 | 10 
Price.t:ach| .03 j .05 


13 


19 


m I 


2^ 


25 I 32 I 38 I 50 i 64 


76 


Price, Galv. Kaclil .05 | .07 | .10 f .17 | .23 I 'so' 


■07 I .10 I .14 I .20 I .25 I .35 | .60 |~90 


■40 I .55 I .95 I 1.40 



OFFSETS 

MALLEABLE IRON 


Size.. . . 
Size... . 

Price. . 
Offset.. 

Yiength. 


mUnchesrgj^Tnj^ 

Millimeters I 19 j 25 | 32 

.Eachl ,25 | .40 | .75 

. Inches I 1)4 j 11^ j 2~ 

■ . I n chesl 3^ I 4 | 5 ^ 
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MALLEABLE IRON RETURN BENDS 

CLOSE 


MEDIUM 




--- - 


i^i wiYi 1 1 

M 1 1 

1 

IM 


2 

.Millimeters 

13 

19 

25 

32 

38 

50 

Price, Eight Hand. Each 

.18 

.25 

.35 

.50 

.75 

1.00 

Price, Right Hand, Galv. Each 

.25 

.35 

.55 

.75 

1.15 

1.65 

Brice, Right and Left.Each 

.23 

.30 

.45 

.60 

.90 

1.25 

Price, R. and L., Galv., Close. Each 

.35 

.40 

.65 

.85 

1.30 

1.90 

Price, R. and L., Galv., Medium.Each 


r.4o 

.65 




Price, Lett Hand. Each 

.23 

.30 

.45 

.60 

.90 

1.25 

Center to Center, Close. . Inches 

1 



IH 

2 % 

2 ^ 

L^enter to L^enter, Medium. Inches | 13^ 

IV 2 

IVs 

2 M 

2 ^ 

3 


Pattern Return Bends will not make up parallel coils, as the distance, 
center to center of two adjacent bends is greater than the center to center of open- 
mgs 01 a single bend. ^ 


OPEN 


SPECIAL WIDE 




..Inches 


RETURN BENDS, OPEN PATTERN 


.Millimeters 

Price, Right Hand.Each 




13 


.20 


.28 


Price, Right Hand, Galv. Each 

Price, Right and Left.Each .25 

I^rice, Right a nd Left, Galv.Each I 

Price, Left Hand... Each I 


Center to Center.inches | 1K 


^4 


19 


.30 


.45 


.38 


.55 


.38 


25 


.50 


.70 


.60 


.80 


.60 


21^ 


IM 


32 


.65 


.90 


.80 


1.05 


.80 


13^2 


38 


.85 


1.25 


1.05 


1.50 


1.05 


sy2 


60 


1.25 


2.00 


1.55 


2.40 


1.55 


23^ 


64 


2.00 


3.50 


2.50 


2.50 


43^ 


RETURN BENDS, SPECIAL WIDE PATTERN. RIGHT HAND 


76 

3.00 


5.00 


3.75 


3.75 


.Millimeters 

Price. Efloh" 

H 

10 

opr 

r 19 

19 

1 

25 

IK 

32 

m 

38 

Wice, Galvanized. Each 

. ^0 

.30 

1.00 

1.35 

1.25 

rT.65 

1.25 

1.70 

1.25 

1.70 

2.00 

2.75 

vycjxiLtJi Lu vyv3riL0r. xuciig^ 

Size. TnphAo 

ly 

o 

4 

6 

r 6 

r“ 5 

r 6 

.Millimeters 

Price. Ennh 

50 

^ on 

3 

76 

c no 

3 

76 

4 

100 

6 

ri5o 


Price, Galvanized. Each 

o. uu 

4.00 

o.UU 

6.50 

5.00 

6.50 1 

8.00 

rie.oo 


l^enter to Center..Inches | 5 I 7W1 8 1 6 

12 1 



EXTRA HEAVY MALLEABLE RETURN BENDS. INFORMATION UPON REQUEST 
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OFFSET REDUCING COUPLINGS 

MALLEABLE IRON 

This Fitting is the same as a Male and Female Reducer, except that the inlet 
and outlet are on the same level. By its use water pockets are prevented. 


Size..Inches I IxM I IMxl | l^xlM I 2x1^4 | 2^x2 | 3x2^ 

Size.Millimeters I 25x19 I 32x2.5 I 38x32 1 50x38 1 64x50 1 76x64 

Price.Each! .60 j .70 | .90 j 1.10 j 1.80 j 2.50 


Size.Inches I 3j^x3 | 4x3 I 4x3J^ | 4)^x4 | 5x4 | 6x41^ 

Size.Millimeters I 90x 76 | 100x76 | 100x90 | 113x100 | 125x100 | 125x113 

Price....Each| 3.00 | 4.00 | 4.00 | 5.00 j 6.00 | 6 00 


The male end is the large size. 

CHANDELIER HOOKS AND LOOPS 

EXTENSION PIECE 

im 


Size. 


^ 1 

1 


Size. 

. Millimeters 

10 1 

13 1 

19 

Price, Extension Pieces. 


.06 1 

.09 j 

.12 

Price, Extension Pieces, Galvanized. 


.09 1 

.13 j 

.18 

Price, Chandelier Hooks or Loops. 


.10 1 

.12 


Price, Wall Plates. 


.12 1 

.16 j 

.30 


Can furnish Male Hooks when so specified. 

R. AND L. NIPPLES WITH HEXAGON CENTERS 

MALLEABLE IRON 


f 

i 

I 


Size.. 

.Inches| 

M 1 

Vs \ \ 

M 1 

1 1 

IM 1 13^ 1 

2 1 2}.^ 1 3 1 3K 1 4 

Size.. 

. Millimeters 1 

6 1 

10 1 13 1 

19 1 

25 1 

32 1 38 1 

50 1 64 1 76 1 90 1 100 

Price. 

.Each 1 

.20 1 

.20 1 .20 1 

.25 1 

.30 1 

.40 1 .50 1 

.70 |1.10|1.5011.9012 40 


Right Hand Hexagon Nipples made to order at a special price. 








































































17A 


CRANE 


WATER PIPE CLAMPS 

MALLEABLE IRON 

WITH WROUGHT IRON STRAP 




a|3^| 3 I 3H I I ^ ^tof 
3 I 31A I I UitST 


5| 4 |3^| 4 I 3 I i^to 1 
<j| 4 |3j^| 4 I 3 I to 2 


7|4}^| 4 I 4K 


8|4H| 4 I 4^ 


9|4MI 4 I 4^ 


10| 5 |4^| 5 


111 5 14^1 


12| 5 141^1 5 


1315^1 5 I 5H 


14|5Ji| 5 
15I5HI 5 


5H 


16| 6 




17| 6 


18| 6 


Hto 1}^ 


J 

|2j^ and 3 


4 I ^ to 
4 I 2 


4 12J4 and 3 


IMto IJ^ 


12 and 3 


5 I to 1}4 


6 I 5 |2^ and 3| 4.M 


1.25 


1.50 


1.50 


23 


1.75 


1.75 


2.00 


4.00 


2.15 


4 00j30}^ 


1.80 


2.15 


4.00 


2.00 


2.40 I 


22 


24 


25 


28 


29 


30 


33 


34 


35 


9^1 6 |6?4[ 1 2)^ and 31 5 00 

7 I I 7 I 6 I ^tolKI 2ir 


7 I 6 


2.70 


75^1 7 


6 |2j^ and sj 5.00 


|7^| I M to l»/$i 2.50 

" 2W 


jHFJlWri 


7^1 7 |7$^| |2j^and3| 5.00~ 


8 I 


8 


8 I 7 I to IJ^i 4.50 

“81^1 2 TTW 


8 I I 8 I 7 \2}4 and 31 5.50 


8^1 8 18^1 I H to im 5.50 
I 2to3 I 5.50 ’ 

6.00 


8?^l 8 18^1 


8^1 8 jsy^i 


36 


9^1 9 I i i lj^to3 I 8.00 
|10 I «.I M to 2 I 9.00 

" M to 2 I 9.00 


10 


lOMIlO 

I12MI12 i 


^lMtol2~jlioM' 


Always order Water Pipe Clamps by number. 
Size No. 33 has malleable iron straps. 
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STEAM PIPE SADDLES 

MALLEABLE IRON 

WITH WROUGHT STRAPS 
FOR WROUGHT PIPE 



Size of Pipe.... Inches | 

2 

1 21^ 

1 3 ! 

3H 

4 

4Ji 

Size of Pipe. . Millimeters | 38 

50 

1 64 

i 76 ! 

90 

100 

113 

Tappedfor Pipe Inches | and % 


i! Mto2 ! 

M to 2 

Hto2 

Hto2 

Tapped for Pipe. .. Millimeters 113 and 19 

13 to 38 

1 19 to 38 

|19to50i 

19to50 

i'9to50 

19to^ 

Price.Each| .90 

1.00 1 

1 1.25 

1 1-25 1 

1.40 

1.50 

r 2.50 

Size of Pipe... . Inches | 5 

5 1 

1 6 

1 6 1 

7 

8 

9 

Size of Pipe.. Millimeters 1 125 

125 1 

1 150 

1 150 1 

175 

200 

225 

Tapped for Pipe Inches | %to2 

2j^and3! %to2 

|2i^to4| 

1 to4 

1 to4 

lJ^to4 

Tapped for Pipe. ..Millimeters! 19to50 

64 and 761 19 to 50 

i64tol00| 

25 to 100 

25 to 100 

38 to 100 

Price.Each! 2.75 

2.75 1 

2.75 

1 5.75 1 

6.50 

6.50 

8.50 

Size of Pipe.... Inches | 10 j 

10 1 

12 

1 12 1 

15 

16 


Size of Pipe. . Millimeters | 250 | 

250 ! 

300 

! 300 ! 

375 1 

400 


Tapped for Pipe Inches! 11^ to 4 ! 

to 6 ! 

1)4 to 4 

|4J^to6| 

3to6 1 

3 to6 1 


Tapped for Pipe.. . Millimeters 1 38 to 100 1 113tol50 1 38 t O 100 

!ll3tol50!: 

76 to 150 ! 76 to 150 1 


Price.Each! 10.00 | 

10.00 1 

14.00 

1 14.00 j 

22.00 1 

25.00 ! 



i 




















































BRASS UNIONS 



NO. 521 H 
ROUGH 


GROUND JOINT 

FOR STEAM WORKING 


NO GASKET REQUIRED 
PRESSURES UP TO 150 POUNDS 


.Inches I K 


.Millimeters I 6 


^ \ H \ 1 I 1}4\ li4\ 2 l*2M] *3 


10 I 13 I 19 I 25 I 32 I 38 I 50 j 64 | 76 


£ jo. 521 H, R ou g h.Kachl .50| ,651 .851 1.1 511.6012.2512 7nU nni 7 ^ 

*Made to order only! — 




FOR STEAM WORKING PRESSURES 

SIZES 3 INCH AND SMALLER, UP TO 2D0 POUNDS 
SIZES 3^ INCH AND 4 INCH, UP TO 125 POUNDS 


NO. 522 
SEMI-FINISHED 


Unless otherwise specified, No. 522 
Semi-Finished Unions will always be 
furnished. 


Size. 


- Inches ( 

‘ M illimeters| 

No. 522, Semi-Finished.E ach| 

No. 523, Finished.Each| 

.Inches I 

. .Millimeters I 

No. 522, Semi- Finished.Eachj 3.QQ 

N o. 523, Finished.Each| 3.25 

*Made to order only. 



9.00 |14.00125.00133.001 



NO. 523?^ 
OCTAGON ENDS 

govt.pattern rough 


FOR STEAM WORKING PRESSURES UP TO 200 POUNDS 


.Inches 


^ 1 

y4, 1 1 

.Millimeters 

6 

10 1 13 

19 1 25 

No. 523J^, Hough.Each 

.65 

.85 1 1.10 

1.50 1 2.00 

.Inches 

IH 

IJi 1 2 

1 *3 

^ize.Millimeters 

32 

o 

00 

00 

64 1 76 

JNo. 026 ^, Hough.Eachl 2.80 | 3.60 | 5 25 

9.00 114.00 


*Made to order only. 


No. 5231^ Unions comply with U. S. Navy specifications 
in design and material. 
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STANDARD UNIONS 

MALLEABLE IRON 

FOR STEAM WORKING PRESSURES UP TO 150 POUNDS 
GASKET EXTRA 



FEMALE TWO-THIRD 
UNION 


MALE AND FEMALE 
UNION 


.Inches 1 | 


1 % 

1 y2 

1 Va, 

1 1 i 

IM 

.Millimeters 1 3 | 

6 

1 10 

1 13 

1 19 

1 25 1 

32 

Female Union, Black.Each| 18 | 

.18 

1 .20 

1 .22 

1 .27 

1 .33 1 

.46 

hemale Union, Galvanized.Each| 27 | 

.27 

1 .30 

1 .33 

1 .40 

I .50 1 

.70 

Male and Female Union, Black. . Each | | 

.23 

1 .25 

1 .28 

1 .33 

1 .40 1 

.57 

Male and Female Union, Galv. .. Each | | 

.32 

1 .35 

1 .39 1 

i .46 

1 .57 1 

'.81 

Size.Inches 1 | 

2 

1 21^ 

1 3 

1 31/2 

1 4 1 


Size Millimeters | 38 I 

50 

1 64 

I 76 1 

1 90 

1 100 1 


Female Union, Black. Each| 58 | 

.75 

1 1.55 

1 2.10 1 

3.65 

1 4.35 1 


Female Union, Galvanized. Eachl 90 1 

1.15 

1 2.35 

1 3.15 1 

5.50 

1 6.50 1 


Male and Female Union, Black. .Each 1 .72 | 

.95 

1 1.95 

1 1 

1 

1 1 


Male and Female Union, Galv.. Each! 1.04 I 

1.35 

1 2.75 



1 1 



LIST PRICES OF FEMALE TWO-THIRD UNIONS 


Size. 



1 

Vs 

1 

H 

1 

ly 

Size. 

Price. 

Millimeters | 

6 

19 

1 

1 

10 

1 A 

13 1 

19 

25 

32 

Price, Galvanized. 

^ize 


.18 

1 

1 

. 14 

.20 

.16 1 

.221 

. 19 

.25 

.22 

.35 

.30 

.50 

Size. 

Price. 

Vlillimeters | 

ly 

38 

1 

1 

1 

2 

50 

2J^ 1 

64 1 

1 f\n I 

3 

76 

90 

4 

100 

Price, Galvanized. 


.60 

1 

1 

. OU 

.75 

l.UU I 

1.60 1 

1.40 

2.10 

2.40 

3.70 

3.00 

4.35 
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MALLEABLE IRON 

BRASS TO IRON SEAT UNIONS 

MALLEABLE ENDS MALLEABLE HEXAGON RING 

OUR BRASS TO IRON SEAT UNIONS HAVE BEEN EXAMINED AND TESTED BY THE UNDER- 
WRITERS' LABORATORIES AND LISTED BY THE CONSULTING ENGINEERS OF THE NATIONAL 
BOARD OF FIRE UNDERWRITERS. 

RAILROAD UNIONS 

NO. 519 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 

TESTED TO 250 POUNDS HYDRAULIC PRESSURE 



NO. 519 
FEMALE ENDS 



NO. 519 H 

MALE AND FEMALE ENDS 


Size.Inches] ^ | 

M 1 


1 H 

1 M 

1 

Size.Millimeters 1 3 | 

6 1 

10 

1 13 

19 

25 

Price.Each] .30 | 

.30 ] 

.40 

] .50 

.60 

.80 

Price, Galvd-Each] .45 | 

.45 ] 

.60 

1 .75 

.90 

1.20 

Size.Inches] l}4 ] 

iy2 1 

2 

121^ 

3 


Size.Millimeters] 32 j 

38 ] 

50 

] 64 

76 


Price.Each] 1.20 ] 

1.60 ] 

2.00 

] 3.20 

4.80 


Price, Galvd.. . .Each] 1.80 j 

2.40 ] 

3.00 

1 4.80 

7.20 


NO. 519 H 

FOR STEAM WORKING PRESSURES UP 

TO 200 POUNDS 

TESTED TO 250 POUNDS HYDRAULIC PRESSURE 


Size.Inches] 

M 1 


1 ^ 

H 

1 

Size.Millimeters ] 

6 1 

10 

1 13 

19 

25 

Price.Each] 

.38 1 

.50 

] .62 

.75 

1 00 

Price, Galvanized.Each] 

.53 1 

.70 

1 .87 

1 05 

1.40 

Size.Inches] j 

IJi 

1 2 


3 

Size.Millimeters] 

32 ] 

38 

] 50 

64 

76 

Price.Each] 1.50 ] 

2.00 

] 2.50 

4.00 

6.00 

Price, Galvanized.Each] 2.10 ] 

2.80 

1 3.50 

5.60 

8.40 



CHICAGO UNIONS 

WITH BRASS HEXAGON RING 
FOR STEAM WORKING PRESSURES UP TO 200 POUNDS 

TESTED TO 250 POUNDS HYDRAULIC PRESSURE 


NO. 515 


Size. 


Vs 

y2 

V 

1 

Size. 

.Millimeters ] 6 

10 

13 

19 

25 

Price. 


.22 

.27 

.40 

.48 

With Galvanized Ends Each ] . 23 

.26 

.34 

.49 

.60 

Size. 

.Inches] 


2 


3' 

Size. 


38 

50 

64 

76“ 

Price. 


.80 

1.14 

2.10 

2.65 

With Galvanized Ends Each ] .82 

1.10 

1.40 

2.75 

3.50 


i he brass seat ring is forced into place by special machinery and cannot loosen 
The seats are ground in, so that a tight joint is obtained. 

The brass to iron seat eliminates the use of gaskets, and causes less trouble in 
making up pipe lines. New Unions are not needed when a joint is broken, as the 
brass to iron seat makes it possible to use them again and again. 
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MALLEABLE IRON 

UNIONS 

NAVY 

OCTAGON ENDS 
BRASS TO IRON SEAT 

GROUND JOINT NO GASKET REQUIRED 

EXTRA HEAVY 

FOR STEAM WORKING PRESSURES AS FOLLOWS; 

H TO 2 INCH, INCLUSIVE, 300 POUNDS 
2^ AND 3 INCH, 250 POUNDS 

TESTED TO 300 POUNDS HYDRAULIC PRESSURE 

CRANE NAVY UNIONS WITH BRASS TO IRON SEAT HAVE BEEN EXAMINED AND TESTED BY 
THE UNDERWRITERS* LABORATORIES AND LISTED BY THE CONSULTING ENGINEERS OF THE 
NATIONAL BOARD OF FIRE UNDERWRITERS. 



NO. 98 E 


. Inches! M I ^ I H I I 1 

. .Millimeters I 6 | 10 | 13 | 19 | 25 

. .Each I .30 I .40 I .50 | .60 I .80 

Price, Galvanized. Each! .45 I .60 I .75 I .90 I 1.20 

Size.Inches! IM 1 Ij^ I , 2 | 2)^ | 3^ 

Size. Millimeters I 32 I 38 I 50 I 64 | 76 

P rice. Eachl 1.20 I 1.60 I 2.00 j 3.20 j 4.80 

Price, Galvanized.Eachj 1.80 j 2.40 | 3.00 | 4.80 | 7.20 


These Unions have been re-designed and improved and are now furnished with 
octagon ends. 

These are excellent Unions for severe service as all parts are of heavy con¬ 
struction. 

The brass ring is forced into place by special machinery and cannot loosen. 

The seats are ground in, so that a tight joint is obtained. 

The brass to iron seat eliminates the use of gaskets, and causes less trouble in 
making up pipe lines. New Unions are not needed when a joint is broken as the 
brass to iron seat makes it possible to use them again and again. 

Brass to brass seats will be made to order at special price. 

We also furnish Extra Heavy Cast Iron Navy Flange Unions, No. 99E of similar 
construction, as shown page 1^. 
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RAILROAD UNION ELBOWS 

BRASS TO IRON SEAT 

GROUND JOINT NO GASKET REQUIRED 

NON-CORROSIVE READILY TAKEN APART 

MALLEABLE IRON 

FOR STEAM WORKING PRESSURES UP TO 200 POUNDS 
TESTED TO 250 POUNDS HYDRAULIC PRESSURE 

OUR BRASS TO IRON SEAT RAILROAD UNION ELBOWS HAVE BEEN EXAMINED AND TESTED 
BY THE UNDERWRITERS’ LABORATORIES AND LISTED BY THE CONSULTING ENGINEERS OF THE 
NATIONAL BOARD OF FIRE UNDERWRITERS. 



NO. 590 ELBOW NO. 592 ELBOW 

WITH FEMALE UNION WITH MALE UNION 



Ml 1 1 IMI IHI 2 

2H 


19 I 25 1 32 1 38 1 50 

64 

Price, No. 690, Elbow.Each| .45 | .60 | .75 

.90 11.2011.8012.4013.00 

4.80 

Price, No. 690, Galvanized...Each j .60 | .80 j 1.00 

1.2011.6012.4013.2014.00 

6.40 

Price, No. 692, Elbow.Eachj .45 | .60 | .75 

.90 11.2011.8012.4013.00 

4.80 

Price, No. 592, Galvanized.. .Each| .60 | .80 |1.00 

1.20|1.6012.4013.2014.00 

6.40 



NO. 591 ELBOW NO. 593 ELBOW 

WITH FEMALE UNION WITH MALE UNION 


Size. 


1 M i 

M 1 

1 

1 IMI IM 

2 

Size. 

. Millimeters 1 6 | 

1 10 

1 13 

19 1 

1 25 

32 1 38 

50 

Price, No. 691, Elbow. 


1 .60 

1 .75 

.90 |1.20 

1.8012.40 

3.00 

Price, No. 691, Galvanized. 


.80 

11.00 

1.2011.60 

2.40|3.20 

4.00 

Price, No. 693, Elbow. 


.60 

1 .75 

.90 |1.20 

1.8012.40 

3.00 

Price, No. 593, Galvanized. 

.Each| .60 1 

.80 

11.00 

1.2011.60 

2.40(3.20 

4.00 


THESE FITTINGS ARE OF THE SAME CONSTRUCTION AS OUR RAILROAD UNIONS SHOWN ON 
PAGE178, COMBINING ALL THE ADVANTAGES AND FEATURES OF MERIT THAT HAVE MADE THESE 
UNIONS THE STANDARD ON MANY RAILROADS. THE CONSTANTLY GROWING DEMAND IS OUR 
STRONGEST RECOMMENDATION. 
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RAILROAD UNION TEES 

BRASS TO IRON SEAT 


GROUND JOINT 
NON-CORROSIVE 


NO GASKET REQUIRED 
READILY TAKEN APART 

MALLEABLE IRON 

FOR STEAM WORKING PRESSURES UP TO 200 POUNDS 

TESTED TO 250 POUNDS HYDRAULIC PRESSURE 

RAILROAD UNION TEES HAVE BEEN EXAMINED AND TESTED nv 
laboratories AND LISTED BY THE CONSULTING ENGINEERS Jf tSe 
NATIONAL BOARD OF FIRE UNDERWRITERS. tiMGiNEERS OF THE 



NO. 594 TEE 
WITH FEMALE UNION 



NO. 596 TEE 
WITH MALE UNION 


.Inches 

K 1 Vs 


H 1 1 

1^1 mi 2 |2M 

Size.Millimeters 

6 1 10 

13 

19 1 25 

32 1 38 1 50 1 64 

Price, No. 594, Tee.Each 

.50 1 .66 

.82 

.99 11.32 

1.98|2.64|3.30|5.30 

Price, No. 594, Galvanized.. .Each 

.67 1 .88 

1.10 

1.3211.75 

2.65|3.50|4.4017.10 

Price, No. 596, Tee.Each 

.50 1 .66 

.82 

.99 11.32 

1.9812.6413.3015.30 

Price, No. 596, Galvanized.. .Each 

.67 I .88 

1.10 

1.3211.75 

2.65|3.50|4.4017.10 


REDUCING RAILROAD UNION TEES 



NO. 595 

WITH FEMALE UNION 



NO. 597 

WITH MALE UNION 


jSze 

^ize 


.InchesI lx% 


x r : . I . M illimeters | 25x10 

JNO. OaO. ' 1 


——■ _ _ . .Each I 1.45 

jNo. 595, Galvanized. .. i 

--- — . 


So. 597 


95 


te—E?r >7 1 —— . .Each] 1.45 

No. 597, Galvanized.Eachl 1.95 


1x3^ 


25x13 


1.45 


1.95 


1.45 


1.95 


IxJi 


25x19 


1.4^ 

1.95 


1.45 


1.95 


PAGEUS^COlJ^ NmarLETHlAD^^^^ RAILROAD UNIONS SHOWN ON 

UNIONS THE STANDARD ON MERIT THAT HAVE MADE THESE 

STRONGEST RECOMMENDATION ^HE CONSTANTLY GROWING DEMAND IS OUR 
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UNION ELBOWS 


MALLEABLE IRON 

FOR STEAM WORKING PRESSURES UP TO 150 POUNDS 
GASKETS EXTRA 


WITH FEMALE UNION 


WITH MALE UNION 



2 y2 

Size.Millimeters 1 6 ( 10 | 13 | 19 | 25 | 32 | 38 | 60 

64 

Price, with Female Union.Each| .38| .40| .42| .54| .63 1 .90 11 0511 55 

2.85 

4.30 

Price, with Female Union, Galv. Eachj .5?! .6oj .63i .81 j .95 11.3511.5812.35 

Price, with Male Union.Each] .431.451.481.621 .72 11.0511.2011.80 

3.30 

Price, with Male Union, Galv-Eachj .65| .70| .72| .93| 1.081 l.Goj 1.8oi2.70 

4.95 


UNION TEES 

MALLEABLE IROI^ 

FOR STEAM WORKING PRESSURES UP TO 150 POUNDS 


GASKETS EXTRA 



WITH FEMALE UNION WITH MALE UNION 


Size. InchesI M I ^ I I M I 1 I I ^ I 2 1 2i/j;' | 

Size.Millimeters I 6 | 10 | 13 | 19 j 25 j 32 | 38 | SO | 64 f 

Price, with Female Union.Each] ,40j ,431,451 .57 | ,70 | .95 11.15| 1.70|3.20 |! 

Price, with Female Union, Galv..E ach j .601.651.681 .86 11.0511.4511.7512.5514.80 |i 

Price, with Male Union.Eachj .48| .Soj .521 .65 j ,80 11.10| 1.30| 1.95|3.70 I 

Price, with Male Union, Galv...Each] .721.75| .7811.0011.2011.6511.9512.951^ ‘|| 


FOR BRASS TO IRON SEAT UNION ELBOWS AND TEES, SEE PAGES 180 AND 181. 












































CRANE 


183 


RAILROAD UNION TEES 


GROUND JOINT 
NON-CORROSIVE 


BRASS TO IRON SEAT 

NO GASKET REQUIRED 
readily TAKEN APART 

MALLEABLE IRON 

FOR STEAM WORKING PRESSURES UP TO 200 POUNDS 
TESTED TO 250 POUNDS HYDRAULIC PRESSURE 

EXAMINED AND TESTED BY 

J^TIONArBOA^f OF fS^R^CSIeSwIi^eSs!’'®''^'’ CONSULTING ENGINEERS OF THE 



NO. 5981/2 

WITH MALE UNION ON OUTLET 


NO. 598 

WITH FEMALE UNION ON OUTLET 


Size. 

Size. 


..laches 


■ Millimeters 

.Each 


No. 598, Bl ack.. .. 

No. 598, Galvanized. Each 

No. 598^, Black. 

No. 59834, Galvanized. ■ 7 ~ 


. .Each 


. h]ach 


.70 


10 


.75 




13 


.82 


19 


1.00 


90 1.00 LIO 1.32 1.75 2.65 


25 


1.32 


IVa 


32 


1.9 


PRICES ON APPLICATION 


PUMP STUD UNIONS 

BRASS TO IRON SEAT 

GROUND JOINT No GASKET REQUIRED 

NON-CORROSIVE READILY TAKEN APART 

MALLEABLE IRON 

FOR STEAM WORKING PRESSURES UP TO 200 POUNDS 



NO. 517 REDUCING 



NO. 517 REDUCING 


Size. 


IxH 

1^x1 

l34xlM 

2x1 

2x134 

2x11^ 

Size. 

Millimeters 

25x19 

32x25 

38x32 

50x25 

50x32 

50x38 

Price, Black. 


.90 

1.20 

1.80 

2.40 

2.40 

2.40 

iPrice, Galvanized. 

.Each 

1.20 

1.60 

2.40 

3.20 

3.20 

3.20 


NO. 517H STRAIGHT 


Size. 



13^ 

2 

Size. 


32 

38 

50 

Price, Black. 


PRICES ON 
APPLICATION 

Price, Galvanized. 



No. 517. The male end is one pipe size larger than the female. 
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CAST IRON 

FLANGE UNIONS 

STANDARD 

FOR STEAM WORKING PRESSURES UP TO 
125 POUNDS 

GASKET EXTRA 



Sizes 14 inch and larger are to be used with O. D. pipe of the same size'i: 


faced 


EXTRA HEAVY FLANGE UNIONS 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 


GASKET EXTRA 
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ground joint 


CAST I RON 

FLANGE UNIONS 

NAVY 

extra heavy 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 


brass to iron seat 


NO GASKET REQUIRED 



HJt;— —™ . . . Each|10.00|12.50|15.00 ll8.0nl2S sn 

D ia meter Flanges . .jnchesi | 1 0^,| 12 I 

8 ■ ’ ■ 


Number of Bolts. 


I 


I 9 I 10 I 10 I 12 


Unions have found universal favor among the most experienced useri 
^ recommended as a superior article. 

Tht clftf machinery and cannot loosen 

The seats are ground in so that a tight joint is obtai^d. 

ma^-nt ®^™“?^tes the use of gaskets and causes less trouble in 

Imes. New Unions are not needed when a joint is broken as the 
brass to iron seat makes it possible to use them again and Igain. 

Brass to brass seats will be made to order at special price. 

I Unions to order, in larger sizes, made of Cast Iron Ferro 

hi ®teel or Forged Steel. The dimensions and style wiU 

be the same as our Extra Heavy Screwed Flanges. Prices on application 

OIL COUNTRY PATTERN 
EXTRA HEAVY 



NOT FACED 


GASKET EXTRA 


Size. 


Size.. 


• Inches I 2 


.Millimeters I 50 


; Price __ _ 

fteameter Flanges. ~ If? 

»erofBolL. .—^ .. 

■ - —. . 4 





































































































































18& 


CRANE 


COMMON FLANGES 

CAST IRON 

NOT FACED 



Size 

Inches 

Price 11 Size 

Each II Inches 

Price 

Each 

Size 

Inches 

Price 

Each 

1 

.22 11 4x8^ 

1.00 

7 xl33^ 

2.80 ^ 

13^x43^ 

1 .25 11 3x9 

1.15 

8 xl33^ 

2.80 

^x5 

.30 11 33^x 9 

1.15 

6 xl4 

3.25 

1 x5 

1 .30 11 4x9 

1.15 

7 xl4 

3.25 

13^x5 

1 .30 11 4^x9 

1.15 

8 xl4 

3.25 

1^x5 

1 .30 11 43^x9M 

1.25 

7 xl5 

4.00 

1 x6 

! .42 11 33^x10 

1.50 

8 xl5 

4.00 ' 


1 .40 11 4 xlO 

1.50 

9 xl5 

4.00 

l}4x6 

1 .40 11 43^x10 

1.50 

8 xl6 

5.00 

2 x6 

1 .42 11 5 xlO 

1.50 

9 xl6 

5.00 

2^x6 

1 .42 11 6 xlO 

1.50 

10 xl6 

5.00 

2 x6^ 

1 .50 11 43^x11 

1.75 

9 xl7 

5.75" 

2J^x6^ 

1 .50 11 5 xll 

1.75 

10 xl7 

5.75 ' 

3 x6H 

1 .50 11 6 xll 

1.75 

10 xl8 

1 7.00 

2 x7 

1 .62 11 5 xl2 

2.20 

12 xl8 

1 7.00 

2^x7 

1 .62 11 6 xl2 

2.20 

10 xl9 

1 7.50 

3 x7 

1 .62 11 7 xl2 

1 2.20 

12 xl9 

1 7.50 

3 x7i4 

1 .75 11 5 xl23i 

1 2.20 

12 x20 

1 8.50 

2 x8 

1 .90 11 6 xl23^ 

1 2.20 

14 x20 

1 8.50 

23 ^x 8 

1 .90 11 7 xl23^ 

1 2.20 

14 x21 

1 9.50 

3 x8 

1 .90 11 6 xl3 

1 2.80 

15 x21 

1 9.50 

3^x8 

1 .90 11 7 xl3 

1 2.80 

15 x223^ 

1 14.00^ 

4 x8 

1 .90 11 8 xl3 

1 2.80 

16 x233^ 

1 18.00^ 

3^x83^ 

1 1.00 11 6 Xl334 

1 2.80 

■ 



Sizes 14 inch and larger are to be used with O. D. Pipe of same sizes. 
The above is considered a complete list. Other sizes made to order. 


FOR STANDARD SCREWED COMPANION FLANGES, PACED AND DRILLED SEE PAGE 193 
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FLOOR FLANGES 

CAST IRON 

COUNTERSUNK HOLES FOR SCREWS 
NOT FACED 


Size. 



1 Mx33^| 

1x4 

1 1^x4 |lJix4J^| 2x5M 

Price. 


.10 

1 .15 1 

.15 1 

.16 

1 .10 1 .22 ; .35 

Price, Galv. . 

... .Eachl 

.20 1 

1 .30 1 

.30 1 

.32 

i .32 1 .44 : 70 


CIRCULAR FLANGES 

CAST IRON 



Size of Pipe.Inches 

l>i 1 2 1 2H 1 3 1 4 

5 

Size of Pipe.Millimeters 

38 1 50 1 64 1 76 1 100 

125 

Diameter of Flange. Inches 

6 1 7 1 8 1 9 1 9 

11 

Size of Pipe.Inches 

6 1 7 1 . 8 1 9 1 10 

12 

Size of Pipe.Millimeters 

150 1 175 1 200 1 225 | 250 

300 

Diameter of Flange. Inches 

12 1 13 1 14 1 17 1 18 

20 


These Flanges being made to order, it is always necessary to give the circle 
^ they are to fit. 

Patterns for Circular Flanges are so constructed that the bosses for pipe can be 
put on any size flange on the table above, thereby increasing the variety of sizes 
I and diameters to meet the circumstance. 

' Prices on application. 


L 
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COMPANION FLANGES 


Our Companion Flanges conform to the American Standard for 125 and 250 
pounds working pressures and should not be confused with flange unioM 
elsewhere in this catalogue, which are sold in pairs, are lighter than Companion 
Flanges, have smaller diameters and drilling templates, Ind lighter boE sS 
that they can not be bolted to flanged valves or flanged fittings. ^ 

We manufacture Coinpanion Flanges of the following types: Screwed Shrink 

Cri^lap, and Craneweld; of Cast Iron, Ferrosteel, Malleable Iron Cast Steel’ 
and Forged Steel; except that the Craneweld is made of Forged Steel only. ’ 

«,> equipped with special machinery for flanging pipe with 

employe^** flanges and we give below a brief description (rf the methods 

SCREWED COMPANION FLANGES 



The Screwed Flange IS the least expensive of the several types and when pron- 
erly made on the pipe it gives universal satisfaction for Standard and Medium 
steam working pressures. It is our practice to thread both the flange and the piw 
accurately to the American Briggs gauge, after which, the flanges are screwed 
by powerful machinery until the end of the pipe projects beyond the face of the 
flanp, which insures a metal to metal joint. The end of the pipe is then cut off 
flush with the face of the flange and a light refacing cut taken across both the end 

bringing the face of the flange at 90 degrees 
with the center line of the pipe. When a flange applied and finished this way Is 
bolted up, the gasket bears against the end of the pipe as well as the face of the 

IlSlIlg6. 

SHRINK COMPANION FLANGES ' 



The Shrink Flange, previous to the introduction of the Lap and Weld tvnes 
was very popular for high pressure work because the thickness of the pipe was not 
pduced and the process of making on the pipe is comparatively simple. For this 

^ shrink fit, and chamfer its 
® heated to a red heat and while hot is slipped over the end 
of the pipe until the end of the pipe projects beyond the face of the flange. 


(continued) 
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COMPANION FLANGES —CONCLUDED 

After the flange has partially cooled the end of the pipe is beaded into the 
chamfer and a light refacing cut is taken across both the end of the pipe and the 
face of the flange, bringing the face of the flange at 90 degrees with the center line 
of the pipe. In a joint made with this type of flange the gasket bears against the 
end of the pipe as well as the face of the flange. 

CRANELAP COMPANION FLANGES 



Our Cranelap Flange eliminates the defects of the ordinary lap joint. By the 
use of special machinery and a patented process we are able to make this with a 
square corner, which increases the amount of metal at the turn by about 75 per 
cent, and eliminates the water pocket always present in the old joint with round 
corners. The face of the flange is finished and the part of the face inside the bolt 
holes is finished to the same angle as the back side of the pipe which has been 
flanged over. The hub of the flange is bored slightly larger than the outside 
diameter of the pipe so that the flange will swivel readily and accommodate itself 
to any slight variation in the position of the bolt holes. The flanged portion of 
the pipe is finished on the edge and the face finished smooth. 

CRANEWELD COMPANION FLANGES 



Our Craneweld Flange is attached to the pipe by welding. The pipe and flange 
are heated to a welding heat, and the weld made by special machinery, which makes 
practically a hammer weld. The flange is then finished not only on the face, but 
also on the edge and back. This process gives an absolutely perfect union between 
the flange and the pipe, eliminating every possibility of leak between the flange 
and pipe. This joint should not be confused with that formed by the Oxy-acetylene 
or similar processes, which do not always result in a perfect union between the 
flange and the pipe. 
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In this type of facing the portion of the face inside the bolt holes is finished 
smooth and inch higher than the rest of the face. The raised faces keep the 
outside edges of the flanges from meeting when the bolts are drawn up extremely 
tight and it is^ possible to get a greater compression per square inch of gasket 
surface than with a plain face and full face gasket. 


FACING OF FLANGES 

There are various styles of finish used on the face of 
thetfr purpose the retention of the gasket used to make 
general use are as follows: 

Plain Straight Face. 

Plain Face, Corrugated or Scored. 

Raised Face, Smooth Finish. 

Male and Female. 

Tongue and Groove. 

Double Male. 


which have for 
ioint. Those in 


PLAIN 


This style of facing is a plain straight face, upon which concentric grooves have 
been cut with either a round nose or shaped tool. This finish is sometimes 
of advantage where the service demands an exceptionally thick, loosely woven 
fibrous or soft metallic gasket, because the roughening of the faces of the flanges 
tends to keep the gasket from blowing out. 


RAISED FACE. SMOOTH FINISH 


This type of facing has the entire face of the 
may be used with either a full face or ring 


(continued) 
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FACING OF FLANGES-coNTiNUED 


MALE AND FEMALE TONGUE AND GROOVE 



MALE AND FEMALE FACES TONGUED AND GROOVED FACES 

These facings have been extensively used, particularly on hydraulic lines, and 
to a more limited extent on high pressure steam lines. The Male and Female 
facing consists of a recess in one flange and a corresponding raised face or projec¬ 
tion on the other, extending from the inside of the pipe nearly to the inside of the 
bolt holes. In the Tongue and Groove joint the tongue or raised face and the 
groove or recess are narrow rings located between the bolt holes and the port. 
Both of these types have, in common, several objectionable features. It is 
necessary that particular care be taken in facing each flange so that it will leave 
the shop either male or female as required to give proper mating when the material 
is erected. Frequently, through a misunderstanding between the shop and the 
customer, these facings are not furnished properly, which results in replacements, 
delays and inconvenience. Should a leak occur in a fitting furnished with either 
facing it is necessary to remove that fitting from the line to determine which 
flange was furnished male and which female, unless an accurate record has been 
kept. Further, if a fitting is to be replaced in a line it is necessary to spring the 
line apart to allow the fitting to be removed. These objections are all removed 
by the use of the following joint. 


DOUBLE MALE 



TWO COMPANION COMPANION FLANGE TWO FITTINGS 


FLANGES AND FITTING OR VALVE OR VALVES 

This style of facing is a high, narrow, raised ring, whose inside diameter is the 
same as that of the pipe or port. It is particularly recommended for all high pres¬ 
sure hydraulic lines. Gaskets used in this type of joint are either soft, fibrous 
material or soft metal and extend from the inside of the pipe to the bolt holes, 
and only the small portion in contact with the narrow raised face is subjected to 
the compressive effect of the bolts. This facing is superior to either the male and 
female or tongue and groove for the following reasons: 


(CONTINUED) 
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CRANE 


FACING OF FLANGES —CONCLUDED 


It eliminates all mating of flanges, as they are all male. 

Any valve, fitting or piece of pipe may be removed from the line without spring¬ 
ing the line apart. 

The gasket is automatically centered by its outer edge coming in contact with 
the bolts. 

The outside edges of the flanges are far enough apart to make it possible to 
determine whether the joint has been properly made. 

Where this type of facing is used on a valve, fitting or Craneweld flange, the 
projection is turned on the face of the flange. Where a screwed flange is used on 
Double Extra Strong pipe it is not always necessary to reface the flanges as the 
thickness of the pipe furnishes sufficient area for the gasket bearing. When Crane- 
lap flanges are furnished double male, the outside diameters of the flanged over 
portion of the pipe are smaller than the regular Cranelap joint. 


SPOT FACED BOLT HOLES 



For high pressure work, particularly where semi-finished bolts and nuts are 
used, it is desirable to have a better bearing surface for the bolts and nuts than can 
be obtained with rough castings. This is secured by finishing a bearing surface 
around each bolt hole on the back of the flange. 


CALKING RECESS FOR FLANGES 



Calking recesses can be bored in extra heavy flanges in sizes 2 to 24 inch, in- 
elusive. This recess will vary from Hto}4 inch in depth, according to size, is 
H inch wide at the top and % inch at the bottom. For cold water lines these 
recesses are calked with lead; for,steam lines with soft copper. 
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AMERICAN STANDARD 

STANDARD COMPANION FLANGES 

CAST IRON, FERROSTEEL, CAST STEEL, FORGED STEEL AND 
MALLEABLE IRON 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 


No. 553 




BACK VIEW, SHOWING HUB 


SMOOTH FACE 


Size 

Inches 

No. 553 

Cast Iron 

No. 558 
Ferrosteel 

No. 

Cast 

560 

Steel 

No. 556 
Forged Steel 

Thread¬ 
ing Pipe, 
Making 
On and 
Refacing 
not In¬ 
cluding 
Flange 
Each 

Faced 

Each 

Faced 

and 

Drilled 

Each 

Faced 

Each 

Faced 

and 

Drilled 

Each 

Faced 

Each 

Sit 

Faced, 
Drilled 
and Spot 
Faced 
Each 

Faced 

Each 

Faced 

and 

Drilled 

Each 

1x4 

.55 

.80 

.70 

1.00 



7.50 

8.00 

.40 

114x4^ 

.60 

.85 

.75 

1.05 



8.40 

9.00 

.40 

lJ4x5 

.65 

.90 

.80 

1.10 



9.40 

10.00 

.45 

2x6 

.75 

1.00 

.95 

1.25 



10.40 

11.00 

r .50 

21^x7 

.85 

1.10 

1.05 

1.35 



11.80 

13.00 

.55 

3x734 

.95 

1.25 

1.20 

1.55 



13.70 

15.00 

.60 

334x834 

1.20 

1.55 

1.50 

1.95 



17.60 

19.00 

.65 

4x9 

1.35 

1.80 

n 1.70 

2.25 



18.30 

20.00 

.70 

434x934 

1.45 

1.90 

1.80 

2.35 



20.30 

22.00 

.75 

5x10 

1.60 

2.05 

2.00 

2.55 



22.30 

24.00 

.85 

6x11 

2.00 

2.50 

2.50 

3.10 



25.40 

27.00 

It. 00 

7xl2J4 

2.65 

3.25 

3.30 

4.05 

24.70 

29.50 

27.20 

32.00 

1.10 

8x1334 

3.10 

3.80 

3.90 

4.75 

27.00 

32.00 

32.00 

35.00 

1.30 

9x15 

3.85 

4.65 

4.80 

5.80 

29.50 

.35.50 

37.00 

40.00 

1.55 

10x16 

4.50 

5.50 

5.65 

6.85 

34.50 

40.50 

45.00 

48.00 

1.70 

12x19 

6.50 

7.65 

8.15 

9.55 

46.00 

53.00 

56.00 

60.00 

2.40 

14x21 

9.00 

10.35 

11.25 

13.00 

55.50 

63.00 

75.50 

80.00 

3.10 

15x21 

11.50 

13.20 

14.50 

16.50 

64.00 

74.00 



3.10 

15x2234 

11.50 

13.20 

14.50 

16.50 

64.00 

74.00 



3.25 

16x2334 

13.50 

15.30 

17.00 

19.00 

78.00 

89.00 



4.25 

18x25 

16.00 

18.00 

20.00 

22.50 

98.00 

ilo.oo 



6.25 

20x2734 

19.00 

21.50 

24.00 

27.00 

117.00 

130.00 



7.50 

22x29 

22.00 

25.00 

27.50 

31.00 

140.00 

155.00 



8.50 

24x32 

27.00 

30.50 

34.00 

38.00 

165.00 

180.00 



10.00 


^ | I nt. L.I9I NO. oo3 CAST 

IRON FLANGES AND DISCOUNT APPLYING TO MALLEABLE IRON FLANGES. 

Bolts per set for One Joint, see price list, page 19/>. 

*Cast Steel Flanges, when ordered faced and drilled, will always be furnished 
with bolt holes spot faced at the prices given above. 

Furnished smooth faced and not drilled, unless otherwise specified. 

Standard Cast Steel Shrink Flanges made to order. Prices on application. 
Special Eccentric Flanges, page 221. 

For drilling templates, see page 224. 

Prices for spot facing bolt holes, page 70. 
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STANDARD REDUCtNG COMPANION FLANGES 


CAST IRON 


WITH RIBS 


FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO. 557 


Size, 

Inches 


1x6 


lMx6 


lHx6 

lMx7 


2x7 


1^x7 H 


2x7^ 


2Hx7M 


2x8^ 


2Hx8K 

3x8 H 


2x9 


2KX9 


8x9 


3Hx9 


2Hx9H 


3x9 M 


3j^x9 M 
4x9 M 


2x10 


2HxlO 


3x10 


31^x10 


4x10 


41^x10 


2x11 


2Hxll 


3x11 


31^x11 


4x11 


No. 557 


Faced, 

Each 


1.30 


1.30 


1.30 


1.45 


1.45 


1.55 


Faced and 
Drilled, 
Each 


Size, 

Inches 


1.55 


1.55 


4Hxll 


No. 557 


Faced, 

Each 


Faced and 
Drilled, 
Each 


Size, 

Inches 


No. 557 


Faced, 

Each 


5x11 


1.55 


1.55 


1.55 


2.00 


2.00 


2.00 


2.20 


2.20 


2.20 


2.20 


2.40 


2.40 


2.40 


2.40 


2.65 


2.65 


2.65 


2.65 


2.65 


2.65 


3.30 


3.30 


3.30 


3.30 


3.30 


1.70 


1.70 


1.85 


1.85 


1.85 


2.35 


2.35 


2.35 


2.65 


2.65 


2.65 


2.65 


2.85 


2.85 


2.85 


2.85 


3.10 


3.10 


3.10 


3.10 


3.10 


3.10 


3.80 


3.80 


3.80 I 


3.80 I 


3.80 I 


4x12^ 


4^x12^ 


5x12 H 


6 x 12 H 


2x13 H 


2Hx13H 


3x13 


4x13^ 


5x13 


6x1 3 M 
7x13 H 


6x15 


7x15 


8x15 


2}4xl6 


3x16 


3Kxl6 


4x16 


5x16 


6x16 


7x16 


8x16 


9x16 


6x19 


7x19 


8x19 


9x19 


10x19 


3.30 


3.30 


4.40 


4.40 


4.40 


4.40 


5.10 


5.10 


5.10 


5.10 


5.10 


5.10 


5.10 


6.35 


6.35 


6.35 


7.45 


7.45 


7.45 


7.45 


7.45 


7.45 


7.45 


7.45 


7.45 


10.75 


10.75 


10.75 


10.75 


10.75 


3.80 


3.80 


5.00 


5.00 


5.00 


5.00 


5.80 


5.80 


5.80 


14x22M 


5.80 


5.80 


5.80 


5.80 


7.15 


7.15 


7.15 


8.45 


8.45 


8.45 


8.45 


8.45 


8.45 


8.45 


8.45 


8.45 I 


11.90 


11.90 I 


11.90 


11.90 


—-tv:- z -^— „ -- I , ,j , 11.90 || I 

Sizes 14 inch and larger are to be used with O. D. Pipe of the same sizes'!- 

MADE TO ORDER OF FERROSTEEL AT AN ADVANCE OF 25 PER CENT 

Joint, see price list, page 19S 

^P-med. 

t or drilling templates, see page 224. 

Price for spot facing bolt holes, page 70. 


8x21 


9x21 


10x21 


12x21 


8x22 M 


10x22 M 


12x22^ 


10x23 M 


12x23 ^ 


14x23 


15x23M 


12x25 


14x25 


15x25 


16x25 


14x27H 


15x27K 


16x27H 


18x27^ 


15x29H 


16x29 H 


18x29 ^ 


20x29 ^ 


14x32 


16x32 


18x32 


20x32 


15.00 


15.00 


15.00 


15.00 


19.00 


19.00 


19.00 


19.00 


22.00 


22.00 


22.00 


22.00 


26.50 


26.50 


26.50 


26.50 


31.00 


31.00 


31.00 


31.00 


36.00 


36.00 


36.00 


36.00 


44.00 


44.00 


44.00 


I 


44.00 


I 


Faced and 
Drilled, 
Each 


16.35 


16.35 


16.35 


16.35 


20.70 


20.70 


20.70 


20.70 


23.80 


23.80 


23.80 


23.80 


28.50 


28.50 


28.50 


28.50 


33.50 


33.50 


33.50 


33.50 


39.00 


39.00 


39.00 


39.00 


47.50 


47.50 


47.50 


47.50 
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STANDARD 

CAST IRON BLIND FLANGES 

NO. 555 



16 INCH O. D. AND SMALLER 19 INCH O. D. AND LARGER 


Size of Valve 
or Fitting and 

0. D. of Flange, 
Inches 

Faced, 

Each 

Faced and 
Drilled, 
Each 

Bolts for 
One Joint 
Per Set 

Size of Valve 
or Fitting and 

0. D. of Flange, 
Inches 

Faced, 

Each 

Faced and 
Drilled, 
Each 

Bolts for 
One Joint, 
Per Set 

1x4 

1 

.12 

12x19 

9.75 

10.90 

1.70 

1^x43^ 

1 

.12 

14x21 

13.50 

14.85 

2.50 

1)^x5 

1 

.16 

15x22M 

17.00 

18.70 

,3.30 

2x6 

1.15 


1.40 

.25 

16x233^ 

20.00 

21.80 

3.30 

2Kx7 

1.30 


1.55 

.25 

18x25 

24.00 

26.00 

5.00 

3x7M 

1.40 


1.70 

.25 

20x27}^ 

28.00 

30.50 

6.20 

3^x8}^ 

1.80 


2.15 

.25 

22x293^ 

33.00 

36.00 

8.40 

4x9 

2.00 


2.45 

.50 

24x32 

40.00 

43.50 

8.40 

4^x9Ji 

2.20 


2.65 

.75 

26x3434' 

62.50 

70.00 

10.50 

5x10 

2.40 


2.85 

.75 

28x36J^ 

77.50 

85.00 

12.25 

6x11 

3.00 


3.50 

.75 

30x3834 

90.00 

100.00 

21.00 

7x121^ 

4.00 


4.60 

.75 

32x4154 

110.00 

120.00 

26.00 

8x133^ 

4.60 


5.30 

.80 

34x43J4 

122.50 

135.00 

30.00 

9x15 

5.75 


6.55 

1.20 

36x46 

137.50 

150.00 

31.00 

10x16 

6.75 


7.75 

1.60 

1 




MADE TO ORDER OF FERROSTEEL AT AN ADVANCE OF 25 PER CENT 

Furnished smooth face and not drilled, unless otherwise specified. 

For drilling templates, see page 224. 

Prices for spot facing bolt holes, page 70. 
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MANUFACTURER'S STANDARD LIST OF 

MACHINE BOLTS 

WITH SQUARE HEADS AND SQUARE NUTS, FINISHED POINTS 



REVISED AUGUST 1, 1912 


PRICE PER 100 


Length 

Inches 

% 

% 




Vs 

1 

iVi 

IM 

H to v/i 

2.40 

2.80 

3.60 

5.20 

7.70 

10.50 

15.10 1 

22.50 

30.00 

2 

2.56 

3.00 1 3.86 

1 5.58 

8.25 

11.20 

16.00 1 

23.70 

31.50 

2^ 

2.72 

3.20 1 

4.12 

5.96 

8.80 

11.90 

16.90 1 

24.90 

33.00 

3 

2.88 

3.40 

4.38 

6.34 

9.35 

12.60 

17.80 1 

26.10 

34.50 


3.04 

3.60 

4.64 

6.72 

9.90 

13.30 

18.70 1 

27.30 

36.00 

4 

3.20 

3.80 

4.90 

7.10 

10.45 

14.00 

19.60 1 

28.50 

37.50 

4J^ 

3.36 

4.00 

5.16 

7.48 

11.00 

14.70 

20.50 I 

29.70 

39.00 

5 

3.52 

4.20 

5.42 

7.86 

11.55 

15.40 

21.40 1 

30.90 

40.50 


3.68 

4.40 

5.68 

8.24 

12.10 

16.10 

22.30 1 

32.10 

42.00 

6 

3.84 

4.60 

5.94 

8.62 

12.65 

16.80 

23.20 1 

33.30 

43.50 


4.00 

4.80 

6.20 

9.00 

13.20 

17.50 

24.10 1 

34.50 

45.00 

7 

4.16 

5.00 

6.46 

9.38 

13.75 

18.20 

25.00 1 

35.70 

46.50 

7^ 

4.32 

5.20 

6.72 

9.76 

14.30 

18.90 

25.90 i 

36.90 

48.00 

8 

4.48 

5.40 

6.98 

10.14 

14.85 

19.60 

26.80 1 

38.10 

49.50 

9 

10 

4.80 

5.12 

5.80 

6.20 

7.50 

8.02 

10.90 

11.66 

15.95 

17 

21.00 

OO Af\ 

28.60 1 

40.50 

52.50 

11 

5.44 

6.60 

8.54 

12.42 

11 . UO 

18.15 

23.80 

30.40 1 

32.20 1 

42.90 

45.30 

55.50 

58.50 

12 

5.76 

7.00 

9.06 

13.18 

19.25 

25.20 

34.00 1 

47.70 

61.50' 

13 

14 

6.08 

6.40 

7.40 

7.80 

9.58 

10.10 

13.94 

14.70 

20.35 

21 45 

26.60 

OQ nA 

35.80 1 

50.10 

64.50 

15 

16 

17 

6.72 

7.04 

7.36 

8.20 

8.60 

9.00 

10.62 

11.14 

11.66 

15.46 

16.22 1 
16.98 1 

22.55 

23.65 

4o. UU 

29.40 

30.80 

QO OA 1 

37.60 1 

39.40 1 

41.20 I 

52.50 

54.90 

57.30 

67.50 

70.50 

73.50 

18 

19 

7.68 

8.00 

9.40 
9.80 1 

12.18 

12.70 

17.74 1 

18.50 1 

/ o 

25.85 

26.95 

oJ.zU 1 

33.60 1 

35.00 1 

43.00 1 

44.80 1 

46.60 1 

59.70 

62.10 

64.50 

76.50 

79.50 

82.50 

20 

8.32 

10.20 1 

13.22 

19.26 1 

28.05 

36.40 1 

48.40 1 

66.90 

85.50 


Prices for bolts with special heads or nuts will be quoted on application. 

THE ABOVE PRICE LIST IS THE MANUFACTURERS STANDARD. IN PIPE AND FITTING 
INDUSTRY, SQUARE HEAD BOLTS WITH HEXAGON NUTS IS STANDARD PRACTICE AND THEY 
WILL ALWAYS BE FURNISHED. ADD 10 PER CENT TO THE ABOVE LIST FOR HEXAGON NUTS 
FOR STRENGTH OF BOLTS, SEE PAGE 197 
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EXTRA PRICES FOR ATTACHING COMPANION FLANGES TO 


STANDARD AND LOW PRESSURE 
CAST IRON FLANGED FITTINGS AND VALVES 



SHOWING 

COMPANION FLANGES 
BOLTED ON 


SHOWING 
WOODEN FLANGE PRO¬ 
TECTORS BOLTED ON 


Size of 

Fitting or Valve 
Inches 


1 /^ 




3K 




10 


12 


14 


15 


16 


18 


20 


22 


24 


Size of 

Fitting or Valve 
Millimeters 


32 


38 


50 


64 


76 


90 


100 


113 


125 


150 


175 


200 


225 


250 


300 


350 


375 


400 


450 


500 


550 


600 


Bolting Companion 
Flanges to Fittings and Valves 
Not Including Bolts or Gaskets. 
For Labor Only. 


Price for Each Flange 


I 


.10 


.10 


.10 


.10 


.10 


.10 


.10 


.15 


.15 


.15 


.15 


.15 


.20 


.20 


.20 


.20 


.25 


.25 


.25 


.25 


.25 


.25 


Wooden Protectors 
Bolted on with 
Two Bolts 


Price for Each Flange 


.20 


.20 


.20 


.20 


.25 


.25 


.25 


.25 


.25 


.25 


.30 


.30. 


.30 


.35 


.35 


.40 


.40 


.45 


.45 


.50 


.50 


.50 


Sizes above 24 inch, prices on application. 

Flalges anTvaTves'’."”®® Filing®. 

For drilling templates, see page 224, 225. 

Price List for drilling, page 70. 
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AMERICAN STANDARD 

LOW PRESSURE CAST IRON 

FLANGED FITTINGS 

PM STEAM WORKING PRESSURES UP TO 25 POUNDS 
FOR WATER WORKING PRESSURES, SEE PAGE 1 

LOW PRESSURE CAST IRON FLANGED FITTINGS ARE MARKED 
CRANE 25 

All Low Pressure Flanged Fittings have the same dimensions as Standard 
Flanged Fittings, except the thickness of body. 
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AMERICAN STANDARD 
LOW PRESSURE CAST IRON 

FLANGED ELBOWS 

FOR STEAM WORKING PRESSURES UP TO 25 POUNDS 



FLANGED ELBOWS 450 FLANGED ELBOWS 

NO. 669 

Size 

Inches 

1 Size 

Milli- 

meters 

j No. 567 

1 No. 569 

1 

1 Faced 

1 Each 

Faced 
and Drilled 

Each 

Faced 

Each 

1 Faced 

and Drilled 

Each 

16 1 

400 1 

52.00 

57.00 

52.00 1 

57.00 

18 1 

450 1 

67.50 i 

73.50 

67.50 1 

73 50 

20 1 

500 1 

85.50 1 

92.50 

85.50 1 92.50 

. 1 1 107.00 1 lift nil 1 

107.00 1 lift nn 


26 

28 


650 


167.50 


700 


30 


750 


190.00 


32 


225.00 


800 


34 


850 


270.00 


315.00 


36 1 900 


360.00 


180.00 


210.00 


I 167.50 


245.00 


190.00 


290.00 


340.00 


225.00 

270.00 


_315.00 

385.00 I 360.00 


143.00 


180.00 


210.00 


245.00 


290.00 


340.00 


385.00 


Furnished faced only, unless otherwise ordered. 
Templates for drilling, pages 224, 225. 
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AMERICAN STANDARD 
LOW PRESSURE CAST IRON 

FLANGED BASE ELBOWS 

FOR STEAM WORKING PRESSURES UP TO 25 POUNDS 



FLANGED 

SQUARE BASE ELBOWS 
NO. 579 


FLANGED 

ROUND BASE ELBOWS 
NO. 580 


Size 

Inches 

Size 

Millimeters 

No. 579 or No. 680 

Faced 

Except Base 
Flange 

Each 

Faced and 
Drilled Except 
Base Flange 
Each 

Facing and 
Drilling 

Base Flange 
Each 

16 

1 400 

85.00 

' 90.00 

7.50 

18 

1 450 ! 

100.00 

1 106.00 

12.00 

20 

! 500 1 

114.00 

i 121.00 

i 12.00 

22 1 

550 1 

142.00 

1 151.00 

12.00 

24 1 

600 1 

180.00 

190.00 

12.00 


Prices of Fittings larger than 24 inch, on application. 


FLANGED BASE TEES MADE TO ORDER. PRICES ON APPLICATION 


Furnished faced only, unless otherwise ordered. 
Templates for drilling, pages 224, 225. 
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CRANB 



AMERICAN STANDARD 
LOW PRESSURE CAST IRON 

FLANGED LONG RADIUS ELBOWS 

FOR STEAM WORKING 


FLANGED LONG RADIUS ELBOWS 
NO. 578 


Size 

Inches 

Size 

Millimeters 

No. 578 

Radius 

Inches 

Faced 

Each 

Faced 

Drilled 

Each 

16 1 

400 

86.00 1 93.50 

2134 

18 1 

450 

113.00 1 122.00 1 

2354 

1 500 

143.00 1 153.00 1 

26 

22 1 550 

178.00 1 191.00 1 

2854 

24 1 600 

222.00 1 237.00 1 

30H 


Long Radius Elbows of different dimensions from above, made to order at a 


Furnished faced only, unless otherwise ordered. 
Templates for drilling, pages 224, 225. 
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AMERICAN STANDARD 
LOW PRESSURE CAST IRON 

FLANGED TEES 


FOR STEAM WORKING PRESSURES UP TO 25 POUNDS 



FLANGED TEES REDUCING FLANGED TEES 


REDUCING IN RUN OR BRANCH 
NO. 571 NO. 573 


Size 

Size 

No. 

571 

No. 573 



Faced 

Faced and 
Drilled 

Faced 

Faced and 
Drilled 

Inches 

Millimeters 

Each 

Each 

Each 

Each 

16 

400 

75.00 

82.50 

! 86.00 

93.50 

18 

1 450 i 

98.00 1 

1 107.00 1 

113.00 

122.00 

20 

500 ! 

123.00 

1 133.00 

143.00 

1 153.00 

22 1 

550 1 

155.00 j 

168.00 

178.00 

191.00 

24 • 1 

600 1 

193.00 

208.00 1 

222.00 

1 237.00 

26 ! 

650 1 

343.00 1 

262.00 ' 

280.00 

1 299.00 

28 ! 

700 1 

275.00 1 

305.00 1 

316.00 

i 346.00 

30 1 

1 750 1 

325.00 

355.00 1 

375.00 

1 405.00 

32 ! 

800 1 

392.00 1 

422.00 1 

451.00 1 

! 481.00 

34 1 

850 1 

457.00 1 

495.00 1 

525.00 1 

1 563.00 

36 ! 

900 1 

520.00 1 

560.00 1 

598.00 1 

638.00 


Reducing Low Pressure Tees made to order in all reducing sizes at regular ist 
and discount. 


Furnished faced only, unless otherwise ordered. 
Templates for drilling, pages 224, 225. 
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CRANE 


AMERICAN STANDARD 
LOW PRESSURE CAST IRON 

FLANGED CROSSES 

FOR STEAM WORKING PRESSURES UP TO 25 POUNDS 



FLANGED CROSSES 
NO. 675 



REDUCING FLANGED CROSSES 
NO. 577 


Size 


Inches 


16 


18 


20 


22 


24 


26 


28 


30 


32 


I 


Size 


Millimeters 


400 


450 


500 


550 


600 


650 

700 


750 


34 


800 


36 


850 


900 


No. 575 


Faced 

Each 


114.00 


Faced and 
Drilled 

Each 


150.00 


124.00 


188.00 


202.00 


00 I 253.00 


290.00 


310.00 


370.00 I 395.00 

420 00 I 460 00 

495.00 i 535.00 


I 595.00 


635.00 


I 690.00 1 ^.00 


I 790.00 


840.00 


No. 577 


Faced 

Each 


130.00 


162.00 I 172.00 


217.00 


270.00 


Faced and 
Drilled 

Each 


140.00 


184.00 


231.00 


288.00 


335.00 I 355.00 

~425.00 I 450.00 

"480.00 i 520:^ 


565.00 


685.00 


605.00 


795.00 


725.00 


910.00 


845.00 


960.00 


•• 

Furnished faced only, unless otherwise ordered. 

Templates for drilling, pages 224, 225. 
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AMERICAN STANDARD 
LOW PRESSURE CAST IRON 

FLANGED TAPER REDUCERS 


FOR STEAM WORKING PRESSURES UP TO 25 POUNDS 



FLANGED FLANGED ECCENTRIC 

TAPER REDUCERS TAPER REDUCERS 

NO. 581 NO. 582 


Size 

Inches 

No. 581 

Size 

Inches 

Size 

Inches 

Faced 

Only 

Faced and 
Drilled 

16x12 

85.00 

90.00 

26x24 

38x34 

16x14 

85.00 

90.00 1 

1 28x20 

.38x36 

16x15 1 

85.00 

90.00 1 

28x22 

40x32 

18x12 

100.00 

106.00 1 

28x24 

40x34 

18x14 

100.00 

106.00 1 

28x26 

40x36 

18x15 

100.00 

106.00 1 

30x22 

40x38 

18x16 

100.00 

106.00 

30x24 

42x34 

20x14 

114.00 

121.00 

30x26 

42x36 

20x15 

114.00 

121.00 1 

30x28 

42x38 

20x16 

114.00 

121.00 

32x24 

42x40 

20x18 

114.00 

121.00 1 

32x26 

44x36 

22x15 

142.00 

151.00 1 

32x28 

44x38 

22x16 

142.00 

151.00 ! 

32x30 

44x40 

22x18 

142.00 

151.00 1 

34x26 

44x42 

22x20 

142.00 

151.00 1 

34x28 1 

46x38 

24x16 

180.00 

190.00 1 

34x30 1 

46x40 

24x18 

180.00 

190.00 1 

34x32 1 

46x42 

24x20 

180.00 

190.00 

36x28 1 

46x44 

24x22 

180.00 1 

190.00 1 

36x30 1 

48x40 

26x18 1 1 

1 

36x32 1 

48x42 

26x20 1 1 


36x34 1 

48x44 

26x22 1 1 

1 

38x30 1 

48x46 

1 1 

1 38x32 1 


Templates for drilling, pages 224, 225. 

Flanged Eccentric Taper Reducers will be made to order only. 
Flanged Taper Reducers not listed above, will be made to order. 
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CRANE 




AMERICAN STANDARD 
STANDARD CAST IRON 

FLANGED ELBOWS 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 


FLANGED ELBOWS 
NO. 525 


NO. 527 


Size, 

Inches 

Size, 

Millimeters 

No. 525 

No. 527 

Faced, 

Each 

Faced and 
Drilled, 

Each 

Faced, 

Each 

Faced and 
Drilled, 
j^ch 

IM 

32 

3.00 

3.60 

3.30 

3.90 

m 

38 

3.00 

3.60 

3.30 

3.90 

2 

50 

3.00 

3.60 

3.30 

3.90 


64 

3.15 

3.75 

3.50 

4.10 

3 

76 

3.45 

4.15 

3.80 

4.50 


90 

4.05 

4.90 

4.50 

5.35 

4 

100 

4.50 

5.50 

5.00 

6.00 


113 

5.50 

6.50 

6.00 

7.00 

5 

125 

6.25 

7.25 

6.90 

7.90 

6 

150 

7.60 

8.90 

8.35 

9.65 

7 

175 

10.50 

12.00 

11.00 

12.50 

8 

200 

12.00 1 

13.60 

12.60 

14.20 

9 

225 

17.00 

19.25 

17.75 

20.00 

10 

250 

19.00 

21.70 

20.00 

22.70 

12 

300 

28.00 

31.00 

29.50 

32.50 

14 

350 

41.50 

45.25 

41.50 

45.25 

15 

375 

47.00 

51.50 

47.00 

51.50 

16 

400 

54.50 

59.50 

54.50 

59.50 

18 

450 

71.00 

77.00 

71.00 

77.00 

20 

500 

90.00 

97.00 1 

90.00 

97.00 

22 

550 

113.00 

122.00 1 

113.00 

122.00 

24 

600 

140.00 

150.00 1 

140.00 

150.00 


Larger sizes made to order. Prices on application. 
Furnished faced only, unless otherwise ordered. 
Templates for drilling, pages 224, 225. 
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AMERICAN STANDARD 
STANDARD CAST IRON 

FLANGED BASE ELBOWS 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



FLANGED 
SQUARE BASE 
NO. 549 


FLANGED 

ROUND BASE ELBOWS 
NO. 550 


Size, 

Inches 

Size, 

Millimeters 

1 No. 549 or No. 550 

Faced Except Base 
Flange, 

Each 

Faced and Drilled 
Except Base Flange. 
Each 

Facing and Drilling 
Base Flange, 

Each 

4 

100 1 

9.00 

1 10.00 

3.00 

41/2 

113 1 

11.00 1 

I 12.00 

3.00 

5 

125 i 

12.50 1 

13.50 

3.50 

6 

150 1 

15.25 

16.55 

3.50 

7 

175 1 

21.00 

22.50 

l50 

8 

200 1 

24.00 

25.60 

5.00 

9 

225 1 

34.00 

36.25 

5.00 

10 

250 1 

38.00 

40.70 

5.00 

12 

300 1 

56.00 

59.00 

7.50 

14 

350 1 

70.00 

73.75 

7.50 

15 

375 1 

80.00 

84.50 

7.50 

16 

400 1 

90 00 

95.00 

7.50 

18 

450 1 

105.00 

111.00 

12.00 


flanged base tees made to order, prices on application 

Furnished faced only, unless otherwise ordered. 


Templates for drilling, pages 224, 225. 
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CRANE 


AMERICAN STANDARD 
STANDARD CAST IRON 

FLANGED LONG RADIUS ELBOWS 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



Size 

Inches 

Size 

Millimeters 

No. 551 

Radius 

Inches 

Faced 

Each 

Faced and 
Drilled 

Each 

2 

50 

5.00 

5.90 

53^ 

23^ 

64 

5.25 

6.15 I 


3 

76 

5.75 

6.85 

! 63i 

33^ 

90 

6.75 

8.00 


4 

100 1 7.50 1 ■ 9.00 



113 1 9.25 1 10.75 



10 

12 


14 


15 


16 


18 


20 


150 

175 


200 

225 

250 


300 

350 


375 


400 

450 


500 


12.65 


17.50 


20.00 


28.50 


31.50 


46.50 

69.00 


78.00 


91.00 


118.00 


150.00 


14.60 


19.75 


22.40 


31.85 


35.50 


51.00 


74.50 


84.75 


98.50 


127.00 


160.00 


lOK 

12 


13 


143 ^ 


163 ^ 


18 J^ 


20 

21Ji 


23^ 


26, 


a si dll different dimensions from above, made to order at 

Furnished faced only, unless otherwise ordered. 

Templates for drilling, pages 224, 225. 
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AMERICAN STANDARD 
STANDARD CAST IRON 

FLANGED TAPER REDUCING ELBOWS 

PRESSURES UP TO 125 POUNDS 


FLANGED TAPER REDUCING 
NO. 645 


Size, 

Inches 


3x1 


3x2 


3x2}^ 


33^x2 


Size. 

Millimeters 


76x38 


76x50 


76x64 


33^x2^ 


90x50 


Faced, 

Each 


Faced and 

Drilled, 

Each 


Size, 

Inches 


Size, 

Millimeters 


6.90 


6.90 


6.90 


8.10 


33^x3 


4x2 


4x21^ 


4x3 


4x33^ 


43^x23^ 


43^x33^ 


434x4 


5x234 


5x3 


5x4 


6x234 


6x3 


6x334 


6x4 


6x5 


7x5 


7x6 


8x334 


8x4 


90x64 


8.10 


90x76 


100x50 


100x64 


100x76 


100x90 


113x64 


113x90 


113x100 


125x64 


125x76 


125x100 


150x64 


150x76 


150x90 


150x100 


150x125 


175x125 


175x150 


200x90 


200x100 


8x5 I 200x125 


8.10 


9.00 


9.00 


9.00 


9.00 


11.00 


11.00 


11.00 


12.50 


12.50 


12.50 


15.25 


15.25 


15.25 


15.25 


15.25 


21 00 


21.00 


24.00 


24.00 


24 00 


7.60 


8x6 


7.60 


7.60 


8.95 


8.95 


8.95 


10.00 


10.00 


10.00 


10.00 


12.00 


12.00 


12.00 


13.50 


13.50 


13.50 


16.55 


16.55 


16.55 


16.55 


16.55 


22.50 


22.50 


25.60 


25.60 I 


25.60 


8x7 


9x6 


I 9,x8 


10x434 


10x5 


10x6 


10x7 


10x8 


10x9 


12x6 


12x7 


12x8 


12x10 


14x10 


14x12 


15x10 


15x12 


16x12 


16x14 


16x15 


18x15 


18x16 


20x14 


20x16 


20x18 


200x150 


200x175 


225x150 


225x200 


250x113 


250x125 


No. 545 


Faced, 

Each 


24.00 


24.00 


34.00 


34.00 


38.00 


250x150 


38.00 


250x175 


250x200 


250x225 


300x150 


300x175 


300x200 


300x250 


350x250 


350x300 


375x250 


375x300 


400x300 


400x350 


400x375 


450x375 


450x400 


500x350 


500x400 


500x450 


38.00 


38.00 


38.00 


38.00 


56.00 


56.00 


56.00 


56.00 


70.00 


70.00 


80 00 


80.00 


90.00 


90 00 


90.00 


105.00 


105 00 


120.00 


120.00 


Faced and 
Drilled, 
^ch 


25.60 


25.60 


36.25 


36.25 


40.70 


40.70 


40.70 


40.70 


40 70 


40.70 


59.00 


59.00 


59.00 


59.00 


73.75 


73.75 


84.50 


84.50 


95 00 


95.00 


95.00 


111.00 


111.00 


127.00 


127.00 


120.00 I 127.00 


spedaTprSe'^®'*’®'' Elbows not listed above will be made to order at a 

Furnished faced only, unless otherwise ordered. 


Templates for drilling, pages 224, 225. 


.[ 



























































































































































210 


CRANE 


AMERICAN STANDARD 
STANDARD CAST IRON 

FLANGED DOUBLE BRANCH ELBOWS 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



DOUBLE REDUCING DOUBLE 

BRANCH FLANGED ELBOWS BRANCH FLANGED ELBOWS 

NO. 538 NO. 540 


Size 

Inches 

Size 

Millimeters 

No. 538 

No. 540 

Faced 

Each 

Faced and 
Drilled 
Each 

Faced 

Each 

Faced and 
Drilled 
Each 

4 

100 

28.50 

30.00 

31.50 

33.00 

5 

125 

36.00 

37.50 

39.50 

41.00 

6 

150 

38.00 

40.00 

42.00 

44.00 

7 

175 

42.75 

45.00 ! 

47.75 

50.00 

8 

200 

47.50 

50.00 1 

52.50 

55.00 

10 

250 

66.00 

70.00 1 

73.50 

77.50 

12 

300 

90.50 

95.00 ! 

100.50 

105.00 

14 

350 

119.50 

125.00 1 

132.50 

138.00 

16 

400 

142.50 

150.00 1 

157.50 

165.00 


Lists given above for No. 540 are for Fittings reducing on the branches with 
branches same size. If Fittings are wanted with branches two different sizes 
or reducing on inlet they will be made to order at a special price. 


To avoid confusion, it is requested that a sketch be sent with each order show¬ 
ing exact size of all openings. 

Larger sizes made to order. Prices on application. 

Furnished faced only, unless otherwise ordered. 

Templates for drilling, pages 224, 225. 
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AMERICAN STANDARD 
STANDARD CAST IRON 

FLANGED SIDE OUTLET ELBOWS 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



REDUCING SIDE 
OUTLET FLANGED ELBOWS 
NO. 528 


SIDE OUTLET 
FLANGED ELBOWS 
NO. 526 


I 


Size, 

Inches 

Size, 

Millimeters 

No. 526 

No. 528 

Faced, 

Each 

Faced and 
Drilled, 

Each 

Faced, 

Each 

Faced and 
Drilled, 

1 Each 

4 

100 1 

26.50 

28.00 1 

29.50 I 

31.00 

5 

125 1 

28.50 

30.00 1 

31.50 1 

33.00 

6 

150 


33.00 


35.00 ! 

36.00 1 

38.00 

7 

175 


40.25 


42.50 1 

44.75 1 

47.00 

8 

200 


47.50 


50.00 1 

52.50 ! 

55.00 

10 

250 


76.00 


80.00 1 

84.00 1 

88.00 

12 

300 


100.50 


105.00 1 

110.50 1 

115.00 

14 

350 


129.50 


135.00 1 

144,50 1 

150.00 

16 

400 


152.50 


160.00 1 

167.50 1 

175.00 


Side outlet elbows are furnished with all openings on intersecting center lines. 
Larger sizes made to order. Prices on application. 

Furnished faced only, unless otherwise ordered. 

Templates for drilling, pages 224, 225. 

































































212 


CRANE 



FLANGED TEES 
NO. 529 


AMERICAN STANDARD 
STANDARD CAST IRON 


FLANGED TEES 


FOR STEAM WORKING 
PRESSURES UP TO 
125 POUNDS 



REDUCING FLANGED TEES 


REDUCING IN RUN OR BRANCH 

NO. 531 


Size 

Size 

Millimeters 

No. 529 

No. 531 

Inches 

Faced 

Each 

Faced and 

Drilled 

Each 

Faced 

Each 

Faced and 
Drilled 
Each 

IK 

32 

4.35 

5.25 



li4 

38 

4.35 

5.25 

5.00 

5.90 

2 

50 

4.35 

5.25 

5.00 

5.90 * 

2K 

64 

4.55 

5.45 

5.25 

6.15 

8 

76 

5.00 

6.10 

5.75 

6.85 

3K 

90 

5.85 

7.10 

6.75 

8.00 

4 

100 

6.50 

8.00 

7.50 

9.00 

4K 

113 

8.00 

9.50 

9.25 1 

10.75 

5 ! 

125 

9.10 

10.60 

10.50 1 ilToo 

6 1 

150 

11.00 1 

12 95 1 

12.65 

14.60 

7 1 

175 

15.25 

17.50 1 

17.50 

19.75 ' 

8 1 

200 

17.40 

19.80 1 

20.00 

22.40 

9 1 

225 

24.65 1 

28.00 f 

28.50 

31.85 ■ 

10 1 

250 1 

27.50 

31.50 1 

31.50 

35.50 " 

12 

300 1 

40.50 

45.00 ! 

46.50 

51.00 

14 

350 1 

60.00 

65.50 

69.00 

74.50 

15 ! 

375 1 

68.00 

74.75 1 

78.00 

84.75 

16 1 

400 t 

79.00 

86.50 ! 

91.00 

98.50 

18 1 

450 1 

103.00 

112.00 1 

118.00 

127.00 

20 1 

500 1 

130.00 

140.00 ! 

150.00 

160.00 

22 1 

550 ! 

164.00 

177.00 

189.00 

202.00 

24 1 

600 1 

203.00 

218.00 1 

233.00 

248.00 


■ Larger sizes made to order. Prices on application. Furnished faced only, 
unless otherwise ordered. ‘ 


Templates for drilling, pages 224 , 225 . 
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AMERICAN STANDARD 
STANDARD CAST IRON 

FLANGED DOUBLE SWEEP TEES 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 


CRANE 

125 





DOUBLE SWEEP FLANGED TEES 
NO. 534 


REDUCING 

DOUBLE SWEEP FLANGED TEES 
NO. 536 


Size, 

Inches 

Size, 

Millimeters 

No. 634 

*No. 536 ! 

Faced, 

Each 

Faced and 
Drilled, 
Each 

Faced, 

Each 

Faced and 
Drilled, 
Each 

2 

50 

5.00 

5.90 



2)^ 

64 

5.25 

r 6.15 

6.00 

6.90 

3 

76 

5.75 

6.85 

6.60 

7.70 

3^ 

90 

6.75 

8.00 

7.75 

9.00 

4 

100 

7.50 

9.00 

8.65 

10.15 


113 

9.25 

10.75 

10.60 

12.10 

5 

125 

10.50 

12.00 

12.00 

13.50 

6 

150 

12.65 

14.60 

14.50 

16.45 

7 

175 

17.50 

19.75 

20.00 

22.25 

8 

200 

20.00 

22.40 1 

23.00 

25.40 

9 

225 

28.50 

31.85 1 

32.75 

36.10 

10 

250 

31.50 

35.50 1 

36.00 

40.00 

12 

300 

46.50 

51.00 1 

53.50 

58.00 

14 

350 

69.00 

74.50 1 

79.00 

84.50 

15 

375 

78.00 

84.75 1 

90.00 

96.75 

16 

o 

o 

91.00 

98.50 1 

105.00 

112.50 


(M 

(M 

02 

0) 

bC 

d 

a 

bC 

C 


d 

3, 

s 


♦Double Sweep Tees are not made reducing on the run. Should such Tees 
however, be wanted we will alter patterns and change the dimensions (which 
will be expensive) and furnish at a special price. Dimensions on request. 

We can only increase branch (outlet) within a reasonable limit, which must 
be regulated by our patterns. ’ 

Furnished faced only, unless otherwise ordered. 
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CRANE 


AMERICAN STANDARD 
STANDARD CAST IRON 

FLANGED SINGLE SWEEP TEES 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



SINGLE SWEEP FLANGED TEES 
NO. 533 


REDUCING 

SINGLE SWEEP FLANGED TEES 
REDUCING IN RUN OR BRANCH 

NO. 535 


Size, 

Inches 

Size, 

Millimeters 

No. 533 

No. 535 

Templates for drilling, pages 224, 225. 

Faced, 

Each 

Faced and 
Drilled, 
Each 

Faced, 

Each 

Faced and 
Drilled, 
Each 

2 

50 

5.00 

5.90 




64 

5.25 

6.15 

6.00 

6.90 

3 

76 

5.75 

6.85 

6.60 

7.70 

3y2' 

90 

6.75 

8.00 

7.75 

9.00 

4 

100 

7.50 

9.00 

8.65 

10.15 


113 

9.25 

10.75 

10.60 

12.10 

5 

125 

10.50 

12.00 

12.00 

13.50 

6 

150 

12.65 

14.60 

14.50 

16.45 

7 

175 

17.50 

19.75 

20.00 

22.25 

8 

200 

20.00 

22.40 

23.00 

25.40 

9 

225 

28.50 

31.85 

32.75 

36.10 

10 

250 

31.50 

35.50 

36.00 

40.00 

12 1 300 

46.50 

51.00 

53.50 

58.00 

14 1 350 

69.00 

74.50 

79.00 

84.50 

15 1 375 

78.00 

84.75 

90.00 

96.75 

16 1 400 

91.00 

98.50 

105.00 

112.50 


Larger sizes made to order. Prices on application. 

We do not make Single Sweep Tees with side openings larger than the run, 
Furnished faced only, unless otherwise ordered. 
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AMERICAN STANDARD 
STANDARD CAST IRON 

flanged side outlet tees 


FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



FLANGED 

SIDE OUTLET TEES 
NO. 530 


Size, 

Inches 

Size, 

Millimeters 

No. 530 

No. 532 

Faced, 

Each 

Faced and 
Drilled, 

Each 

Faced, 

Each 

Faced and 
Drilled, 

Each 

4 

100 

31.00 

33.00 

34.00 

36.00 

5 

125 

35.00 

37.00 

39.00 

41.00 

6 

150 

42.25 

45.00 

47.25 

50.00 

7 

175 

49.50 

52.50 

55.00 

58.00 

8 

200 

56.75 

60.00 1 62.75 

66.00 

10 

250 

84.60 

90.00 1 94.50 

100.00 

12 

300 

114.00 

120.00 1 126.00 

132.00 

14 

350 

142.50 

150.00 ^ 157:50 i 166.00 

16 

400 1 170.00 

180.00 1 190.00 1 200 00 


REDUCING 

SIDE OUTLET FLANGED TEES 
NO. 532 


Larger sizes made to order. Prices on application. 
Furnished faced only, unless otherwise ordered. 
Templates for drilling, pages 224, 225. 
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Size. 

Inches 

Size, 

Millimeters 

No. 541 

No. 543 

Faced, 

Each 

Faced and 
Drilled, 

Each 

Faced, 

Each 

Faced and 
Drilled, 
Each 

2 

50 

6.75 1 

7.95 



2^ 

64 

6.95 


8.15 

8.00 

9.20 

3 

76 

7.65 


9.05 

8.75 

10.15 

1 

90 

9.00 


10.70 

10.35 

12.05 

4 1 

100 

10.00 


12.00 

11.50 

13.50 

*¥2 1 

113 

12.00 


14.00 

13.75 

15.75. 

5 1 

125 

13.75 


15.75 

15.75 

17.75 

6 1 

150 

16.75 


19.25 

19.25 

21.75 

7 1 

175 

23.00 


26.00 

26.50 

29.50 

8 1 

200 

26.50 


29.75 

30.50 

33.75 

9 1 

225 

37.50 


42.00 

43.00 

47.50 

10 1 

250 

42.00 


47.50 

48.00 


53.50 

12 1 

300 

61.50 


67.50 

71.00 


77.00 

14 1 

350 

91.00 


98.50 

105.00 


112.50 

15 1 

375 

103.00 


112.00 

118.00 


127.00 

16 1 

400 

120.00 


130.00 

138.00 


148.00 


Larger sizes made to order only. Prices on application, 
rurnisheci faced only, unless otherwise ordered. 

Templates for drilling, pages 224 , 225 . 


crane: 

125 


AMERICAN STANDARD 
STANDARD CAST IRON 

45° FLANGED LATERALS 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 


450 FLANGED LATERALS 
NO. 541 


REDUCING 45° FLANGED LATERALS 
REDUCING IN RUN OR BRANCH 


NO. 543 
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AMERICAN STANDARD 
STANDARD CAST IRON 

FLANGED CROSSES 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO. 639 


* 


Size 

Size 

No. 

537 

No. 

II 

1 

CO 

1 

1 Inches 

Millimeters 

Faced 

Faced and 
Drilled 

Faced 

Faced and 
Drilled 

-- 


Each 

Each 

Each 

Each 

1 

32 

6.75 

7.95 


■ 

: 1 ^ 

38 

6.75 

7.95 



2 

50 

6.75 

7.95 j 

7.75 

8.95 

' 2 ^ 

64 

6.95 

Os i 

8.00 i 

9.20 

f 3 

76 

7.65 

9.05 1 

8.75 

10.15 

; 

90 1 

9.00 1 

10.70 1 

10.35 

12.05 

4 

100 I 

10.00 1 

12.00 1 

11.50 

13.50 


113 1 

12.00 1 

14.00 1 

13.75 

15.75 

5 

125 1 

13.75 1 

15.75 1 

15.75 

17.75 

6 

150 1 

16.75 1 

19.25 1 

19.25 

21.75 

7 

175 1 

23.00 i 

26.00 1 

26.50 

29.50 

8 

200 1 

26.50 1 

29.75 1 

30.50 

33.75 

9 

225 1 

37.50 1 

42.00 1 

43.00 

47.50 

10 

250 1 

42.00 1 

47.50 1 

48.00 

53.50 

12 

300 I 

61.50 1 

67.50 1 

71.00 

77.00 

; 14 

350 1 

91.00 1 

98.50 1 

105.00 

112.50 

15 

)-- 

376 I 

103.00 1 

112.00 1 

118.00 

127.00 

16 

400 1 

120.00 1 

130.00 1 

138.00 

148.00 

18 

450 1 

157.00 1 

169.00 1 

180.00 

192.00 

20 

500 1 

198.00 1 

212.00 1 

228.00 

242.00 

22 

550 1 

248.00 1 

266.00 1 

285.00 

303.00 

24 

600 1 

310.00 1 

330.00 1 

355.00 

375.00 


Larger sizes made to order. Prices on application, 
furnished faced only, imless otherwise ordered. 
Templates for drilling, pages 224, 225 
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AMERICAN STANDARD 
STANDARD CAST IRON 

FLANGED TAPER REDUCERS 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 


N 


FLANGED 
TAPER REDUCERS 
NO. 547 


H 


FLANGED ECCENTRIC 
TAPER REDUCERS 
NO. 548 

PRICES UPON APPLICATION 


Size, 

Inches 

No. 547 

Size, 

Inches 

No. 547 

Faced, 

Each 

Faced and 
Drilled, 

Each 

Faced, 

Each 

1 

1 

Faced and 
Drilled, 
Each 

3x2 

6.90 


7.60 

14x6 


70.00 


73.75 

S}4x2}4 

8.10 


8.95 

14x8 


70.00 

1 

73.75 

4x2 

9.00 


10.00 

14x10 


70.00 

1 

73.75 

4x23^ 


9.00 


10.00 

14x12 


70.00 

1 

73.75 

4x3 


9.00 


10.00 

15x8 


80.00 

1 

84.50 

5x2 


12.50 


13.50 

15x10 


80.00 

1 

84.50 

5x23^ 


12.50 


13.50 

15x12 


80.00 

1 

84.50 

5x3 


12.50 


13.50 

15x14 


80.00 

1 

84.50 ' 

5x4 


12.50 


13.50 

16x8 


90.00 

1 

95.00 

6x3 


15.25 


16.55 

16x10 


90.00 

1 

95.00 

6x33^ 


15.25 


16.55 

16x12 


90.00 

1 

95.00 

6x4 


15.25 


16.55 

16x14 


90.00 

1 

95.00 

6x5 


15.25 


16.55 

18x10 


105.00 

1 

111.00 

7x3 


21.00 


22.50 1 

18x12 


105.00 

1 

111.00 

7x4 


21.00 


22.50 

18x14 


105.00 

1 

111.00 

7x5 


21.00 


22.50 

18x16 


105.00 

1 

111.00 

7x6 


21.00 


22.50 

20 x12 


120.00 

1 

127.00 

8x3 


24.00 


25.60 

20x14 


120.00 

1 

127.00 

8x4 


24.00 


25.60 

20x16 


120.00 

1 

127.00 

8x5 


24.00 


25.60 

20x18 


120.00 


127.00 

8 x6 


24.00 


25.60 

22x14 


150.00 

1 

159.00 

10x4 


38.00 


40.70 

22x16 


150.00 

1 

159.00 

10x5 


38.00 


40.70 

22x18 


150.00 

1 

159.00 

10 x6 


38.00 


40.70 

22 x20 


150.00 

1 

159.00 

10 x8 


38.00 


40.70 

24x16 


190.00 

1 

200.00 “ 

12x5 


56.00 


59.00 

24x18 


190.00 

1 

200.00 

12 x6 


56.00 


59.00 

24x20 


190.00 

1 

200.00 

12 x8 


56.00 


59.00 1 

24x22 


190.00 

1 

200.00 

12 x10 


56.00 


59.00 




1 



special price. 

Templates for drilling, pages 224, 225. 
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STANDARD 

REDUCING FLANGED FITTINGS 



j It is not possible to carry in stock a line of Reducing Flanged Fittings suffic- 
I iently large to meet all demands promptly. We aim to carry a complete line of 
I straight sizes, and an extensive line of reducing sizes. 

; To avoid delay, we carry in stock a line of 

REDUCING RIBBED FLANGES AS SHOWN ON PAGE 194 

These Flanges, used in connection with straight or reducing fittings carried in 
stock, enable us to fill orders for reduced sizes very promptly. 

CUSTOMERS WHO DESIRE FITTINGS REDUCED IN THIS MANNER WILL PLEASE 
SPECIFY “REDUCE BY FLANGES IF NECESSARY’* 

, These Flanges will always be the same thickness as the regular Companion 
I Flanges of corresponding outside diameter. 


The Flanges are always drilled to the template corresponding to the outside 
diameter, unless otherwise ordered. 


IN ORDERING REDUCING COMPANION FLANGES 

always give the screwed or reduced size first, then the outside diameter of Flange 
wanted; for instance, if a Reducing Flange is required to connect a 6 inch pipe to a 
9 inch Flanged Valve or Fitting, having a 15 inch O. D. Flange, 

ORDER A 6 X 15 REDUCING FLANGE 

This will clearly avoid confusion often caused by orders incorrectly calling 
for a 9x6 or a 6x9 Flange. 











220 


CRANE 


GALVANIZED STANDARD FLANGED 
FITTINGS AND FLANGES 

Galvanized Standard Cast Iron or Ferrosteel Flanged Fittings will be made to 
order at an advance over the black price as below: 


EXTRA PRICE FOR GALVANIZING 


Size 

Size 

No. 525 
Flanged 
Elbows 

No. 545 
Reducing 
Flanged 
Elbows 

No. 527 
Flanged 

45® Elbows 

No. 547 
Flanged 

Nos. 529, 
531,533, 534, 
535, 536 
Flanged Tees 
and Flanged 
Reducing 
Tees 

Nos. 549, 550 
Flanged Base 
Elbows 

No. 551 
Flanged Long 

Nos. 537, 
539 Flanged 
Crosses and 
Flanged 
Reducing 
Crosses 

Nos. 541,543 
Flanged 
Laterals 
and Flanged 
Reducing 
Laterals 

Nos. 553, 
558 

Companion 

Flanges 

No. 557 

Reducing 

Companion 

Flanges 

No. 555 

Blind 

Flanges 

Inches 

Millimeters 

Taper 
Reducers 
Extra, Each 

Radius 
Elbows 
Extra, Each 

Extra, Each 

Extra, Each 

Diameter, 

Inches 

Extra, 

Each 

m 

32 

2.40 

3.60 

4.80 

.60 

1 

iVi 

38 

2.40 

3.60 

4.80 

.60 

1 

2 

50 

2.40 

3.60 

4.80 

.70 

6 

1.00 


64 

2.50 

3.75 

5.00 

.75 

7 

1.10 

3 

76 

2.75 

4.15 

5.50 

.85 

7}4 

1.25 

3J4 

90 

3.25 

4.90 

6.50 

1 00 


1.50 

4 

100 

3.65 

5.50 

7.25 

1 20 

9 

1.80 

414 1 

113 

4.35 

6.50 

8.75 

1.25 

9M 

1.90 

5 1 

125 

4.85 

7.25 

9.75 

1.35 

10 

2.00 

6 1 

150 

6.00 

9.00 

12.00 

1.65 

11 

2.50 

7 1 

175 

8.00 

12.00 

16.00 

2.15 

1214 

3.25 

8 1 

200 

9.00 

13.50 

18.00 

2.50 

13H 

3.75 

9 1 

225 

13.00 

19.50 

26.00 

3.00 

15 

4.50 

10 1 

250 

14.50 

22.00 

29.00 

3.75 

16 

5.75 

12 1 

300 

21.00 

31.00 

42.00 

5 00 

19 

7.50 

14 1 

350 

30.00 

45.00 

60.00 

7.00 

21 

10.50 

15 1 

375 

35.00 

52.50 1 

70.00 

9.00 1 

22^ 

13.50 

16 1 

400 

40.00 

60.00 I 

80.00 

10.50 1 

23 

16.00 


ii 
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SPECIAL FLANGED FITTINGS 

CAST IRON, FERROSTEEL OR CAST STEEL 

LOW PRESSURE, STANDARD AND EXTRA HEAVY PATTERNS 

ANCHORAGE AND BASE FITTINGS 



ECCENTRIC FITTINGS 


0 

FLANGE 

TAPPED ECCENTRIC 

FITTINGS WITH 



ECCENTRIC TEE 
ONE END OF RUN, OR BRANCH. 
OR BOTH MAY BE ECCENTRIC 

TAPPED BOSSES 



SHOWING WHERE TAPPED 
BOSSES MAY BE LOCATED 



PRICES ON APPLICATION 


SPECIAL 
ANGLE ELBOWS 


RING CLOSING PIECE 
FACED ON BOTH SI DES 



Beveled Filling Ring Faced on 
Both Sides for Closing Up 
Between Two Flanges Which 
Do Not Face Squarely 


Dimension drawings should accompany orders or inquiries for prices. 
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Full Face Gaskets are furnished without bolt holes; bolt holes will be punched at an extra price when so ordered. 
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AMERICAN STANDARD 

templates for drilling 

STANDARD AND LOW PRESSURE FLANGED VALVES AND 

fittings 


EFFECTIVE JANUARY 1, 1914 


Size 

Inches 


1 


IH 




Size 
Millimeters 


25 


32 


38 


50 


~^\ 64 


76 


4 I 


90 


100 


43^1 113 


125 


150 


10 


12 


14 


15 


16 


18 


20 


22 


24 


26 


28 


30 


32 


34 


36 


38 


40 


175 


200 


225 


250 


300 


350 


375 


400 


450 


500 


550 


600 


650 


700 


750 


800 


850 


900 


950 


1000 


Diameter 
of Flanges 

Inches 


4y2 


Thickness 
of Flanges 

Inches 


^6 




5^6 


73^ 


83^ 


9K 


10 


11 






15 


16 


19 


21 


22H 


231^ 


25 


27H 


29}^ 


32 


341^ 


363^ 


38H 


41% 


43% 


46 


48M 


50% 


ys 


'!4 


Bolt 

Circle 

Inches 


Number 

of 

Bolts 

Inches 


3% 


4% 


5% 


‘316 I 




7H 


‘316 


7% 


‘316 I SVi 


1316 


9M 


IH 


10 % 




11 % 


13f6 


13% 


1% 


14M 


17 




m 


13f6 


1316 


l‘3l6 




IVs 


2316 


23^ 


2 % 


2316 


231 


23^ 


m 


20 


21 % 


22 % 


25 


27% 


20 % 


31% 


34 


36 


40% 


42% 


45% 


47% 


Size of 
Bolts 

Inches 


12 


12 


12 


12 


16 


16 


16 


20 


20 


20 


24 


28 


28 


383ri w 


32 


32 


316 


3^ 


% 


ys 


% 


% 




% 


H 


% 


Vs 


% 


1 


1 % 


I3i 


Length of 
Bolts 

Inches 


13^ 


13^ 


13^ 


I3i 


13^ 


13^ 


13^ 


32 


l3i 


36 


13^ 


13^ 


13^ 


I3i 


2 % 


2 % 


2 % 


2 % 


2 % 


2 % 


3% 


3% 


3% 


3% 


4% 


5% 


5% 


5% 


5% 


0 % 


0 % 


63^ 


0 % 


Length of 

Studs with 
2 Nuts 

Inches 


the°center Hnf 

Rnlf hnf* drilled 3^ inch larger than nominal diameter of bolts 
alwa^i furni^heTspT^^^^^^^^^^^^ ^ast Steel which are 
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AMERICAN STANDARD 

TEMPLATES FOR DRILLING 

STANDARD AND LOW PRESSURE FLANGED VALVES AND 
FITTINGS 

EFFECTIVE JANUARY 1, 1914 
CONTINUED 


Size 

Inches 

Size 

Millimeters 

Diameter 
of Flanges 

Inches 

Thickness 
of Flanges 

Inches 

Bolt 

Circle 

Inches 

Number 

of 

Bolts 

Inches 

Size of 
Bolts 

Inches 

Length of 
Bolts 

Inches 

Length of 

Studs with 
2 Nuts 

Inches 

42 

1050 

53 


491^ 

36 

m 

7h 

93^ 

' 44 

1100 

55M 

2ys 

5iy 

40 

m 

7M 


46 

1150 

57M 

1“4 

53H 

40 

m 

7y 

oy 

f 48 

1200 


2M 

56 

44 

IVb 

7y 

93^ 

50 

1250 

61M 

2H 

58H 

44 

IH 

7h 

10 

52 1 

1300 

64 1 

2K 

603^ 

44 

m 

8 

103^ 

54 1 

1350 

66M 1 

3 

62M 

44 

IM 

8^ 1 

103^ 

56 1 

1400 

68M 1 

3 

65 

48 

m 

8h 1 

103^ 

58 1 

1450 

71 1 

SVs 

67K 

48 


sy 1 

11 

' 60 1 

1500 

73 1 

SVs 

693^ 

52 

m 

83^ 1 

11 

62 1 

1550 

75H 1 

3M 

ny 

52 

IVs 

9 1 

113^ 

64 1 

1600 

78 1 


74 

52 

IVb 

9 1 


66 1 

1650 

80 I 

3H 

76 

52 

m 

1 

113^ 

68 1 

1700 

82M 1 

SVs 


56 

m 

gy 1 

113^ 

, 70 1 

1750 

84^ 1 

2y2 

soy 

56 

IVb 

9y 1 

12 

72 1 

1800 

86}^ 1 


82y 

60 


9y 1 

12 

74 ! 

1850 

883^ 1 

m 

843^ 

60 

m 

m 1 

12 

76 1 

1900 

90H 1 

m 


60 

iVs 

OH 1 

12 

78 1 

1950 

93 1 

3H 

88H 

60 

2 

10 1 

123^ 

80 1 

2000 

95M 1 

3M 

91 

60 

2 

10 1 

123^ 

82 1 

2050 

97J4 1 

Wb 

933< 

60 

2 

103^ 1 

13 

' 84 1 

2100 

99^ 1 


953^ 

64 

2 

103^ 1 

13 

: 86 1 

2150 

102 1 

4 

97M 

64 

2 

103^ 1 

13 

88 1 

2200 

104M 1 

4 

100 

68 

2 

103^ 1 

13 

■ 90 1 

2250 

1061^ 1 

4J^ 

102K 

68 

23^ 

1 

14 

> 92 1 

2300 

108M 1 

4^ 

1043^ 

68 

23^ 

11 1 

14 

’ 94 1 

2350 

111 1 

4K 

106J< 

68 

23^ 

ny 1 

14 

96 1 

2400 

1131^ 1 

4M 


68 

23^ 

113^ 1 

143^ 

^98 1 

2450 

1151^ 1 

4^ 

ilOH 

68 

23^ 

ii3i 1 

14^ 

^100 1 

2500 

117M 1 

Wb 

113 

68 

23^ 1 

113^ 1 

143i 


■ ^ x tjiiipiaies are in multiples ot tour, so that httings may be made 

• T quarter and bolt holes straddle the center line. 

Bolt holes are drilled inch larger than nominal diameter of bolts. 

Bolt holes are spot faced only when so ordered except Cast Steel which are 
always furnished spot faced. 
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AMERICAN STANDARD 

TEMPLATES FOR DRILLING 
EXTRA HEAVY AND MEDIUM FLANGED VALVES 
AND EXTRA HEAVY FLANGED FITTINGS 

EFFECTIVE JANUARY 1,1914 


Size 

Inches 

Size 

Millime¬ 

ters 

Diameter 
of Flanges 

Inches 

Thickness 
of Flanges 

Inches 

Bolt 

Circle 

Inches 

Number 

of 

Bolts 

Size of 
Bolts 

Inches 

Length of 
Bolts 

Inches 

Length of 
Studs with 
2 Nuts 
Inches 

1 

25 

4 ^ 


‘He 

3K 

4 

i K 

2 



32 

5 



m 

1 4 

1 K 

1 23^ 

1 

-M 

38 

6 



4K 

1 4 

1 K 

W 2 

1 

2 

50 



Vs 

5 

1 4 

1 K 

2K 

1 

23^ 

64 

7M 


1 

5K 

4 

1 K 

3 


3 

76 

SH 


IH 

6K 

8 

1 K 

3K 


33^ 

90 


9 


1% 

7K 

8 

K 

3K 


4 

100 


10 


IK 

m 

8 

K 

3K 


41 ^ 

113 


WVi 


m 


8 


3K 


5 

125 


11 


IK 

93^ 

8 

K 

3K 


6 

150 


12M 


1% 1 

lOK 

12 

K 

3K 


7 

175 


14 


IK 

IIK 

12 

K 

4 


8 

200 


15 


IK 

13 

12 

K 

43^ 

i -- 

9 

225 


16^ 


m 

14 

12 

1 

4K 


10 

250 


17^ 


IK 

15K 

16 

1 

5 


12 

300 


203^ 


2 

17K 

16 

IK 

5K 


14 

350 


23 


2K 

20K 

20 

IK 

5K 


15 1 

375 


24H 


2Ki 

21K 

20 

IK 

5K 

- 

16 1 

400 


25V2 


23 ^ 

22K 

20 

IK 

6 


18 

450 


28 


2K 1 

24M 

24 

IK 

63^ 


20 

500 


30H 


2K 1 

27 

~24 [ 

IK 1 

6K 


22 

550 


33 


2K 1 

29K 

24 1 

13 ^ 1 

7 


24 

600 


36 


2K i 

32 1 

24 1 

15^ 1 

73 ^ 

93^ 

26 

650 


383^ 


2% 1 

CO 

28 1 

IK 1 

7K 

10 

28 

700 


mu 


2% 1 

37 1 

28 1 

iK~f 

8 

10 

30 

750 


43 


3 1 

393^ 1 

28 1 

IK 

83^ 

lOK 

32 

800 


45M 


3K 1 

41K 1 

28 ! 

IK 

8K 

11 

34 

850 


47 H 


33^ 1 

•43K 1 

28 1 

IK 1 

9 

llK 

36 

900 


50 


3K 1 

46 1 

32 1 

IK 1 

93^ 

iijr* 

38 

950 


52^ 


CO 

48 1 

32 1 

IK 1 

93^ 


40 

1000 


54}^ 


CO 

503^ 1 

36 1 

IK 1 

9H 

12 

42 

1050 


57 


3% 1 

52K 1 

36 1 

IK 1 

9K 

12 ■ 

44 

1100 




SH 1 

55 1 

36 1 

2 1 

10 

12K i 

46 

1150 


613^ 


3K 1 

57K 1 

40 1 

2 1 

lOK 1 

13 

48 

1200 


65 


4 1 

60K 1 

40 1 

2 1 

lOK 1 

13 ' 


xcxxxpxxiuco aic HI muitipHJH ui louF, SO toat nttings may be made 
to face in any quarter, and bolt holes straddle the center line. 

Bolt holes are drilled 3^ inch larger than nominal diameter of bolts. 

For Flanges with Male, Female Tongue or Grove Faces add inch to the 
bolt length given in table above. 

For Cranelap Joints for each flange add the thickness of the pipe to the bolt 
length given in table above. 

Bolt holes are spot faced only when so ordered, except Cast Steel which are 
always furnished spot faced. 
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VALVES AND FITTINGS 


FOR AMMONIA 


Crane valves and fittings for Ammonia were designed in accordance with the 
1 most approved engineering practice as to standards, interchangeability of parts 
^ proportions, thickness of metal, etc. * 

I Flanges, flanged valves and flanged fittings, one inch and larger, are drilled 
; in multiples of four, so that fittings may be made to face in any quarter: bolt holes 
f straddle center line. 

I Bolt circles and number and sizes of bolts, are the American extra heavy 
j standard, adopted by all the leading manufacturers September 17, 1913. This 
j conforms to our past practice, there being no changes in the flanges of our ammonia 
; line. 

Valves, elbows, tees and crosses of the same type and size, have same center 
I to^ end dimensions. A tongue and groove globe valve, for example, may be sub- 
I stituted for a tongue and groove tee or cross, a tongue and groove angle valve 
for a tongue and groove elbow, etc. 

The trimmings of valves are standardized so that the bonnet of a globe valve 
^may be placed on an angle or a cross valve body, and vice versa. The trimmings 
of any size valve are the same, whatever the end connections of the valve may be. 

: Bolted bonnets were adopted because our experience of over half a century in 

;the manufacture of valves has demonstrated beyond any question that ior am¬ 
monia, bolted bonnets are in every way superior to screwed bonnets. 

; Valves have special metal disc rings, plated steel stems with Acme threads 
:and liberal stuffing-boxes, chamfered at top and bottom. 

: Valves may be repacked under pressure when wide open, the shoulder on the 

stem closing against the seat on bottom of bonnet, forming a tight joint. 
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CRANE valves and fittings for ammonia are suitable for working pressures 
for which they are marked, and are subjected to an air-under-water test of 300 
pounds. We have tested different sizes of ammonia valves to 4,000 pounds with¬ 
out breaking. 


ALL CRANE VALVES AND FLANGED FITTINGS FOR AMMONIA 
ARE MADE OF FERROSTEEL 

a close-grained metal developed by our metallurgists especially for use where 
working conditions are severe. The tensile strength of Ferrosteel averages 
33,500 pounds, and test bars, taken regularly at short intervals, show a remarkable 
uniformity, the variation from the average being only about five per cent either 
way. 

CRANE malleable iron, the metal used in the manufacture of our screwed 
anamonia fittings, has an average tensile strength of 37,000 pounds, and is very 
uniform in strength and quality. The smaller sizes of Crane malleable fittings 
(two inches and under) have been tested frequently to 8 000 pounds without break¬ 
ing, and the larger sizes have frequently withstood 3,500 pounds. 

Constant analyses and tests are being made to insure uniformity of product. 

We can furnish any of the valves and fittings for ammonia illustrated in this 
catalogue made in cast steel. Prices upon application. 

Any of the valves and fittings will be supplied galvanized, if desired. Prices 
upon application. 


ANY INFORMATION IN ADDITION TO THAT GIVEN IN THIS CATALOGUE REGARD- 
ING OUR LINE OF VALVES AND FITTINGS FOR AMMONIA WILL BE SUPPLIED 
PROMPTLY. 
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HOOK PLATES, BEAM HOOKS AND COIL STANDS 


f 


HOOK PLATES 


Number of Hooks. | ^ | 2 | J 4 j 51 (> ■ 

pipe, 21^ ins. between centers. .... Each I .091 .18| . 2 :^| 9 fi ^ 

For IM in. pipe, 3 ins, between centers.Eachj .10| .21| . 271 .321 411 

Forj ^ in. pipe, 3H ins, between centers. . .E ach I .151 .28r.4.SI 791 qq 

For 2 in. pipe, 43 ^ ins, between centers.Eachj .221 .43| . 65 | .90|1 15|1 35 



EXPANSION HOOK PLATES 

Number of Hooks.." .. | 1 | 2 I 3 I 4 I 1 ^ 

-151 -251 ^ ■’ini fin! 7n 

7w .Each j .171 .271 .401 .601 Vnl «n 

Fo i^l^inTpipe, 3>^ ins, betw een centers. ■ ■ .Eachj 9.^| ^n| 'qq i on 

For 2 in. pipe, 4K ins, bet ween centers.Each! | .60| .851 i'oo| r35| i’55 

When Hook Plates are ordered, specifying a greater number of hooks thnn lisfor) 

forTwlttoWS 

BEAM HOOKS, LONG SHANK 




.^»«hes| y2 \ H \ 1 I 11 ^ I lU I 9! I 91.^ 

Size... Millimeters I 13 | 19 | 25 | 32 I 38 I ■'in I fiA~ 

.Each! .13 I 15 I .18 | .22 I .2 4 | .35 I .65 

LAUNDRY COIL STANDS 

_ WITH MOVABLE HOOK PLATES 

No. of Stand .. | 4 —j—^—j—^ 

MtandOnly . jjachl 2.00 I 2 7.»; I .sn 

NUMBER OF HOOKS EACH STAND WILL TAKE 

S^eofHook .Inches I 1 | l}4 

. . M illimeters I 25 | 32 I 38 

No. 4 Stand. j—g—|— 5 —j—^ 

No. 6 Stand. ~~ |—q—]— g—|—^ 

No. 8 Stand .. ,0 1 ,n I i 

^io«tand . i lo! I - 

Standard Center to Center of Hooks. Inches I 2 V 4 I 3 M./ 

.Ea -^hj-nl-^^ 


76 


.90 



50 


4J^ 


. 15 
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EXPANSION PIPE HANGERS 

WITH SOLID RING 

EXPANSION PIPE HANGER 

WITH SOLID RING FOR 8 INCH AND SMALLER PIPE WITH CEILING PLATE 



Size . 

Size . 

. .Millimeters | 13 | 19 

1 1 

1 25 

1 IM 

1 32 

1 iH 

1 38 

1 2 

1 50 

1 2MI 3 

1 64 1 76 

Price, Complete.. 


|.17 

|.18 

1 .191 .25 

1 .29 

] .361.44 

Price, Rings . 

Price, Plates. 

THnnH 1 1 no 1 no i c\o i nr\ i rxn i ^ 

Price, Buttons. . . . 


1 . 1 . lU 1 . lU 

1 .071 .081.08 

Size of Pipe, Rmgs and Buttons I 

are Tapped for . Inches | }4 


Vs 

H 

Vs 

Vs 



Size . 



1 5 

1 6 

1 7 

1 8 

1 

Size . 

. Millimeters 1 90 

1100 1113 

1 1251 1501 175 

1 2001 

Price, Complete. .. 


1.63 

1 . 90 

11.12 

11.35 

11.80 

12.25! 

Price, Rings . 


1-601 

|.80|1.0011.2511.7012.151 

1 

Price, Plates . 


1-10 

1 .10 

1 .101 

1 .101 

1 .101 

Price, Buttons. . . . 

. Each 1.08 1.08 

|.08| .08 

1 .08 

1 .08 

1 .081 

Size of Pipe, Rmgs and Buttons | | 

are Tapped for . Inches | H 

1 h ' 

1 hI 

1 H 1 

1 ’A 1 

1 H 

H 1 



Prices do not include pipe from ceiling plate to ring; this will be at an extra price 
and furnished only when so specified. If pipe is desired, state distance from center of 
pipe to support. 

ADJUSTABLE STEEL PIPE HANGERS 


6 


RING AND BOLT 


EXTENSION BAR 

Furnished in 5 foot lengths. 


Size. 


y2\ H\ 

1 

\iH\i'A\ 

2 |2HI 

3 \3A\ 4 |4HI 5 1 6 

Size. 

. . Millimeters | 

13 1 191 

25 

1 321 381 

60 1 641 

761 901100111311251150 

Ring and Bolt. . 


.081.081, 

09 

|. 101.121 

. 14|.16| 

. 18 |. 20 1.251.301.351.45 

Extension Bar. . 

.No. 1 

0 1 


1 1 

2 1 

3 1 5 

Width. 

.Inches| 

M 1 


Vs 1 

1 1 

IM \ IK 

Price. 


.08 1 


.08 1. 

09 1 

.10 1 .20 


GAS FITTERS’ HOOKS 

WROUGHT IRON 


TINNED STRAPS 


J 




Size. 


M 1 

H 1 

M 1 

M 1 

1 1 

IMI 

IH! 

2 

Size. 


6 1 

10 1 

13 1 

19 1 

25 1 

32 1 

38 1 

50 

Hooks. 


.30 1 

.351 

.401 

.501 

.651 

.85|1 

.OOjl 

.30 

Straps. 


.181 

.181 

.18! 

.181 

. 181 

.181 

.181 

.18 
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EXPANSION PIPE HANGERS 

WITH SECTIONAL RING 


STYLE R 
FOR 8 INCH AND 
SMALLER PIPE 
WITH LAG SCREW 



STYLE S 
FOR 8 INCH AND 
SMALLER PIPE 
WITH CEILING PLATE 


STYLE SS 
FOR 8 INCH AND 
SMALLER PIPE 
WITH BEAM CLAMP 


.Inches 

M 1 1 


1 2 

23^ 

3 

Price.Each 

.32 1 .33 

.35 

.45 1 .55 

.65 

.80 

Size of Pipe Rings and Buttons are Tapped for ... . Inches 

Vs 1 Vs 


M 1 H 

Vi 

Vs 

.Inches 

3J^| 4 


5 1 6 

7 

8 

Price.Each 

1.00|1.15 

1.60 

2.00 2.50 

3.00 

3.75 

Size of Pipe Rings and Buttons are Tapped for .... Inches 

^ 1 Vs 

Vs 

Vi \ Vi 

Vi 

% 


PRICE LIST, STYLE SS WITH BEAM CLAMP 


.InchesI ^ | 1 | | | 2 

.Each 11.00|1.00| 1.0511.1511.25 




1.35 


1.50 


Size of Pipe Rings and Buttons are Tapped for ... . Inches | 3^ | ^ | \ /4 \ 

Beam Clamp Only.Each] .75 | .75 j .75 | .75T75' 




Size.InchesI 3^ | 


.75 


.75 


4 |4»^| 5 I 6 


.Each|1.70|1.85|3.35|3.75|4.25 


4.75 


5.50 


Price _ 

Size of Pipe Rings and Buttons are Tapped for ... . Inches | ^ 

Beam Clamp Only.Each| ,75 | .75 | .75 11.75| 1.75|1.7511,75 

Prices do not include pipe from lag screw, ceiling plate, or beam clamp to ring. 
Pipe can be run and supported upon temporary wood hangers, and when in 
proper line these Sectional Hangers can be conveniently applied. 


Vs I M I H 


H 


H 




BEAM CLAMPS 

PATENTED 


Number. 

. 1 

1000 1 

2000 1 

4000 

1 6000 

Price. 


.75 1 

1.75 1 

3.75 

1 6.00 

Size of Pipe Supported. 

. Inches 143^ & smaller | 

5 to 8 1 

9 to 14 

1 15 to 24 

Size of Pipe Hub is Tapped for. . 

Inches! V^yi-Vs-y2 1 

M 1 


1 

Size of Rod Hub is Tapped for. 

.Inches| 

Vr-VrVs 1 

Vi 1 


1 y/i-m 

Width of Beam Flange Clamp will Fit. 

.InchesI 

2^4 to 7 |3Hto7^1 

44 to 7^14^ to 8^ 


»» iicu uiutjung, give ^^ai.aiogue i\o. ana OJ 
whether tapping is to be for PIPE or ROD. 
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I 

II 

i 

PIPE HANGERS, ETC. 



SOLID RING 



SOLID RING PIPE HANGERS 


Size. 


. Inches 


Solid Ring Plain Iron. . per 10015.0015.00 

Solid Ring Galvanized Iron.per 10016 


I ^ I I ^ I 1 I IM I 13^ 

.. 5.80| 7.75110.00114.0012^ 


Solid Ring Extension Plain Iron. per 1001 16.501 


50|6.50| 7 00| 9.00|12 00!16.00125.00 


Solid Ring Extension Galv. Iron per 100 


8.00|10.00|12.00|15.00| 
|8.00|1Q.00112.00114.00118.0^ 


1 

•I 

■J' 

i. 

I; 



REZNOR WIRE PIPE HOOKS 


Pipe Size, 
Inches 

Length of Hook, Inches, and Price per Thousand 

3 1 4 

1 5 

1 6 

1 7 

1 8 

1 10 

12 

H 

' 5.10 1 5.GO 

1 6.30 

1 7.00 

1 

1 

1 



5.40 1 6.10 1 

6.80 1 

1 7.70 1 

I 8.60 

1 9.60 

1 

-- 

H 

1 0.60 1 

7.30 1 

1 8.40 1 

9.50 1 

10.90 1 

- ^—. 

1 

1 7.50 1 

8.80 1 

10.00 1 

11.10 1 

12.30 

1 14.00 


1}4 ! 

1 9.60 1 

11.00 1 

12.60 1 

14.00 1 

15.40 

1 17.40 


' 

! 1 

12.00 1 

13.60 1 

15.00 1 

16.60 1 

19.40 

22.60 

2 1 

1 1 

12.40 1 

14.00 1 

15.40 1 

17.00 1 

21.40 

23.00 


JL 
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EXPANSION PIPE HANGERS 


0 


STYLE J 
FOR 4 INCH AND 
LARGER PIPE 
WITH BEAM CLAMP 



STYLE T 
FOR 8 INCH AND 
SMALLER PIPE 
WITH BEAM CLAMP 


STYLE T 

FOR 9 INCH AND 
LARGER PIPE 
WITH BEAM CLAMP 


PRICE LiST STYLE J HANGER, 4 INCH AND LARGER 


.Inches) 

.Millimeters I 

Price. 


4 I 

1001 


I 8 I 9 I 10 I 12 


14 


125| 150| 2001 2251 2501 3001 350 

. _ Each|3.00|4 .00|4.5015.0015.5016.0017 OOllO nn 

bize of Lye Bolt for T urnbuckle. Inches I ^ | ^ | 3^ | 3^^^ | | 7^ | J j—j— 

^ am Clamp only.Eachl .7511.7511.7511 7513 71 . 1 '^ 7 ..! q 

TurnbuckTe‘!^“^''^ Turnbuekle or Rod from Beam Clamp to 

PRICE LIST STYLE T, 8 INCH AND SMALLER 


. .Inches I 1 


. .Millimeters | 

Price. ..Each! 

Size of Pipe Tap in Yoke.Inches j 


25 


.90 


Beam Clamp on ly.Each 

SizeT~~~ 

&ize... 


.75 


■ Inches| 4 


Millimeters I 100 

. ■. . Each I 

^e of Pipe Tap in Yoke.Inches | 

Beam Clamp only.Each| .75 


IM 


32 


1.00 


.75 


4M 


113 


2.50 




.75 


IH 


38 


1.10 


.75 


125 


3.00 




1.75 


50 


1.25 


.75 


150 


3.50 


H 


1.75 


2H 


3 


64 I 76 




90 


1.50 




.75 


175 


4.00 


1.75 I 2.00 

I 


.75 


.75 


200 


5.00 

H I H 


1.75 I 1.75 I 


T fbut not Pipe from Beam Clamp to Yoke. 

"oTylerE^ '*« » "‘“"e 

PRICE LIST STYLE T, 9 INCH AND LARGER 


Size. 


Size. 


.Inches I 9 


10 


12 


14 


Price. 


Millimeters I 22 5 | 2,50 | 300 i 350 

-— . . Eachil4.00|15.00117.00120.00 

Size of Eve Bolt for Turn buekle.InehesI 7.^ I 7.C i — i —— f' 

I^m C lamp only. Eaehl 3 75 I 3 7.i^ I . 7 . I . -r.- 

Beam'aamp.“'‘®* 'turnbuekle or Hod from Turnbuekle to 
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WALL BRACKETS 



STANDARD PATTERN 


Size.Number 1 21 

! 22 1 23 

1 24 

1 25 1 

26 

Price.Each] 3.00 

1 5.00 1 6.00 

1 8.00 

112.501 

15.00 

Size of Pipe Will Support In. 1 4 and smaller j to 6 1 7 to 8 

i 9 to 10 

1 12 1 14 to 15 

Safe Load.... Tons | 

1 M 1 1 

1 

1 m 1 

2 



HEAVY PATTERN 


(PATENTED) 


Size. 


11 

1 12 

1 13 

1 14 

1 15 

Price. 


10.00 

1 14.00 

1 19.00 

1 25.00 

1 37.50“ 

Size of Pipe Will Support. . 


5 to 8 

9 to 14 

1 15 to 18 1 

20 to 24 

1 20 to 30 

Safe Load. 


1 

! 2 

1 3 1 

1 4 

1 5 


Walking-Board Attachment for 12 inch Board.Each 2.00 


These Brackets are furnished without the Walking-Board Attachment, unless 
otherwise specified. 
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PIPE SUPPORTS 




ADJUSTABLE 
PIPE SUPPORT 
NO PIPE 
FURNISHED 


Size.Inches I 2 | 

Size.Millimeters I 50 | 64 


Style G.Each] .35| .40 

Style ZZ.... 




76 I 90 

.45 .50 


4H 


100 I 113 I 125 


■55 I .60 I .70 

3.50 


150 


.80 


8 


175 I 200 


1001 1.20 


_ .Each I _ 

ShankfitsStd.P. Inches I 1 | 1 


3.00 


3.25 


IJi 


Size.Inches] 0 | 10 

Size.Millimeters] 225 | 250 


IH 




3.60] 3.75 

1 


4.00 


4.25] 4.50 


12 


14 ] 15 


16 


300 

1.60 


350 ] 375 


400 


18 

450 


20 


22 


500 


550 


24 


600 


Style G.Each]1.35]1 .50 

Style ZZ.Each]5.00l6.0 0 

Shank fits Std. P.Ins.. j 


1.80] 2.10 


2.40 


I 


6.50 

2Ji 


7,00] 


3.00 


3.75 


7.50 


4.25 


9.50 


5.00 


12.00 


3^ 


3y2 


15.00 

4 


’ ^ I - I ^ 2 I ^ 4 

spedal pricer'*® or size Shank at 

o, '■««'>•. Order. 

PRICES ON APPLICATION 



STYLE 

Y 

& 

f & 

Ml 

f^STYLE^ 

in ^ fQ) 

iO 

o 

.o 

1 

p i 

a ANGLE IRON 1 

J i 



FOR ONE OR MORE PIPES 


ADJUSTABLE HANGER 
FOR ONE OR MORE PIPES 


U and Y Pipe Hangers are made to order only. Drawings must ac 
company orders or inquiries showing location and duty of hanger ^ 
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PIPE SUPPORTS 




STYLE C 




STYLE D 



roll ADJUSTABLE ROLL AND STAND 

SIZES 4 TO 24 INCHES 


Pipe Size. 

.Inches 

1 to2}4 

3 to 31 ^ 

4 to 6 

7 to 10 

Pipe Size. 


25 to 64 

[76 to 90 

100 to 150 

175 to 250 

Style C. 


1.00 

1.: 

25 

1.25 

1.75 

Style D. 

.Each 



1.00 

1.50 

Style F. 




1 50 

1.75 

Style W. 




4.25 

6.50 

Rolls Only, Stvle C. . . 

.Each 

.35 

.50 

.50 

.80 

Rolls Only, Style D. .. 

.Each 



.40 

" .70 

Pipe Size. 

.Inches 

12 to 15 

16 to 20 


22 to 24 

Pipe Size. 

.Millimeters 

300 to 375 

400 to 500 

550 to 600 

Style C. 


2.00 

2.50 

3.00 

Style D. 

.Each 

1.75 

2.25 

2.50 

Style F. 

.Each 

2.00 

3 00 

3.00 

Style W. 

.Each 

9.00 

12.00 


Rolls Only, Stvle C 

.Eachj 

1.00 


1.60 

2.00 

Rolls Only, Stvle D. . . 

.Each 1 

.90 


1.50 

1.75 


In ordering always give size of pipe. 


For combinations with Wall Brackets, see page 237. 


NO. 6 WALL ARCH 


/A 



No. 6 Wall Arch for pipe 12 inch and smaller. 

Floor Sleeve for pipe 10 inch and smaller; the sleeve 
18 mches inside diameter, the end covers fit close around the pipe. 

Orders or inquiries should state thickness of wall or floor. 

PRICES ON APPLICATION 


proper is 
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PIPE SUPPORTS 

(PATENTED) 




Style “Q” Anchor should be stayed from the sides by tie rods extending diagonally 
from the wall to the outside edge of the bracket. Provision is made on the bracket 
tor attaching these tie rods. 


Pipe Size... 


4 to 6 1 

1 7 to 10 1 

12 to 15 

16 to 20 

1 22 to 24 

Pipe Size... 

.. . Milhmeters 1100 to 1.501175 to 2501300 to 375 

400 to 5001 

550 to 600 

Style K. 


1.25 1 

1.75 1 

2.00 

2.50 1 

3.00 

Style L.. .. 


5.50 1 

6.50 1 

8.00 

9.00 1 

10.00 

Style M... . 


12.00 1 

14.00 1 

17.00 

19.00 1 

21.00 

Style N. . . . 


12.00 1 

14.00 1 

17.00 

19.00 1 

21.00 

Style Q. . . . 


5.50 1 

6.00 1 

6.50 

6.75 1 

7.00 


The above prices are for supports only. Add the price of bracket wanted. 
Prices of brackets, page 234. 


In ordering always specify size of pipe, style of support required and whether 
bracket and support or bracket only is required. 


ji 
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SEAMLESS DRAWN BRASS AND COPPER TUBING 


Size 

Inches 

Size 

Millimeters 

Dimensions 

1 Approximate Weights 

Inside Outside 

Diameter Diameter 

Inches Inches 

Brass 

Copper 

Per Lineal 

Foot Pounds 

Per Lineal 
Foot Pounds 

78 

1 y 

3 

•281 1 ,405 

r .25 

^6 

H 

6 

.375 1 .040 1 .43 1 45 “ 


10 

i ^494 ^ -675 ^ -:62-- TS - 

H 

o / 

13 

L 625 1 ^ on - 

.95 

H 

19 

1 -822 1 1.05 1 1 9fi 

1 .31 

1 

25 1 

. 1062 1 015 ^ O'TO-^-05- 

IM 

32 1 

t 368 1 1.66 1 2.50 | 2 63 

1 /^ 

38 1 

1 600 ! 1.90 1 3.(X)- 1 ^ 

2 

50 

27062 ^ 075 ^ -Oo-r- 4 on 

2)4 

64 

2.500 i 2.S7d 1 5.75 | ^04 

3 

W2 

76 

90 

3 062 1 3.50 ! 8.30 8 72 

3 500 1 A. on 1 1 r\ f\/\ - T~z —T 

4 

100 

o.ouu 4.UU 1 10.90 1 11 45 

4.000 ] 4.50 1 12. VO i 1.8 .8.8 ' 

434 

113 

4.500 1 5.00 

13.yu 1 14.60 

5 

1^5 ! 5.062 1 5.563 

15.75 1 16..54 

IQ Q1 \ Th r»o- 

6 

150 1 t).i:^5 1 6 625 


200 


7.062 I 776^ 


7.982 


8.625 


26,28 I 


29.88 


27.60 


31.37 


EXTRA HEAVY 


Brass 


Copper 


H 

H 

3 

6 

205 1 .405 1 .370 ^ 

294 1 ^Af\ 1 /jocT 

1 .388 

Vs 

1 / 

10 

I .o-iu 1 t)25 

^421 ) ^75 ^ :830- 

1 .650 

1 .870 

72 

13 

542 1 .840 1 1 200 

1 1.33 

1 

19 

25 

736 1 i.unu 1 1 660 

951 1 1315 1 o opf\ 

1 1.75 

IH 1 

32 

\ 1.OlO ! 2.OOO 

1 272 1 1.660 1 3.300 

1 2.478 

1 3.465 

1 /^ 1 

38 

1.494 i OOO ^ 47250-i 

! 4.462 

2 1 

50 

. 1.933 1 2.375 1 ' 5.460 1 

5 733 

^72 1 

64 

2.315 1 2.875 1 8.800 

8.715 

3 1 

76 

2 892 1 3.500 1 11 200 

11.760 ' 

33^ 1 

yu 1 3.358 1 4700 ^-iFtoo- 

14.385 

^ ' 3.818 1 4.50 1 16 500 

17.325 

^ 1 125 1 4.813 1 5.563 ] 22 800 

23.940 

— « 1 150 1 5.750 1 6.625 | 32 000 

33.600 


12 feet onir m LZ i Z speeded. Commercial lengths are 

lengths can be made up on order. 

PRICES ON APPLICATION. 

GAUGE TUBING 

Price of seamless or brazed tubing, of diameters Xi innh in j 










































































































































































































WROUGHT NIPPLES 
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LONG SCREWS 

WITH COUPLING AND LOCK NUT FACED 



L^l i usmigEx 

5tod. Length .Inches 12 n - j- f ' ' 9° I 100 

-7- — ; oui . t>t>|l.0011.25 11,6012.1 01.^ in|^ Tn,^ .^ 7 

Threads *CoupUngs°Md"Loc1fNm;s‘*ext^^ charged as CUT PIPE, with 


FACED LOCK NUTS 

MALLEABLE IRON 




FACED COUPLINGS 


> 8 l Ml 1 UMIlHI 2 I 2UI a- 

1 »I ia| 191 25 | 32 I asTfiim 


I 3M I 4 I 4 M I 5 I 6 


Size.Inches | 

il2Sl||‘"tol"i^Ch“irwrugr'^‘‘’^*"^°"- --^^ 


TANK NIPPLES 



- 6 INCHES LONG OV ER ALL 

V"iE! 1 ! “,! S Sr#ng 5 jj?f? 

Price, (ialv .Each I I7 | 'I '•««' - O STTSS 

onoi^'*end:^he‘’otLr’'el1lhVa™StoSrd^^^^ Lock-Nut Thread 4 Inches'long 












































































































































WROUGHT NIPPLES 

GALVANIZED 
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These lengths conform to the Manufacturers^ Standard, 
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242 


CRANE 


U 

o 

z 

< 

h 

z 

o 


< 

-J 

Ol 


(/) 

z 

h- 

O 


O 

z 

< 

(/) 

u 

N 


o 

hJ 

ffi 


bC 

G 

O 




.a a 


S w 

.a c3 

02 


o 

h:; 




-2 V 
O 












C0\ 




Si Si 




Si 


»o\ 


ec\ 


S 


*o\ 


J 

Q. 

a 

z 

t 

u 

J 

0 

z 

< 

K 

Z 

0 

c 

o 

U 

N 

Z 

< 

> 

J 

< 

0 

c 

0 

u 

U) 


♦These lengths conform to the Manufacturers^ Standard, 
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BRASS NIPPLES 


IRON PIPE SIZE 



close shoulder 


TABLE OF SIZES AND LENGTHS KEPT IN STOCK 


Size 

Size 

Milli¬ 

meters 

Length 

Close 

* 

Close 

Length, Inches 


2 

2)4 

3 

3J^ 

4 

4)4 

5 


6 

Vs 1 

H 

.11 

.13 

.15 

.17 

.19 

.21 

.23 

.25 

.27 

.29 

.31 

M 1 6 

Vs 

.13 

.16 

.19 

.22 

.25 

.28 

.31 

.34 

.37 

.40 

.43 

Vs 1 10 

1 

.15 

.19 

.23 

.27 

.31 

.35 

.39 

.43 

.47 

.51 

.55 

1 13 

Vi 

.23 

.25 

.30 

.35 

.40 

.45 

.50 

.55 

.60 

.65 

.70 

H 1 19 

IH 

.28 


.35 

.42 

.49 

.56 

.63 

.70 

.77 

.84 

.91 

1 1 25 

m 

.37 


.44 

.53 

.62 

.71 

.80 

.89 

.98 

1.07 

1.16 

m 1 32 


.60 



.75 

.88 

1.01 

1.14 

1.27 

1.40 

1.53 

1.66 

1 38 

m 

.70 



.90 

1.05 

1.20 

1.35 

1.50 

1.65 

1.80 

1.95 

2 1 50 

2 

1.00 



1.20 

1.40 

1.60 

1.80 

2.00 

2.20 

2.40 

2.60 

2 J^ I 64 

2^ 

1.70 




2.00 

2.30 

2.60 

2.90 

3.20 

3.50 

3.80 

3 1 76 

2H 

2.50 




2.90 

3.30 

3.70 

4.10 

4.50 

4.90 

5.30 

3^ 1 90 

2V 

4.00 






5.40 

6.00 

6.60 

7.20 

7.80 

4 1 100 

2Vs 

4.75 






6.15 

6.85 

7.55 

8.25 

8.95 


♦These lengths conform to the Manufacturers’ Standard. 

Finished Brass Nipples, longer than close, will be furnished at an advance 
of 25 per cent over above prices. 
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RETURN BENDS 

MADE FROM EXTRA STRONG WROUGHT PIPE 


Size.. 

Size. . 

Dist ance C. to C. of Pine 
Length, Center to EndTT " 

Price. 


■ Inches I ^ 




Millimeters I 13 | 19 


25 


■ Inches I | 4}^ I 4 14 

rinchesi 3^ j 3M 


JK±j}i 

82 I 38 


8 


50 

8 


_Each| 1.90 I fi.ioi $1.251 $1.75| $2.751 S4~nfl 



QUARTER BENDS 

MADE FROM EXTRA STRONG WROUGHT PIPE 


.Inches 

. ■ Millimeters 

.I nches 

Length, Center to End Inches 

™. 


^ I M I 1 I 


13 

2H6 


19 


25 


32 


2^ I 214 I 


3M I 3^ I 41^ I 

».45| 80.551 10.751 $1.25 




38 


50 


6M I 6^ 

JtLL9}l 


82.001 $3.25 



GOOSE NECKS 


MADE FROM EXTRA STRONG WROUGHT PIPE 


Inches| ^ 


Size. — 

‘ -. - . . • • Millimeters I 

^east Distance between Centers Pipe can be bent.. .Inches! T 




25 


32 




SM I 4M 


^ast Length Center to End Goose necks can be made Ins. 

Prices on application. 
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WROUGHT COUPLINGS 

a 

STANDARD 


STANDARD 


Size of 
Pipe 
Inches 

Size of 
Pipe 
Milli¬ 
meters 

Price 

Black 

Each 

Price 

Galv. 

Each 

Price 
Right 
and Left 
Black 
Each 

Nominal 

Outside 

Diameter 

Inches 

Length 

of 

Coupling 

Inches 

Average 

Weight 

of 

Coupling 

Pounds 

No. of 
Threads 
Per 

Inch of 
Screw 

H 

3 

.05 

.06 



‘?l6 


.03 

27 

H 

6 

.05 

.06 

.07 


11^2 


.07 

18 


10 

.06 

.08 

.08 

% 

1 % 


.11 

18 


13 

.07 

.10 

.11 


1^6 


.15 

14 

H 

19 

.10 

.13 

.15 

1 % 



.25 

14 

1 

25 

.13 

.18 

.20 


1 % 


.42 

iiK 

1 

32 

.17 

.25 

.25 


2)16 


.60 

n}4 

1 

38 

.21 

.32 

.30 


2^6 


.81 

iiM 

2 1 

50 

.28 

.40 

.50 

2 % 

2 ?l6 


1.18 

iiJi 

1 

64 

.40 

.55 

.85 

3^6 

2 K 


1.70 

8 

3 1 

76 

.60 

.80 1 

1.20 

3% 



2.45 

8 

I 

90 

.80 

1.05 1 

1.60 

4^16 

3116 


3.40 

8 

4 1 

100 

1.00 

1.40 I 

2.00 

4% 

31f6 


3.50 

8 

43^ 1 

113 

1.50 

2.00 1 


5% 

SVb 


4.70 

8 

5 I 

125 

1.65 

2.25 I 


6M 

4J^ 


8.50 1 

8 

6 1 

150 

2.40 

3.25 1 


7% 

4H 


9.70 1 

8 

7 I 

175 

3.25 

1 


8 ?^ 

4H 


11.10 1 

8 

8 1 

200 

4.25 

! 


9H 

4^ 


13.60 1 

8 

9 1 

225 

6.50 

1 


10^6 

^Vs 


17.40 1 

8 

10 1 

250 

7.50 

1 


115^ 

6 K 


31.10 1 

8 

12 1 

300 

10.00 

1 

1 r_ ^ 


13K 1 

eVs 


44.20 1 

8 


inch turned and faced Couplings to fit inside of 2 inch wrought pipe. Price 


CAR HEATER 




Actual 

Outside 

Diameter 

Inches 

Length of 
Couplings 
Inches 

PRICE 

Size 

Inches 

Size 

Millimeters 

R. H. 
Black 
Each 

R.and L. 
Black 
Each 

R. H. 

Galvanized 

Each 

R.and L, 
Galvanized 
Each 

}4 

13 

1.13 

1.88 

.14 

.20 

.20 1 

.25 

H 1 

19 

1.44 

2.13 1 

.20 

.30 

.25 1 

.35 

1 1 

25 

1.63 

2.38 1 

.26 

.40 

.32 1 

.45 

* IK 1 

32 

2.13 

2.13 1 

.34 

.45 

.42 

1 .55 

IK 1 

38 

2.31 

2.87 1 

.42 

.55 

.55 1 

.70 

2 1 

50 

2.81 1 

3.13 1 

.56 

.70 

r .75 j 

I .90 



‘Special Short Pattern 
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EXTRA HEAVY OR HYDRAULIC COUPLINGS 



HYDRAULIC COUPLINGS 


HYDRAULIC RECESSED COUPLINGS 


Size.Inches] Vs \ ^2 \ % \ 1 I 

2 ] 2HI 3 ] 3^] 4 

Size.Millimeters] 10 ] 13 ] 19 ] 25 ] 32 

38 ] 50 ] 64 ] 76 ] 90 ] 100 

Price, Black.EJachj .14| .14| .20| .26| .34 

.42] .56] .8oil.20]1.60]2.00 

Price, Galv.Eachj .201 -201 .25| .32| .42 

.55] .75]1.05]1.50]1.90]3.00 

Price, Recessed, Black.... Each | . 251 .251 .301 .351 .45 

.55] .70] .95]1.40]1.8512.25 

Price, Recessed. Galv.Each| .30| .30| .35| .40| .55 

.70] .90]1.20]1.7012.1513.25 

Price, Right and Left.Each | | . 201 .30 j 401 45 

.55] .70] ] ] ] 

Price, Right and Left, Galv. Ea. 1 j .251 .35) .451 .55 

.70] .90] ] ] 1 

Outside Diam... .Inches! .95|1.13|1.44|1.63|2.07 

2.31]2.81]3.31]4.00]4.63]5.13 

Length.Inches] 1.50] 1.88] 2.1312.38] 2.63 

2.8713.1313.5013.69.14.2514.25 

Threads to Inch of Screw.| 18 | 14 | 14 |ll/^|lll^ 

llj^llli^l 8 ] 8 ] 8 ] 8 

Weight, Each... Pounds | .23 | .28 | .50 | .56 | .90 

1.35]1.80]2.40]3.4615.2516.80 


These Couplings are made extra heavy and long, and cut with a perfect taper 
and longer thread. 


Threads for these Couplings may be cut with an ordinary die. 

The object of the Recessed Couplings is to make a better joint, protecting the 
pipe at the weak point, viz.: That part left exposed from cutting the thread and 
not covered with the ordinary coupling. 

LINE, TUBING AND DRIVE COUPLINGS 


Size. 


5 1 

6 1 

7 1 

8 1 9 1 10 

Size. 

. Millimeters 1 113 

125 ] 

150 1 

175 1 

200 1 225 1 250 

Price, Recessed, Black. . 

.Eachj 4.00 

4.80 ] 

5.60 ] 

7.70 1 

8.00 10.00112.00 

Price, Recessed, Galv. .. 

.Each] 5.70 

6.90 ] 

8.00 111.10111.60114.50117.50 

XX 

HYDRAULIC COUPLINGS 


Size. 


M 1 

1 1 

m 1 

mi 2 12^ 

Size. 


19 ] 

25 1 

32 1 

38 1 50 1 64 

Price, Black. 


.40 j 

.55 1 

.70 1 

.85 1 1.15 1 1.60 

Price, Recessed, Black. 

...Eachj 

.50 1 

.65 1 

.85 1 

1.00 1 1.30 1 1.85 

Outside Diameter. 

.Inches j 1.66 j 

1.90 1 

2.22 1 

2.44 1 3.19 1 3.62 

Length. 


2.63 1 

2.88 1 

3.13 1 3.38 1 3.63 

Threads to Inch of Screw 

.1 

14 j 

11^1 

113^1 

nm 11^1 8 

Weight, Each.. 

.Pounds j 

.70 j 

1.12 1 

1.50 1 

1.88 1 3.55 1 4.50 
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STANDARD CASING COUPLINGS 


Black. 


• Each 


Galvanized.Each 


R. &L., Black.Each 


Size. 


Inches 


Black. .Each 


Galvanized. .Each 


R. & L., Black.Each 


6^ 


1.35 


1.90 


6.45 


10^ 


4.50 


6.15 


13.25 




1.50 


2.15 


7.10 


11^ 


5.15 


6.95 


14.25 


7H 


1.65 


2.35 


7.55 




6.75 


8.85 


16.80 


Size. 


2 


2X 


2 H 


2H 


3 

3M 


sy2 

1 m 

Black. 


.16 


.20 


.25 


.30 


.35 

.40 


.46 

1 .52 

Galvanized. 


.23 


.28 


.35 


.42 


.50 

.57 


.65 

1 .73 

R. & L., Black. 


1.70 


1.80 


2.00 


2.10 


2.50 

2.60 


3.00 

i 3.10 

Size. 


4 






4M 


5 

5^6 


5^ 


Black. 


.60 


.68 


.74 


.80 


.90 

1.00 


1.20 


Galvanized. 

Each 

.85 


1.00 


1.05 


1.15 


1.30 

1.40 


1.70 


R. & L., Black. . 

Each 

3.70 


3.95 


4.55 


4.85 


5.25 

5.50 


6.10 



7H 


1.75 


2.50 


8.30 


13}^ 


7.60 


8H 

2.25 


3.25 


9.30 


14 ^ 


8.75 


10.15 11.75 


18 .65121.00 


8H 


2.85 


3.75 


10.25 


15H 


10.00 


13.15 


22.25 


9^8 


3.50 


5.00 


11.80 


COUPLINGS FOR LARGE O. D. PIPE 


O. D. Pipe Size. Inches I 14 | 15 | 16 | T7~\ ig | 20 

Steam Pipe Couplings. Each 112.50118.75 l25 06 | | i- 

Recessed Couplings.Each 110.00113.00120.00132.90139.50152.50 
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MAKING TIGHT SCREWED JOINTS FOR 
VERY HIGH PRESSURES 

BY R. T. CRANE 

We are in doubt if the trade clearly understands the conditions that are necessary 
fgood screw joints with pipe and fittings, especially when they are in- 
withstand very high pressure, and in any event we think it might be best to 
put this matter before you once more. 

our experience that the ordinary steamfltter. when called upon to put 
up pping that will be subjected to a pressure of 200 or ;^00 pounds of steam, feels that he 
^ very heavy responsibility: but should he be called upon to make joints 
that would have to bear 1,000 pounds of air pressure, he might not feel like assurnhS 
the responsibility at all; or, should he undertake the work, probably he would feScenSn 
in to resort to extraordinary means to get the desired result. In 

all probability he would decide that with the ordinary material manufactured and supplied 
to the general market, such work under these conditions was impossible. 

We have demonstrated beyond the possibility of a doubt, that tight joints for 1.000 
pounds air may be made with the ordinary line pipe, providing clean cut threads are 
made, and extraordinary care and intelligence are exercised in putting them together. 

The secret of making a tight joint is to avoid or overcome the friction incident to 
screwing pipe and fittings together. lo 

This friction is due to the large amount of bearing surface, especially when there 
is grit in the threads and the joints are coming up close to the bearing. Friction oro- 
duces heat, and he^at produces expansion, and as the pipe is lighter than the coupling 
or fitting. It ejq^ands inore; then when both become cold the pipe contracts more than 
the coupling, thus causing a tendency to leak. 

• across an instance where a pipe line was being put together 

in the field by machinery. The machine would do the work quickly, and the work¬ 
men concluded that they had tight joints, when the joints became hot: but after the 
material was (^Id, and the heat of the friction was gone, the joints would not be tight. 
The fact of the matter was that the heat showed conclusively that the threads had 
not been properly cleaned, and instead of the heat being an evidence of a tight joint 
It was evidence of a bad joint, and we have no doubt that there has been, and still is’ 
an enormous amount of pipe line work being botched up in this way. 

Some time ago we took occasion to make a test on this question on an eight-inch 
pipe line to withstand 1,000 pounds of air pressure: and this we did with the regular 
weight of line pipe and a coupling weighing about 24 pounds—the weight of a first- 
class line pipe coupling of this size. The result of the experiment on thirty-two joints 
was that on the first test all were tight excepting one, and when this joint was taken 
apart and again made up, it also proved tight. 

These cases simply prove that it is a comparatively easy matter to make tight 
joints for 1,000 pounds air pressure, and with the ordinary pipe line material. 

It must be evident to any one who has given any thought whatever to this subject 
that m order to make good joints, the iron must be brought together as solidly as possible! 

To secure this result the first essential is that the threads should be absolutely clean- 
and the next is that the very best lubricant should be used in order to prevent friction’ 
and they should not be screwed up fast enough to make any change in the temperature 
of the material. 

It is necessary that the threads be cut clean, that is, that taps and dies be in nerfect 
condition. ^ 

A taper thread is not absolutely necessary to the making of a tight joint (In one 
experiment we made one joint with coupling which had no taper at all, and the others 
but very little.) Nor is a large amount of bearing necessary to make a tight joint— 
although for permanency and serviceability the standard length of threads and taper 
we consider necessary and correct 

We made one joint with a thread reduced to three-eighths of an inch in length and 
it was tight at 1,500 pounds hydraulic pressure, thus proving that the length of thread 
is not essential to prevent the stripping of the thread, either from the pipe or from the 
coupling. 

We are satisfied that especially long threads are a detriment to the making of a good 
joint: for it must stand to reason, that the longer the thread the more the tendency 
to friction, which prevents the iron from coming up close together, not to mention the 
natural irregularities in the threads acting in the same direction. 

This will be better understood if we go to an extreme in the matter. For instance 
should we undertake to make a joint on eight inch pipe, with a thread six inches long 
the friction and irregularities would be so great that it would be practically impossible 
to get the requisite thread contact. 

It should be understood that absence of heat in pipe or coupling does not mean ab¬ 
sence of grit or gum in the threads Dirty threads may be screwed up very slowly and 
thus avoid the heating due to friction, and yet the joint be anything but tight. 
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DEFECTS IN THREADS 


ON WROUGHT IRON OR STEEL PIPE AND FITTINGS 

BY R. T. CRANE 



and conclusive teste, gM^*°abundant evd^en«f'thS\he^a*°"H VT T° ^ 
0fTthJrou1uJ^4hrand‘slJ?i^^^^^^ *“ the slightest! mUitate'agffi the m£n| 

brok?n’!^ the threads are a trifle 

yet there are steamfitters who will throw out sLh materia! the thread is gone, or marred, 

auch*S^rri?te^^^^^^ P-=tical way, that it is absurd to discard 

alclmpallyi^Tustra^^^^^^ 

J^'Sd offTglvtel ?L‘m a"?fic*e oT?l’ 

wide=^^?t:^&estnTeTte‘n"lint^^^^^ A-tt spots were filed, one inch 

aUpJrXltftrraaTd^l^^^^^^^ 

with'^C^Lfc^^-un so fhi%rT thoroughly and coated 

opposite one another. ^ screwed up so that the lengthwise grooves did not come 

of air pressirL^^The^jo^nt^was^fo^d^^^ tfeht^and^/f?^®^*^ ^^5 pounds 

test of 1000 pounds. result followed a hydraulic pressure 

for which many regufar steamfitteS a^nd e^ng^neerr^e^je'^t m^tlS greater than that 

past,'!SiTK'^o^'j\h\Trad^ lrtrJsI«dSlaS‘“°^ unimportant defects in the 


u^dj^^pre JartfiTorL^nf 

It is economical, because the saving in time and annoyance more than balances the small first 


AMERICAN STANDARD FOR PIPE THREADS 

Standard for Pipe* T^HRElMTwH^cVHiir <>" threaded to the American 

manufacturers in the United States. leading wrought pipe, valve and fitting 

aE.£c.usEsuc^'LT«tetVo«VoTcrroa‘;“rTH »OU"C«5, IT Witt 
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CRANE CEMENT 

FOR MAKING TIGHT PIPE JOINTS 


PUT UP IN ONE, FIVE, TEN AND TWENTY POUND CANS. 

MIXED AND READY FOR USE ’ 

ONE POUND CANS FURNISHED IN CASES CONTAINING 24 CANS 



5RANE CEMEM 


STEAM FITTERS 


Sif." 


CRANECO 




«3® ». MICHIttAN 

CHICAQO 




LIST PRICE 25 CENTS PER POUND 

Crane Cement, now so thoroughly well known to the steam fitting trade, has 
been constantly and exclusively used by us in our business for many years, and from 
our personal experience, we know it to be superior to Red or White Lead, and much 
more economical, being double in bulk. 

Crane Cement has the merits to produce less friction, and joints can be made 
more solid with it than with any other make of cement. 

We had occasion to make joints tight in an eight inch pipe line, so that they 
would stand 1,000 pounds air pressure. This we accomplished with the regular 
weight of line pipe and extra heavy couplings. 

Making absolutely tight joints at such pressure, is convincing proof of the 
superiority of this article. 

The principle involved is to make tight joints, iron to iron, and, as stated before. 
Crane Cement has these merits. We therefore recommend it to the trade, know¬ 
ing that it will accomplish satisfactory work. 

CRANE CEMENT WILL ALWAYS BE FURNISHED IN ONE POUND CANS, UNLESS 
OTHERWISE ORDERED. 


FOR MERITS OF CRANE CEMENT, SEE PRECEDING PAGES 
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PIPE PRACTICE 

MEASUREMENT OF PIPE 

calling for commercial sizes of pipe to be furnished with threads and 
coiy)Ungs m sizes to 12 inch, inclusive, where orders specify quantity in lineal 
'V® «inaerstood that r^dom lengths, threaded both ends, with coupling on 
one end, will be shipped, and the measurement is charged from end to endf that is 
over all, including coupling. 

?u ‘“'V'iries covering cut lengths of any size should specify whether 
plain ends, threads only threads and couplings or flanges are required. A separate 
charge is made for couplings or flanges, either loose or screwed on pipe, when pipe 
IS ordered cut to specified lengths. 

covering pipe larger than 12 inch should specify the actual 
outside diameter of the pipe and the thickness of the wall. See table, page 253 
standard weight pipe is listed and carried in stock threaded and coupled and 
mu be shipped unless order specifies otherwise. Extra Strong, Double Extra 
strong Hydraulic, and Large O. D. Pipe is listed plain ends only and will be so 
snipped unless order specifies otherwise. An extra charge is made for threads and 
couplings on these weights. 

^ For pipe srnoothed on the inside, known as reamed and drifted, an extra charge 
IS made. Such pipe is furnished in random lengths 20 feet and shorter. 

+ o Strong and Double Extra Strong Pipe are considered 

to be 12 to 22 feet, we to have the privilege of supplying not to exceed 5 per cent of 
total order m lengths 6 to 12 feet. For cut lengths of any size an extra charge 
above random lengths will be made. 

For galvanized or asphalted pipe an extra charge above black will be made 
bizes 8, 10 and 12 inch Standard Pipe are listed in several weights and orders 
or inquiries should specify the weight required. 

PRICE LIST OF 


Size...Inches 1 1^1 M IHI 

1 M 1 1 

|1M |1MI 2 12)^1 3 1 

3M 1 

4 1 


Size.Mm| 3 | 6 j 10| 13 

1 19 1 25 

1 32 1 38 1 50 1 

64 1 76 1 

90 1 

100 1 

113 

Price.. .Each j .05 |.05 j .051 .05 

1 .05 1 .06 1 .07 1 .08 1 .10 1 , 

.15 1 .20 1 

.25 1 

.35 1 

1 .45 

Size.. .Inches 1 5 | 6 | 7 | 8 

1 9 1 10 

1 12 1 14 ( 15 1 

16 1 18 1 

20 1 

22 1 

24' 

Size.Mm|125!150il75| 200 | 225| 250 

1 3001 3501 3751 400| 450! 

500 1 

550 1 

600‘ 

Price.. .Eachl .55 |.701.85 |1.00 |1.25 |1.50 |2.5013.50 |3.50 |5.00 |8.00 |10.00 112.50115 00 

PRICE LIST OF LOCK-NUT THREADS 

Size.Inches 1 1 H 1 

1 M 

1 1 1 IMI IJ^I 

I 2 1 2HI 3 

1 33^1 4 

Size.. .Millimeters 1 6 | 10 | 

13 1 19 

1 25 1 32 1 38 J 

50 1 64 

1 76 

1 90 

1 100 

Price.Eachl .10 | .10 | 

.10 1 .10 

1 .12 1 .14 1 .16 1 

.20 1 .30 

1 .40 

I .50 

1 .70 

DRILLING AND TAPPING PIPE HEADERS 



MADE FROM EITHER 3 OR 4 INCH PIPE 




Size of Holes for Iron Pipe. . 


.Inches| ^ 

1 M 

1 1 

1 IM 

Size of Holes for Iron Pipe .. . 



1 19 1 

1 25 

j 32 

rrice per Hole, Drilled and Tapped in Standard Pipe 

.... 1 .15 

1 .15 

1 .20 

I .25 

Price per Hole, Drilled and Tapped in Extra Heavv Pipe 

.... 1 .18 

1 .18 

1 .25 

1 .30 

DRILLING AND TAPPING PIPE HEADERS 



MADE FROM EITHER 5 OR 6 INCH 1 

PIPE 




Size of Holes for Iron Pipe.... 



1 Ml 1 UMIlMI 2' 

Size of Holes for Iron Pipe. . . 



25 1 32 1 38 

1 60 

rrice per Jtioie, Hrilled and.Tapped in Standard Pipe. 

|.18|.18| 

.25|.30|.4C 

)|.45 

Price per Hole, Drilled and Tapped m Extra Heavv Pipe. 

|.20|.20| 

.30|.35|.4J 

i|.50 
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PRICE LIST— WROUGHT PIPE 

BLACK AND GALVANIZED 

AS ADOPTED JANUARY 1, 1913 


TO TAKE THE PLACE OF ALL PREVIOUS LISTS AND SUBJECT TO CHANGE WITHOUT 

NOTICE 


Nominal Inside 
Diameter 


Standard 


Extra Strong 1 

Double Extra Strong 





Nominal 








Nominal 

Weight 


Nominal 


Nominal 

Size 

Size 

Price 

weight 

Per Foot 

Price 

Weight 

Price 

Weight 

Inches 

Millimeters 



Threaded 








Per Foot 

and 


Per Foot 


Per Foot 



Per Foot 

Plain Ends 

Coupled 1 

Per Foot 

Plain Ends f 

Per Foot 

Plain Ends 

Vs 

3 

.05J4 

.244 

.245 1 

.12 

.314 II 1 

H 

6 

.06 

.424 

.425 1 

.07^ 

.535 II 1 


10 

.06 

.567 

.568 1 

■07y2 

.738 II 1 

y2 

13 

.08^ 

.850 

.852 1 

.11 

1.087 1 

.32 

1.714 

H 

19 

ny 

1.130 

1.134 1 

.15 

1.473 1 

.35 

2.440 

1 

25 

M7 

1.678 

1.684 1 

.22 

2.171 1 

.37 

3.659 

IM 

32 

.23 

2.272 

2.281 1 

.30 

2.996 1 

■52y2 

5.214 


38 

.27^ 

2.717 

2.731 1 

.36^ 

3.631 1 

.65 

6.408 

2 

50 

.37 

3.652 

3.678 1 

.SOJ^ 

5.022 1 

.91 

9.029 


64 

■5sy2 

5.793 

5.819 1 

.77 

7.661 1 

1.37 

13.695 

3 

76 

.76}^ 

7.575 

7.616 1 

1 03 

10.252 1 

1.86 

18.583 


90 

.92 

9.109 

9.202 1 

1.25 

12.505 1 

2.30 

22.850 

4 

100 

1.09 

10.790 

10.889 1 

1.50 

14 983 1 

2.76 

27.541 

4^ 

113 

1.27 

12.538 

12.642 1 

1.80 

17.611 1 

3.26 

32.530 

5 

125 

1.48 

14.617 

14.810 1 

2.08 

20.778 1 

3.86 

38.552 

6 

150 

1.92 

18.974 

19.185 1 

2.86 

28.573 1 

5.32 

53.160 

7 

175 

2.38 

23.544 

23.769 1 

3.81 

38.048 1 

6.35 

63.079 

8 

200 

2.50 

24.696 

25.000 1 



8 

200 

2.88 

28.554 

28.809 1 

4.34 

43.388 1 

7.25 

72.424 

9 

225 

3.45 

33.907 

34.188 1 

4.90 

48.728 II 1 

10 

250 

3.20 

31.201 

32.000 1 


II 1 

10 

250 

3.50 

34.240 

35.000 1 



10 

250 

4.12 

40.483 

41.132 1 

5.48 

54.735 II 1 

11 

275 

4.63 

45.557 

46.247 1 

6.10 

60.075 II 1 

12 

300 

4.50 

43.773 

45.000 1 

6.55 

65.415 II 1 

12 

300 

5.07 

49.562 

50.706 1 


II 1 


HYDRAULIC WROUGHT PIPE 


SIZES 9, 10, 11 AND 12 INCH 
ALL WEIGHTS AND DIMENSIONS ARE NOMINAL 


SIZES 

THICKNESS 

Nominal 

Actual 

Fraction % Inch 

^ Inch 

H Inch 

1 In. 

Inside 

Outside 

Decimal .625 

.75 

.875 

1.00 

Diam. 

Diam. 

List 

1 Weight 

List 

1 Weight 

List 1 Weight 

List 

1 Weight 

9 1 

9^ 

6.01 

1 60.08 

7.11 

1 71.09 

8.18 1 81.77 

9.22 

1 92.12 

10 1 

lOH 

6.76 

1 67.59 

8.01 

1 80.10 

9.23 1 92.28 

10.42 

( 104.13 

11 1 

113^ 

7.43 

1 74.26 

8.82 

1 88.11 

10.17 1101.63 

11.49 

1 114.81 

12 1 

12 M 

8.10 

1 80.94 

9.62 

1 96.12 

11.10 1 110.97 

12.55 

1 125.49 
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PRICE LIST OF 

LARGE O. D. WROUGHT PIPE 

revised and adopted JANUARY 1, 1913 

TO TAKE THE PLACE OF ALL PREVIOUS LISTS AND SUBJECT TO CHANGE 
WITHOUT NOTICE 


Outside 
Diameter 
of Pipe 
Inches 

Minch 

Thick 

Me Inch 
Thick 

M Inch 
Thick 

Me Inch 
Thick 

M Inch 
Thick 

^ie Inch 
Thick 

% Inch 
Thick 

M Inch 
Thick 

1 Inch 
Thick 

Price 
Per Foot 

Price 
Per Foot 

Price 
Per Foot 

Price 
Per Foot 

Price 
Per Foot 

Price 
Per Foot 

Price 
Per Foot 

Price 
Per Foot 

Price 
Per Foot 

14 

3.68 

4.57 

5.46 

6.34 

7.21 

8.08 

8.93 

10.62 

13.89 

15 

3.94 

4.91 

5.86 

6.81 

7.75 

8.68 

9.60 

11.42 

14.96 

16 

4.21 

5.24 

6.26 

7.28 

8.28 

9.28 

10.27 

12.22 

16.03 

17 

4.48 

5.57 

6.66 

7.74 

8.82 

9.88 

10.94 

13.02 

17.09 

18 

4.74 

5.91 

7.06 

8.21 

9.35 

10.48 

11.60 

13.82 

18.16 

20 


6.58 

7.86 

9.15 

10.42 

11.68 

12.94 

15.42 

20.30 

Zl I 

6.91 

8.27 1 9.61 

10.95 

12.28 

13.61 

16.23 


22 1 

7.24 

8.67 1 10.08 

11.49 

12.88 

14.27 

17.03 



26 I 


28 

30 


I 10.27 


11.95 

12.88 


15.62 I 15.29' I 16.94 | 20~^ 


I 14.69 I 16.49 I 18.28 I 21.83 


13.82 I 15.76 I 17.69 | 19.61 | 23.43 


nominal weight in pounds per foot-standard o. d. pipe 


Outside 
Diameter 
of Pipe 
Inches 


14 


15 


16 


17 


K Inch 

Thick 


Weight 
Per Foot 
Pounds 


36.71 


39.38 


42.05 


44.72 


18 I 47.39 


^6 Inch 
Thick 


Weight 
Per Foot 
Pounds 


45.68 


49.02 


52.36 


55.69 


59.03 


20 


% Inch 
Thick 


Weight 
Per Foot 
Pounds 


54.57 

58.57 


62.58 


66.58 


70.59 


21 


22 I 


I 65.71 I 78 60 

I 69.04 I 82.60 


lifi Inch 
Thick 


Weight 
Per Foot 
Pounds 


63.37 


68.04 


72.72 

77.39 


82.06 


Inch 

Thick 


Weight 
Per Foot 
Pounds 


72.10 


77.43 

82.77 


88.11 


93.45 


91.41 

96.08 


104.13 


?16 Inch 
Thick 


Weight 
Per Foot 
Pounds 

80.73 


86.73 

92.74 


98.75 


104.76 


116.77 


24 


26 


I 72.38 I 86.61 j 100.75 j 114.81 
I r 94.62 I 110.10 I 125.49' 


109.47 I 122.78 


128.79 


% Inch 
Thick 


Weight 
Per Foot 
Pounds 


89.28 


95.95 


102.63 


109.30 


115.98 


129.33 


136.00 


142.68 


yi Inch 
Thick 


Weight 
Per Foot 
Pounds 


106.13 

114.14 


122.15 


130.16 


138.17 


154.19 


162.20 


1 Inch 
Thick 


Weight 
Per Foot 
Pounds 


138.84 


149.52 


160.20 

170.88 


181.56 


202.92 


170.21 


28 


30 


I I 102 .63 I 119.44 I 136.17 

I I ~ r 128.79 I 146.85 


140.80 I 156.03 I 186.23 

152.82 I 169.38 j 202.25 

164.83 I 182.73 I 218.27 


138.13 I 157.53 | 176.85 | 196.08 I 234.30 


wise ordered. For^tTis pbe^'fitt^*wifwh™ plain ends unless other- 

will be made above r^lar ’ couplings, an extra charge 

For cut lengths, an extra charge will be made above random lengths. 

or galvanized or asphalted pipe, an extra charge will be made above black. 

up to 20 inch Tnclus^ve® inclusive, and can furnish wrought couplings 

We can Crane lap or weld flanges onto pipe 3" to 30", inclusive. 
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STANDARD WEIGHT 



SPIRAL RIVETED PRESSURE PIPE 


Inside 

Diameter 

Inches 

Dimensions and Weight 

Approximate 

Weight 

Per Foot 
Pounds 

Thickness 

B. W. 

Gauge 

Number 

Diameter 

of 

Flanges 

Inches 

3 

2 J^ 

20 

6 

4 

3 

20 

7 

5 

4 

20 

8 

6 1 

5 

18 

9 

7 1 

6 I 

18 1 

10 

8 i 

7 

18 

11 

9 ! 

8 1 

18 ! 

13 

10 1 

11 

16 

14 

11 

12 

16 ““ 

15 

12 

14 

16 1 

16 

13 ! 

15 1 

16 

17 

14 1 

20 

14 

18 ~ 

15 1 

22 1 

14 i 

19 

16 1 

24 

14 

21 M 

18 

29 

14 

23M 

20 1 

34 

14 

25^ 

22 

40 

12 

28K 

24 

50 i 

12 

30 

26 

58 i 

12 

32 

28 

72 

10 

34 

30 

79 

10 

36 

32 

85 1 

10 

38 

36 1 

94 1 

10 ' 

42 

40 

106 1 

10 ! 

46 


Prices on application. 

SPIRAL RIVETED PIPE is usually furnished in 20-foot lengths. Shorter 
lengths can be furnished. 

The flanges on this pipe are for^d steel, and of special dimensions adopted by 
the Riveted Pipe Maniifactiirers. The dimensions and drilling templates do not 
conform to those of the American Standard. We can, however,Turnish flanees 
according to the American Standard dimensions and drilling, at an extra price 

Flanges are always attached to the pipe at the factory, and can not be out on 
readily by the user, as the pipe is either asphalted or galvanized after the fiances 
are attached. 


GALVANIZED PIPE ONLY IS RECOMMENDED FOR USE AS EXHAUST STEAM PIPf 


Extra Heavy and Double Extra Heavy Spiral Riveted Pipe 
Water Mains, Hydraulic Work, Vacuum Pipe Service, etc. 


for High Pressure 
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WROUGHT WELL CASING 
MmSasga mmSaimm 


SCREW AND SOCKET JOINT 


INSERTED JOINT 


ALL WEIGHTS AND DIMENSIONS ARE NOMINAL 



Diameters 


Weight per Foot 


Tnsertpid Tnint . 

Size 

Externa 

Internal 

Thick¬ 

ness 

Plain 

Ends 

Threads 

and 

Couphngg 

Threads 

per 

Inch 

Length 

of 

Joint 

Diameter 

of 

Joint 

2 

2 H 

2 H 

2 M 

3 

3 K 

SH 

3H 

4 

4 M 

4H 

4H 

4 H 

4H 

5 

5 

5 

5 

5 

5»^6 

53/16 

53^6 

SVs 

5^ 

6 H 

5^ 

eh 

6 M 

6M 

6 M 

6M 

6^ 

6^ 

6^ 

6^ 

6^8 

7h 

7% 

7 H 

8 M 

8 M 

8 M 

8^ 

8 Ji 

8 H 

9^ 

10 

10^ 

11^ 

123 ^ 

12 H 

13 

14 3^ 
153^ 

2.250 

2.500 

2.750 
3.000 

3.250 

3.500 

3.750 
4.000 

4.250 

4.500 

4.500 

4.750 
4.750 
5.000 

5.250 

6.250 

5.250 
6.260 
5.250 

5.500 
5.500 
5.500 
6.000 
6.000 
6.000 
6.000 
6.625 
6.625 
6.625 
6.625 

6.625 
7.000 
7.000 
7.000 
7.000 
7.000 

7.625 
8.000 
8.000 

8.625 

8.625 
8.625 
8.625 
8.625 
9.000 

10.000 

10.000 

10.750 

10.750 

11.000 

12.000 

13.000 

13.000 

14.000 

15.000 

16.000 

2.050 

2.284 

2.524 

2.768 
3.010 
3.250 
3.492 
3.732 
3.974 
4.216 
4.090 
4.460 
4.364 
4.696 
4.944 
4.886 
4.886 

4.768 
4.648 
5.192 
5.044 
4.892 
5.672 
5.620 
5.552 

5.450 
6.287 
6.255 
6.257 
6.135 
5.913 
6.652 
6.538 
6.538 

6.450 
6.334 
7.263 
7.628 
7.528 
8.249 
8.191 
8.097 
8.097 
8.003 
8.608 
9.582 
9.434 

10.192 

10.146 

10.552 

11.514 

12.482 

12.278 

13.448 

14.418 

15.396 

. 100 
.108 
.113 
.116 
.120 
.125 
.129 
.134 
. 138 
.142 
.205 
.145 
.193 
. 152 
.153 
.182 
.182 
.241 
.301 
.154 
.228 
.304 
. 164 
.190 
.224 
.275 
.169 
. 185 
.184 
.245 
.356 
.174 
.231 
.231 
.275 
.333 
. 181 
. 186 
.236 
.188 
.217 
.264 
.264 
.311 
. 196 
.209 
.283 
.279 
.302 
.224 
.243 
.259 
.361 
.276 
.291 
.302 

2.296 

2.759 

3.182 

3.572 

4.011 

4.505 

4.988 

5.532 

6.060 

6.609 

9.403 

7.131 

9.393 

7.870 

8.328 

9.851 

9.851 

12.892 

15.909 

8.792 

12.837 

16.870 

10.222 

11.789 

13.818 

16.814 

11.652 

12.724 

12.657 

16.694 

23.835 

12.685 

16.699 

16.699 
19.751 
23.711 
14.390 
15.522 
19.569 
16.940 
19.486 
23.574 
23.574 
27.615 
18.429 
21.855 
29.369 
31.201 

33.699 
25.780 
30.512 
35.243 
48.730 
40.454 
45.714 
50.632 

2.34 

2.82 

3.25 

3.65 

4.10 
4.60 

5.10 

5.65 
6.20 
6.75 
9.50 

7.25 

9.50 
8.00 

8.50 
10.00 
10.00 
13.00 
16.00 

9.00 

13.00 

17.00 

10.50 
12.00 
14.00 
17.00 
12.00 
13.00 
13.00 
17.00 
24.00 
13.00 
17.00 
17.00 
20.00 
24.00 

14.75 
16.00 
20.00 

17.50 
20.00 
24.00 
24.00 
28.00 
19.00 

22.75 
30.25 

32.51 
35.00 

26.75 

31.50 

36.50 
50.00 
42.00 

47.50 

52.50 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

llM 

IIM 

IIH 

IIM 

14 

iiH 

iiM 

iiH 

14 

14 

11^ 

11^ 

10 

10 

10 

14 

11^ 

113 ^ 

113 ^ 

113 ^ 

iiy2 

8 

8 

IIM 

11^ 

8 

8 

IIH 

113I 

11^ 

8 

IIM 

ny 

iiK 

.967 

.992 

1.017 

1.042 

1.067 

1.092 

1.117 

1.142 

1.167 

1.192 

1.217 

1.242 

1.267 

1.292 

1.342 

1.405 

1.442 

1.505 

1.573 

1.636 

1.673 

1.773 

1.873 

1.973 

2.073 

2.173 

2.273 

2.373 

2.340 

2.606 

2.866 

3.122 

3.380 

3.640 

3.898 

4.158 

4.416 

4.674 

4.930 

5.194 

5.446 

5.698 

6.218 

6.853 

7.238 

7.877 

8.238 

8.867 

9.258 

10.284 

11.314 

12.352 

13.384 

14.418 

15.448 

16.470 


FOR LIST PRICES. SEE LATEST PIPE CARD 
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PERFECTION GALVANIZED WELL CASING 

CRATED FOR SHIPMENT 



Inside 

Diameter 

Inches 

Net 

Weight 

100 Foot 

List 

Per Foot 

20 Gauge 

Inside 

Diameter 

Inches 

Net 

Weight 

100 Foot 

List 

Per Foot 

20 Gauge 

3 

r 150 

1 so.23 


315 

SO. 33 


175 

1 .24 


325 

.34 

4 

200 

1 .25 

7 

350 

.37 

4}^ 

225 

1 .26 

7}/2 

375 

.39 


240 

.27 1 

8 

400 

.41 

5 

250 

.28 1 

9 

450 

.45 

1 

265 

.29 1 

10 

500 

.50 

53^ 1 

275 

.30 1 

11 1 

550 1 

.54 

1 

290 

.31 1 

12 1 

600 ^ 1 

.58 

6 1 

300 

.32 1 

15 1 

650 1 

.70 



Practically water tight and smooth bore in¬ 
side. Strongly riveted seams and thoroughly 
galvanized, with strong locking joints. 

Perfection Casing will often take the place 
of Wrought Well Casing and be equally satis- 
tactory at a smaller cost, except in the case 
or deep artesian well drilling. 

crates of 5-11)^ ft., lengths each, 
net 57 ft. Four lengths of which are tight 
riveted sections, fifth length made of four 
screwed-together sections for convenience in 
using. Weights are net without crates. Crates 
weigh about 45 lbs. each. 

For price on 18 Ga., add 25% to list prices 
above. For 16 Ga., add 50%. 


PERFECTION NEVER SLIP TONGS 


Price, Per Pair. 


■ ■ • .List| $1.75 


fa 
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r 


ILLUSTRATIONS OF 

VARIOUS COUPLINGS AND JOINTS 





FLUSH JOINT TUBING 


DRIVE PIPE 


LINE PIPE 




CONVERSE JOINT 


STANDARD PIPE 


MATHESON LOCK JOINT 


We are prepared to furnish wrought pipe equipped with screwed, shrunk, Crane- 
lap or Craneweld flanges for Standard, Extra Heavy, or Hydraulic working press¬ 
ures. 

All of these flanges, with the exception of the Craneweld, can be made of Cast 
Iron, Ferrosteel, Malleable Iron, Cast Steel, or Forged Steel. Craneweld flanges 
can be furnished only in Forged Steel. 

See pages 188 to 192 for flanges. 


i 
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PIPE BENDS 

MADE FROM 

LAP WELDED PIPE 

We have all the facilities for bending and finishing all sizes of pipe, and can 
fenish bends in Full Weight, Extra Strong or Double Extra Strong Wrought 
Fipe, equipped with screwed, shrunk, Cranelap or Cranweld Flanges in Standard, 
Extra Heavy or Hydraulic dimensions. These flanges can be made of Cast Iron 
Ferrosteel, Malleable Iron, Cast Steel or Forged Steel, with one exception: Crane- 
weld flanges can only be furnished in Forged Steel. 

Where bends are used to take care of expansion and contraction movements 
the flanges should be Extra Heavy Cast Steel or Forged Steel or Malleable Iron 
to provide sufficient strength for the strains. 

The thickness of the wall of the pipe in a bend should be determined by the 
pressure under which the bend is to be operated and the diameter of the pipe. We 
will be pleased to give our recommendations for any particular service The 
thictoesses given in the table below are the lightest we recommend and carry 
a sufficient safety factor, taking into consideration the scaling of pipe in the bending 
fire and thinning of wall due to stretching during the bending process. 

THICKNESS OF PIPE FOR VARIOUS BENDS 

UP TO 125 POUNDS WORKING PRESSURE 

RADIUS PIPE SIZE PIPE 

4 to 5 diameters. 7 inches and smaller.Extra strong. 

^ 8 inches and larger.M inch thick. 

Over 5 diameters. 7 inches and smaller.Full weight. 

^ .28.55 pounds per foot. 

10 inches.40.48 pounds per foot. 

12 inches.49.56 pounds per foot. 

14 inches to 16 inches, inclusive.. inch thick. 

18 inches to 22 inches, inclusive.. inch thick. 

24 inches to 30 inches, inclusive.. .J{q inch thick. 

125 POUNDS TO 250 POUNDS WORKING PRESSURE 

4 to 5 and 6 diameters... 7 inches and smaller.Extra strong. 

_ 8 inches and larger.3^ inch thick. 

Over 6 diameters. 7 inches and smaller.Full weight. 

8 inches..28.55 pounds per foot. 

10 inches.40.48 pounds per foot. 

12 inches.49.56 pounds per foot. 

14 inches to 16 inches, inclusive.. inch thick. 

18 inches to 22 inches, inclusive.. inch thick. 

24 inches to 30 inches, inclusive.. .}/2 inch thick. 

250 POUNDS TO 350 POUNDS WORKING PRESSURE 

4 diameters and over.... 7 inches and smaller.Extra strong. 

8 inches and larger.inch thick. 


(CONTINUED) 
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PIPE BENDS —CONTINUED 

By use of special machinery for threading and flanging, we are enabled to turn 
out work that is absolutely correct. A Crane bend is exact to the number of de¬ 
grees ordered, and the flanges are made on at 90 degrees to the axis of the pipe in 
the tangent, so that it is not necessary to force the bend into place and bolt it up 
in the line under an angular strain. 

Every bend is carefully tested under hydraulic pressure before shipment. In 
the table on page 258 we give the shortest recommended radii and tangents for 
different sizes of full weight and extra strong pipe; but wherever possible, these 
radii should be increased to allowable limits, as a short radius bend is not as flex¬ 
ible as one built with a longer radius. In addition it is more difficult to avoid 
buckles where the pipe is bent to a short radius. Five to six diameters of the pipe 
make a safe radius. 

We can make special bends conforming to any shape or dimensions to which it 
is practicable to bend pipe. 

Two or more lengths of pipe may be welded together to form bends. 

SPECIFICATIONS FOR BENDS 

A request for an estimate, or an order for bends should be accompanied by a 
sketch or blue-print showing all the necessary dimensions. In addition we should 
be furnished with information relative to the thickness of pipe desired in the bend 
and the type of flanges to be furnished 


ji 
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LENGTH OF THREAD ON PIPE 

THAT IS SCREWED INTO VALVES OR FITTINGS TO 
MAKE A TIGHT JOINT 



Size 

Size 

Dimension 

A 

Size 

Size 

Dimension 

Inches 

Millimeters 

xi. 

Inches 

Inches 

Millimeters 

A 

Inches 


3 

K 

3K 

90 

We 

M 

6 

Vs 

4 

100 

We 

Vs 

10 

Vs 

4K 

113 

IK 

Vs 

13 

K 

5 

125 

We 


19 

K 

6 

150 

IK 

1 

25 

% 

7 

175 

IK 

IK 

32 

K 

8 

200 

We 

IK 

38 

K 

9 

225 

Ws 

2 

50 

We 

10 

250 

IK 

2K 

64 

We 

12 

300 

IK 

3 

76 

1 





DIMENSIONS GIVEN DO NOT ALLOW FOR VARIATION IN TAPPING 
OR THREADING 
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LIST OF SIZES 

STANDARD CAST IRON FITTINGS 

In arranging the order of Cast Iron Fittings we will use the following rule: 
For example, it is well known the largest opening, either in the run or branch 
determines the size of the fitting. A Tee will, therefore, be found 

amongst the IJ 4 inch fittings. Of course, these remarks apply to all sizes and 
combinations. 

In describing Fittings, the run is first named, then the outlet. 

ELBOWS 

S m ^ 

ELBOW REDUCING ELBOW 45° ELBOW 


Size 

1 Size 

1 Size 

-rr 

* Mx M 

1 *2 x2 

1 4 

x234 


* % 

1 *2 xiy 

1 4 

x2 



1 *2 xlM 

1 * 4j^x 4}^ 


* H 

1 *2 xl 

1 434x 4 


* y2< y 

1 *2 xH 

1 * 5 

x 5 


yx y 

1 *2J^x21^ 

1 ■ 5 

X 434 


* Mx M 

! *2J^x2 

1 5 

x 4 


* Mx ^ 

1 2J^xl^ 

1 5 

x 3 

~ 

Mx H 

1 2HxlM 

1 5 

X 234 


n xi 

1 2yxl 

1 * 6 

x 6 


*1 X M 

1 *3 x3 

1 6 

x 5 


1 X y 

1 3 x2J^ 

1 0 

X 4 


1 X H 

1 *3 x2 

I 7 

x 7 


nyxiy 

1 3 xiy2 

1 7 

X 6 

~ 

lyxi 

1 3 xiy 

1 8 

X 8 


lyx y 

\ *3Mx3J4 

1 8 

X 7 


iMx y 

1 33^x3 

1 8 

X 6 


iMx ^ 

1 3J^x2H 

1 * 9 

X 9 


*mxiy2 

1 3^x2 

1 *10 

xlQ 


*iy2xiy 

1 *4 x4 

1 10 

X 8 


P/ixl 

1 4 x3J^ 

1 *12 

xl2 


y/ix % 

1 *4 x3 

1 



45 ° ELBOWS 

Size, Inches. 

. \*H\*%\*y\*H\ 

*1 1*1^1*1341 

*2 1*2341 

*3 

Size, Inches. 

. \*3y2\ *4 i*4Hi *51 

*6 1 *7 1 »8 1 

*9 1 *10 

*12 

60“ AND 22y° ELBOWS 

Size, Inches. 

■ .\ y 2 \ H \ 1 UMUJil 

2 12341 3 1 

4 15 1 

6 

PITCHED ELBOWS 

Size, Inches. 

■ y2 1^x341 MiixMi 1 

1134x1113^1134x11134x13^1 134 

Size, Inches. 

l2xlM| 2 |2J^x2| 2)4 1 3x2J^ | 3 |3J^x3| 334 1 

4 

RIGHT AND LEFT ELBOWS 

Size, Inches. 

■ \ y \ y \ y2 \ H \ i 

1 134 1 134 1 2 

! 1 234 1 

3 “ 

Such sizes as are marked with an * are carried in stock Galvanized 
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LIST OF SIZES 

STANDARD CAST IRON FITTINGS 

TEES 



In describing Tees, the run is first named, then the outlet, thus: 






TEE 


REDUCING TEE 


Size 

1 

Size 

Size 


Size 

* Mx 

1 

*1 X Mxl 

"“I xl xl34 

I34x 34x134 


1 

*1 xY^Y 

1 X 34x134 

n 

xl xl3^ 

* ^X J^x 34 

1 

*1 X Mx 34 

yx yxiy 

1 

X 34x134 

^X )4 

1 

1 x 3^x1 

*134x134x134 

yx yxiy 


1 

*1 X Hx M 

*134x134x134 



* Mx J^X 

1 

1 X^x34 

*l3^xlj^xl 

*2 

x2 x2 

* I4x% 

1 

1 X 3^x1 

*l34xl34x 34 

*2 

x2 xl34 

* 

1 

1 x yxi 

*ij^xi3^x 3^ 

*2 

x2 xl^ 

}^x Yix Yi 

1 

* Hx yxi 

*134x134x134 

*2 

x2 xl 

3^X 

1 

Yx 34x1 

*134x134x134 

*2 

x2 X M 

?-^x y%x Yi 

1 

Hx yxi 

*lj^xlj^xl 

*2 

x2 x 3^ 


1 


*l34xl34x 34 

*2 

x2 X y 

* ^X 

1 

nYxiYxiY 

*l34xl34x 34 

*2 

xiyx2 

* Hx%x Y 

1 

*iYxlYxl 

IJ^xl xlj^ 

*2 

xi34xi34 

* ?ix Hx Y 

1 

*i3ixi3^x Y 

134x1 X134 

*2 

xlJixlJi 

* Yx YxY 

1 

*iYxlYx 34 

13^x1 xl 

*2 

xl3^xl 

* Mx J^x M 

1 

*i34xi3^x Y 

ij^xi x y 

*2 

xi34x 34 

* Mx Hx 

1 

HYxiYx Y 

134x1 X 34 

2 

xi3^x y 

Mx ?^x M 

1 

lyxi xiy 

iJ^x yx ly 

*2 

xiyx2 

Jix ^x Y 

1 

*13^x1 xl 

l34x 34x134 

2 

xiyxiy 

Mx Jix 

1 

’I3ixl X Y 

I34x 34x1 

*2 

xiYxlY 

* Hx J^X 

1 

nyxi X y2 

yx y 

2 

xiyxi 


1 

*\Yx Yx'iY 

\yx yxiy 

2 

xiYx 34 

*1 xl xl 

1 

lyx yxi 

I34x 34x134 

*2 

xl x2 

*1 xl X y 

1 

lyx yx y 

l34x 34x134 

2 

xl xl3^ 

*l xl X y 

1 

*i3^x 34x134 

*134x134x134 

2 

xl xl34 

*1 xl X Vs 

1 

I34x 34x134 

13^x1 xi3^ 

2 

xl xl 

n xl xy 

1 

134x 34x1 

lyx yxiy 

2 

xl X y 


Such sizes as are marked with an * are carried in stock Galvanized. 
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LIST OF SIZES 

STANDARD CAST tRON FITTINGS 


TEES 

CONTINUED 


Size 


2 X 


2 X 

2 X ^xl}4 


Size 

2^x1Kx1H 


Size 


2 J^xl x2J^ 


2 X J^x2 


2i4xl x2 


3 xl}^x2 
3 xll4xS 


2 X J^x2 


2j^x Mx2j^ 


3 xl x3 


*lj^xlj^x2 


2^x }^x2^ 


2/^x2 j/^x3 


lHxli4x2 


1/^x1 x2 


IJ^x ^x2 


1Mx1^x2 

IJ^xl x2 


l^x ^x2 

1 xl x2 


1 X ^x2 

Mx ^x2 


*2y2x2}4x2y2 


•2yx2Mx2 


*2yx2}4xlH 

*2^x2^xlK 


*2^x214x1 


*2yx2yx % 

*2^x2Hx ^ 


2^x2 x2y 


*2yx2 x2 


*2^x2 xiy 


*2^x2 xiy 


*2^x2 xl- 


23 ^x 2 X ^ 

2J^x2 X y 


2yxiyx2y 


2J^x1J^x2 


2^xl^ xli^ 

2^xli^xlK 


2yxiyxi 


2^xlKx2^ 


*2yxiyx2 


*2 x2 x2^ 

2 xl^x 23 ^ 


2xiy^ 


2 ^ x2J^ 


2 X ^x2}^ 




l^xl}ix2^ 


lyxi x2y 


*3 x3 x3 


*3 x3 x2y 


*3 x3 x2 


*3 x3 xl^ 


*3 x3 xl^j^ 


♦3 x3 xl 


*3 x3 xy 


*3 x3 xy 


3 x2J^x3 


*3 x2^x2i^ 


*3 x2Hx2 


*3 x2^xl^ 


*3 x2yxiy 


3 x2J^xl 


3 x2^x ^ 


*3 x2 x3 


3 x2 x2y 


*3 x2 x2 


2yx2 x3 


2yxiyx3 


*2 x2 x3 


*3y^x3y 


*3yx3yx3 


*syx3yx2y 


*3yx3yx2 

*3yx3yxiy 


Size 


*4 x4 x3 


*4 x4 x2J^ 


*4 x4 x2 


*4 x4 xiy 


*4 x4 xlK 


*4 x4 xl 


*4 x4 X y 


4 x3yx4 


4 x3yx3y 


4 x3^x3 


4 x3yx2y 


4x3yx2 


*3yx3yxiy 


*3yx3yxi 


*3^x3Mx y 


3yx3 x3y 


3J4x3 x3 


3yx3 x2y 


3yx3 x2 


3yx3 xiy 


3yx3 xiy 


3J^x3 xl 


3Mx3 X y 


3yx2yx3y 


3^x2 J^x3 


3^x2^x2^ 


3yx2yx2 


3yx2 x3y 


3yxiyx3y 


3yxiyx3y 


3 x2 xli^ I 3^x1 x3V^ 


3 x2 xiy I 3 x3 x3y 


3 x2 xl 


I 


3 xl^x3 


3 xl^x2M 


I *4 x4 x4 


*4 x4 x3^ 


4 x3yxiy 


4x3yxiy 


4 x3yxl 


4 x3 x4 


4 x3 x3H 


*4 x3 x3 


*4 x3 x2J^ 


*4 x3 x2 


4x3 xlj^ 


4 x3 xli^ 


4 x3 xl 


4 x3 X y 


4 x2J^x4 


4 x2^x3^ 


4 x2i^x3 


4 x2yx2y 


4 x2yx2 


4 x2yxiy 
4 x2yxiy 


4 x2yxl 


*4 x2 x4 


4 x2 x3 


4 x2 x2y 


4 x2 x2 


Such sizes as are marked with an * are carried in stock Galvanized. 
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LIST OF SIZES 

STANDARD CAST IRON FITTINGS 

TEES 

CONTINUED 


Size 

1 


Size 


Size 1 

Size 

4 xl3^x4 

1 

5 

x4 

x2 

6 

x4 

x3 [ 

8x 7x 8 

4 xl34x4 

1 

5 

x4 

xiH 

6 

x3 

x6 1 

8x 7x 6 

4 xl 

x4 

1 

5 

x334x334 

6 

x234x() 1 

8x 7x 5 

3J4x3^x4 

1 

5 

x3 

x5 

6 

x2 

xO ! 

8x 7x 4 

3 x3 

x4 

1 

5 

x3 

x4M 

5 

x5 

xG 1 

8x 7x 3 

*2Mx2}4x4 

1 

5 

x3 

x4 

5 

x334x6 1 

8x 6x 8 

2 x2 

x4 

1 

5 

x3 

x3K 

4 

x4 

x6 1 

'8x 6x 7 



1 

5 

x3 

x3 




8x 6x 6 

*4J^x43^x4K 

1 

5 

x3 

x2K 

*7 

x7 

x7 1 

8x 5x 8 

*4}^x4^x4 

1 

5 

x3 

x2 

7 

x7 

x6 1 

8x 5x 5 

*43^x43^x33^ 

1 

5 

x2^x5 

7 

x7 

x5 1 

8x 4x 8 

*4^x4}ix3 

1 

5 

x2Hx4 

7 

x7 

x4 ! 

8x 4x 6 

*4J^x4Jix2Ji 

1 

5 

x234x3 

7 

x7 

x3J^ 1 

6x 6x 8 

*43^x4j^x2 

1 

5 

x2 

x5 

7 

x7 

x3 1 


*43^x43^x134 

1 

5 

xl34x5 

7 

x7 

x2J^ 1 

* 9x 9x 9 

*4^x434x134 

1 

5 

xl34x5 

7 

x7 

x2 1 

9x 9x 7 

*434x434x1 

1 

*4 

x4 

x5 

7 

x6 

x7 1 

9x 9x 6 

434x4 

x3 

1 

*6 

x6 

x6 

7 

x6 

x6 1 

9x 9x 5 

434x4 

x2 

1 

*6 

x6 

x5 

7 

x6 

x5 1 




1 

*6 

x6 

x4^ 

7 

x6 

x4 1 

*10x10x10 

*5 x5 

x5 

1 

*6 

x6 

x4 

7 

x6 

x3 1 

lOxlOx 8 

*5 x5 

x4^ 

1 

*6 

x6 

x3J^ 

7 

x5 

x6 1 

lOxlOx 6 

*5 x5 

x4 

1 

*6 

x6 

x3 

7 

x5 

x5 1 

lOxlOx 5 

*5 x5 


1 

*6 

x6 

x2J^ 

6 

x6 

x7 1 

lOxlOx 4 

*5 x5 

x3 

1 

*6 

x6 

x2 

5 

x5 

x7 1 

lOxlOx 3 

*5 x5 

x2H 

1 

*6 

x6 

xlj^ 




lOxlOx 2 

*5 x5 

x2 

1 

*6 

x6 

XlM 

*8 

x8 

x8 1 

lOx 8x 8 

*5 x5 

xlH 

1 

*6 

x6 

xl 

8 

x8 

x7 1 

8x 8x10 

*5 x5 

xiM 

1 

6 

x5 

x6 

8 

x8 

x6 1 


*5 x5 

xl 

1 

6 

x5 

x5 

8 

x8 

x5 1 

*12x12x12 

*5 x5 

X M 

1 

6 

x5 

x4 

8 

x8 

x4 1 

12x12x10 

5 x4 

x5 

1 

6 

x5 

x3H 

8 

x8 

x3J^ 1 

12xl2x 8 

5 x4 

x4}^ 

1 

6 

x5 

x3 

8 

x8 

x3 1 

12xl2x 6 

*5 x4 

x4 

1 

6 

x5 

x2J^ 

8 

x8 

x2}4 1 

12xl2x 5 

5 x4 

x3J^ 

1 

6 

x5 

xl^ 

8 

x8 

x2 1 

12xl2x 4 

5 x4 

x3 

1 

6 

x4 

x6 

8 

x8 

xlH 1 

12x 8x10 

5 x4 

x2H 

1 

6 

x4 

x4 

8 

x8 

xlK 1 

12x 8x 8 


Such sizes as are marked with an * are carried in stock Galvanized. 
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LIST OF SIZES 


CAST IRON FITTINGS 




OUTLET 

CROSS 


OUTLET 

REDUCING CROSS 


OUTLET 


OUTLET 


RUN 


CROSSES 


RUN 


Note.—In describing crosses, the run openings are first named and then the 


Size 

1 Size 

1 


Size 

* J^x J^x i4x 

2 x2 xl xl 

1 

2J^x2 xl X ^ 


2 x2 xl X 

1 

234x2 X 54x ?4 

* Hx Hx Hx % 

2 x2 xH^U 

1 

2JixlJ^x2 xlj^ 

Jix i^x H 

2 x2 X 34x 

1 

234x134x134x1 

Hx 3^x 

2 xlj^xlj^xlj^ 

1 

21^xl}4xll4xliX 

1 2 xl^xl34xlK 1 

"1 xl xl xl 

2 xl34xli4xl 

1 

*3 

x3 x3 x3 

1 xl x^/ix % 

2 xl>4xl xl 

1 

3 

x3 x2J4x2>4 

1 xl X 3^X ]/2 

2 xlj^xl X Y 

1 

3 

x3 x2 x2 

1 X ?ix Mx 

2 xlj^x Yx Y 

1 

3 

x3 x2 xlJ4 


0 2 xl^xl X 54 

1 

3 

x3 x2 xl 

*lJ4xlJ^xlJ^xlJ^ 

2.xl xlj^xl 

1 

3 

x3 xl34xl34 

iHxiHxi xl 


1 

3 

x3 xlYxlY 

lJixl34x %x % 

*2Jix2>^x2}^x2M 

1 

3 

x3 xl34xl 

IJ^xl^x lix 

234x234x2 x2 

1 

3 

x3 xlViX Y 

iHxl xl xl 

2^x2HxlJ^xlI^ 

1 

3 

x3 xlJixlJ^ 

IJ^xl X %x % 

2Yx2y2xlYxlY 

1 

3 

x3 xlJ4xl 

iHx Hx ^/ix ^/i 

2Yx2YxlYxl 

1 

3 

x3 xlMx Y 


2J4x2J^xlMxlM 

1 

3 

x3 xl xl 

*i3^xi3^xii^xij^ 

2Yx2YxlYxl 

1 

3 

x3 X 54x H 

IJixlJ^xlJ^xlM 

2J^x2J^xlJix Y 

* 1 

3 

x234x234x2 

IJixlJ^xl xl 

234x234x1 xl 

1 

3 

x2Hx2i^xlJ^ 

\Hx\Hx Hx H 

2Mx2Jixl x M 

1 

3 

x2}4x2 x2 

i3^xi^x j^x 

2J^x214x Yx Y 

1 

3 

x234x2 xl34 

V/2x\yAxvyx\y 

2Yx2 x2 xlj^ 

1 

3 

X2i^x2 xlY 

13^x134^x1 xl 

2J^x2 x2 x\Y 

1 

3 

x254x2 xl 

IJ^xlJ^^x %X Yi, 

234x2 x2 xl 

1 

3 

x23^x2 X Y 

134x1 xl X ^ 

2^x2 xlj^xlj^ 

1 

3 

x2y2xiYxiY - 

134 x 1 xl X J4 

234x2 xl 34x134 

1 

3 

x2y2xiy2xiY 

134x1 X ^x ^ 

2J^x2 xlj^xl 

1 

3 

x2yxiyxi 

*2 x2 x2 x2 

21^x2 xlj^x Y 

1 

3 

x2y2xlYxlY 

2 x2 xl34xl34 

2)4x2 x\Yx\Y 

1 

3 

x2yxiYxi 

2 x2 xl34xl34 

234x2 xl34xl 

1 

3 

x2J4xl xl 


2 x2 xl^xl I 2}4x2 xl xl j 3 x2 x2 x2 

Such sizes as are marked with an * are carried in stock Galvanized. 
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LIST OF SIZES 

CAST IRON FITTINGS 

CROSSES 


CONTINUED 


Size 

Size 

Size 

*33^x3 J^x33^x33^ 

4 x4 xl^xlM 

*6 x6 x6 x6 

33^x3j^x3 x3 

4 x4 xl3ixl 

6 x6 x5 x5 

3J^x3i^x2J^x2i^ 

4 x4 xl xl 

6 x6 x4 x4 

33^x3 ^x2 x2 

4 x33^x23^x2 

t) x6 x3 x3 

33^x3 3^x2 xl3^ 

4 x33^x2 x2 

6 xd x 23 ^x 23 ^ 

33^x33^xl3^xlJ^ 

4 x33^x2 xl3^ 

6 x6 x2 x2 

33^x33^ V 13^x134 

4 x3J^x2 xlj^ 

6 x6 x2 xl^ 

33^x33^xl3^xl 

4 x33^xl 3^x13^ 

6 x6 xl3^xl3i 

33^x3J^xl3^xl34 

4 x33^xl3^xl3^ 

6 x5 x2 x2 

3 3^x3 3^x13^x1 

4 x3Kxl}^xlJ^ 

6 x5 x2 xl3^ 

33^x3 3^x1 xl 

4 x33^xl3ixl 

6 x5 xl3^xl3^ 

33^x3 x23^x2 1 I-^-=- 

33^x3 x2 x2 

*4i^x4J^x4Mx4J^ 

’‘7 x7 x7 x7 

33^x3 x2 xl3^ 


7 x7 x6 x6 

33^x3 x2 xl3^ 

*5 x5 x5 x5 

7 x7 x5 x5 

33^x3 xl3^xl3^ 

5 x5 x4 x4 


33^x3 xl3^xl3^ 

5 x5 x3 x3 

’8 x8 x8 x8 

33^x3 xl3^xl 

5 x5 x23^x23^ 

8 x8 x7 x7 

3Jix3 xli^xlM 

5 x5 x2 x2 

8 x8 x6 x6 

33^x3 xl3^xl 

5 x5 x2 xl3i 

8 x8 x5 x5 

33^x3 xl xl 

5 x5 xl3^xl3^ 

8 x8 x4 x4 

1 5 X.5 1 

^4 x4 x4 x4 

5 x5 xl xl 

*9 x9 x9 x9 

4 x4 x3J^x3i^ 

5 x4 x2 x2 


4 x4 x3 x3 

5 x4 x2 xl3^ 

*10x10x10x10 

4 x4 x23ix23^ 

5 x4 xl3ixl3^ 

lOxlOx 8x 8 

4 x4 x2 x2 

5 x4 xl3^xl3i 

iOxlOx 7x 7 

4 x4 x2 xl3^ 

5 x4 xl3^xl 

~ 

4 x4 xl3^xl3^ 

5 x4 xl xl 

♦12x12x12x12 

4 x4 xl3^xl3i 


12 x12x10x10 

4 x4 xl3^xl 


12 xl2x 8x 8 


Such sizes as are marked with an * are carried in stock Galvanized. 


BLOW-OFF CROSSES 



Other sizes made 


Size 

1 

Size 

23^x13^ 

1 

4^^23i ~ 

2J^x2 

! 

5x2J^ 

2^x2J^ 

f 

5x3 

3 xl3^ 


6x2;? " 

3 x2 

T ■ 

o " 

4 x2 . 1 


to order. 
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LIST OF SIZES 

STANDARD CAST IRON FITTINGS 


REDUCERS 



Size 

Size 

434x4 

6x3 

5 x434 

6 X 234 

5 x4 

6x2 

5 x334 

7x6 

5 x3 

8x7 

5 x234 

8x6 

5 x2 

8x4 

6 x5 

10 X 8 « 

6 x4 

10 X 6 

6 x334 

12 xlO 

ECCENTRIC 

REDUCERS 




Size 
iMx H 
134x1 
l}|xl 

i34xiM 
2 xH 

2 xl 

2 xlH 

2 xlj^ 

234xlM 

2y2xiy2 

2yx2 

3 XII4 
3 x2 

3 x2y 
334x134 
sy2xiy2 

334x2 

334x234 

334x3 




Size 
4 x2 
4 x 23 ^ 
4 x3 

4 x334 
434x4 

5 x2 

x234 

x3 

x334 

x4 

x434 

6 x 23 ^ 
6 x3 

6 x334 
6 x4 

6 x5 

7 x6 

8 x5 
8 x6 
8 x7 


5 

5 

5 

5 

5 


Y BENDS 




Size.34 to 12 inch 


CAPS 



Size. 4 to 12 inch 


PLUGS 



Size.34 to 12 inch 


LOCK NUTS 


Size.. 234 to 12 inch 


We also keep in stock: Galvanized Cast Iron Plugs, 34 to 12 inch; Galvanized 
Cast Iron Caps, 4 to 12 inch; Galvanized Cast Iron Lock Nuts, 234 to 12 inch. 
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LIST OF SIZES 

STANDARD CAST IRON FITTINGS 


BUSHINGS 


Reducing one size only, are malleable up to 2}4 
Size 
Kx H 


^X % 

3^X M 

}^X % 

Mx M 
Mx 




1 X 
1 X ^8 
1 X 
1 xM 


l^x 

IMx 

IKx 

l^X 

iMxl 

iJix 34 



Size 

^x 34 

3^x H 

Mx H 
Hx 3^ 

1 x^ 
I xM 



Size 
l^x 34 
l34x M 

l34x 34 
I34x H 

2 x34 


Size 

Size 

Size 

IHx Vg 

3 x\Y 

434x4 

li^x Yi 
l^x Y 

3 xIJI 

3 x2 

5 xl 

IJ^xl 

3 x2i^ 

5 x2 

l^xlM 

5 x2j^ 

2 xY 

3}^xl 

5 x3 

Wzxiy 

5 x334 

2 xYg 

Wixiy 

5 x4 

2 xy2 

3J^x2 

5 x434 

2 X M 

2 xl 

3y2x2y2 

31^x3 

6 xl34 

2 xlj^ 

6 x2 

2 xli^ 

4 xl 

6 x234 

2J^x M 

4 xlj^ 

4 xVA 

6 x3 

6 x334 

2J^x Y 

4 x2 

6 x4 

2J^xl 

4 x2J^ 

6 x434 

2^x11^ 

4 x3 

6 x5 

2V2X\y2 

4 x3»^ 

7 x2 

21^x2 

7 x234 

3 X 

4^x2 

7 x3 

4>^x2H 

7 x334 

3 X 

4J4x3 

7 x4 

3 xl 

4J^x3^ 

7 x434 

We also keep in stock, Galvanized Bushings, 34 to 6 


FACE BUSHINGS 

MALLEABLE IRON 


Size 
13€ x34 
I3|xi 

l^x M 

134x1 

134x134 

2 xM 

2 xl 


Size 

2 xl34 

2 Xi34 

234x134 

2^x134 

234x2 

3 xl34 
3 x2 

3 x2>^ 


Size 

334x2 

334x234 

334x3 

♦4 x2 
4 x234 
4 x3 
4 x3J^ 


*These sizes are made in Cast Iron 


Size 

434x4 

*5 x3 
5 x4 

5 x43^ 

*6 x3 
*6 x4 

6 x5 
only. 


Size 
7x 5 
7x 6 

8 x 2 

8 x 234 
8 x 3 
8 x 4 
8 x 5 
8 x 6 
8 x 7 

9x 6 
9x 7 
9x 8 

lOx 4 
lOx 5 
lOx 6 
lOx 7 
lOx 8 
lOx 9 

12 x 6 
12 x 8 
12 x10 


Size 
7 x5 

7 x6 

8 x6 
8 x7 

10 X 8 

12 xlO 


ECCENTRIC BUSHINGS 

CAST IRON 


Size 

Size 

Size 

2 X Y 

2 xl 

2^x13^ 

3 x2 

2 xlM 

3 X Y 

4 xl 

2^x1 

3 xl 

4 xl34 

3 xli^ 

4 xl3^ 

2y2xlY 

lade to order. 

3 xl3^ 

4 x2 


Size 
4 x234 

4 x3 

5 x2 

5 x4 

6 x4 
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LONG SWEEP FITTINGS 


LIST OF SIZES 


ELBOWS 

% 

NO. 1 


2 

3 

4 

5 

6 

7 

8 
9 

10 

12 

DOUBLE 
BRANCH 
NO. 2 


1 xl xl 

iKxlKxl}^ 
1 xl xl}2 

IJ^xli^xlH 

IMxlJixlJ^ 


2 x2 x2 

TEES 

I3^xi;;^x2 

B 

2J^x23^x2Ji 

2 x2 x2^ 


3 x3 x3 

2 x2 x3 
2Jix23^x3 

A 

33^x3J^x33^ 

SINGLE 

SWEEP 

NO. 3 

4 x4 x4 

3 x3 x4 

ABC 

23^x23^x4 

1 xl xl 

43^x4j^x4Ji 

13^x13^x11^ 

134x131x1 

5 x5 x5 

134x1 xl 

6 x6 x6 

I34xlj^xl34 

134x134x134 


134x134x1 

7 x7 x7 

13^x134x134 

134x134x1 

8 x8 x8 

9 x9 x9 

2 x2 x2 

2 x2 xl34 

2 x2 xl34 

2 x2 xl 

10 xlO xlO 

2 xl34xl34 
234x234x234 

12 xl2 xl2 

234x234x2 

234x234x134 

In describing 
No. 2 Double 
Branch Elbows the 

234x234x134 

234 x 2 x2 

234x2 Xl34 

run openings are 

3 x3 x3 

named first, then 

3 x3 x234 

the inlet. 

3 x3 x2 


ABC 
3 x3 xl}4 
3 x3 xl3^ 
3 x23^x2 


33^x33^x33^ 
33^x33^x2 
33^x33^x1J^ 
33^x33^xlJi 
33^x3 x2 


4 x4 x4 
4 x4 x3 
4 x4 x23^ 
4 x4 x2 
4 x4 xlj^ 
4 x3 x3 


43^x43^x4J^ 

5 x5 x5 
5 x5 x3 

5 x5 x2 

6 x6 x6 

6 x6 x2 

7 x7 x7 

8 x8 x8 

9 x9 x9 
10 xlO xlO 
12 xl2 xl2 
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LONG SWEEP FITTINGS 


LIST OF SIZES 


TEES 



NO. 6 


1 xl xl 




vAxiiixm 


2 x2 x2 
2 x2 xl 
2 xlj^xl3^ 
2 xlHxl 


2 j^x 2 Jix 23 ^ 
2 }^x 23 ^x 2 
2Mx2Kx11^ 
23 ^x 2 J^xl 
2J^x2 x23^ 
23 ^x 2 x2 
2J^x2 xlj^ 
2 x2 x2A 


3 x3 x3 
3 x3 x2H 
3 x3 x2 
3 x3 xlj^ 
3 x3 xl 


3 x2Ax3 
3 x23^x2j^ 
3 x23^x2 
3 x2 x3 
3 x2 x23^ 
23^x2J^x3 
23^x2 x3 


33^x33^x33^ 
33^x3>^x3 
33^x33^x2^ 
33^x3 x33^ 
33^x3 x3 
33^x3 x 23 ^ 
33^x3 x2 
33^x23^x33^ 
33^x23^x3 
33^x23^x23^ 
33^x2 x33^ 
33^x2 x3 
3 x3 x33^ 
3 x23^x33^ 
3 x2 x33^ 
23^x23^x33^ 


4 x4 x4 
4 x4 x33^ 
4' x4 x3 
4 x4 x23^ 
4 x33^x4 
4 x33^x33^ 
4 x33^x3 
4 x33^x23i 
4 x3 x4 
4 x3 x33^ 
4 x3 x3 


4 x3 x23^ 
4 x23^x4 
4 x23^x33^ 
33^x33^x4 
33^x3 x4 
33^x23^x4 
3 x3 x4 
3 x23^x4 


43^x43^x43^ 


5 x5 x5 
5 x5 x4 
5 x5 x33^ 
5 x5 x3 
5 x5 x23^ 
5 x4 x5 
5 x4 x4 
5 x4 x33^ 
5 x4 x3 
5 x4 x23^ 
5 x33^x5 
5 x33^x4 
5 x33^x33^ 
5 x3 x5 
5 x3 x43^ 
5 x3 x4 
5 x3 x33^ 
5 x23ix5 
5 x23ix4 
4 x4 x5 
4 x33^x5 
4 x3 x5 
4 x23^x5 
33^x33^x5 
33^x3 x5 


In describing Tees, the rim is first named, then the outlet. 


6 x6 x6 
6 x6 x5 
6 x6 x4 
6 x6 x33^ 
6 x6 x3 
6 x5 x6 
6 x5 x5 
6 x5 4 
6 x5 x33^ 
6 x5 x3 
6 x4 x6 
6 x4 x5 
6 x4 x4 
6 x33^x6 
6 x33^x5 
6 x3 x6 
5 x5 x6 
5 x4 x6 
5 x33^x6 
5 x3 x6 
4 x4 x6 
4 x33^x6 


7 x7 x7 


8 x8 x8 
8 x8 x8 
8 x8 x4 


9 x9 x9 


10 xlO xlO 


la xl2 xl2 
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LONG SWEEP FITTINGS 


LIST OF SIZES 


CROSSES 

23^x2j^x2i^x2j^ 

2i^x2Hxl3^xl>^ 


3x3x3x3 

3x3xl3^xlJ^ 

NO. 4 

31^x31^x33^x33^ 

Ixlxlxl 

mxiMxlMxiM 

4x4x4x4 

4x4x2}^x23^ 


5x5x5x5 

5x5x4x4 

2 x2x2x2 

5x5x3x3 


6 x6x6x6 

6x6x4x4 


7x7x7x7 


8 x8x8x8 

8 x8x6x6 

8x8x4x4 

9x9x9x9 

10 x10x10x10 

12 x12x12x12 


In describing Crosses the run openings are named first, then the outlets. 
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LIST OF SIZES 

EXTRA HEAVY 

CAST IRON FITTINGS 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 



REDUCING ELBOW 


. The following Straight and Reducing Elbows are carried in stock Other 


* Hx 

* Mx M 
Mx Vi 

*1 xl 
1 x% 

*iMxlM 

IMxl 


* 

• M 

*1 


1 

IM 

iVz 




IJ^xlJ^ 

2MxlJ^ 

l>^xl 

*3 x3 

*2 x2 

3 x2y2 

2 xiy^ 

3 x2 

2 xlK 

3i^x3H 

2 xl 

♦4 x4 

*2V2X2V2 

4 x3 

214x2 

4J^x4H 


45° ELBOWS 


CROSSES 


5x 5 
5x 4 
6x 6 
7x 7 
8x 8 
10x10 
12x12 



*W2 

*4 

6 


*3 

4)^ 

7 

*2 


5 

8 


10 

12 


2 


5 


4 

6 

3 


7 


Y BENDS 


1 2 1 

3 1 

6 1 

1 23^ 1 

4 1 

7 1 


8 

10 

12 


■±o iLioows ana t^rosses are not carried in stock in reducing sizes but will hf 
Such sizes as are marked with an * are carried in stock Galvanized. 


EXTRA HEAVY CAST IRON 

BLOW-OFF CROSSES 

2J^x 2J^ I 3x2 I 4x2 | 4x2}^ 

FOR PRICE LIST OF EXTRA HEAVY CAST IRON BLOW-OFF CROSSES, SEE PAGE 121 
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MALLEABLE IRON FITTINGS 

REVISED CLASSIFICATION 


ADOPTED JUNE 5, 1907 


ELBOWS 



BANDED 

STEAM 


♦Gas. 

♦Gas. 

♦Steam and Gas 

♦Gas. 

♦Steam and Gas 
♦Steam and Gas 

♦Gas. 

♦Steam and Gas 
♦Steam and Gas, 
♦Steam and Gas. 

♦Gas. 

♦Steam and Gas. 
♦Steam and Gas 

♦Gas. 

♦Steam and Gas. 
♦Steam and Gas. 
♦Steam and Gas. 

Steam. 

♦Steam. 

♦Steam and Gas. 
♦Steam and Gas. 
♦Steam. 


Size 

H 

Vsx Vs 
Vs 

Mx 

Hx H 
Hx H 
H 

1 X ^ 
1 X 
1 X 
1 

IHx y2 
lyxH 

lj|xl 

IH 

iy2x H 


Class 

A 

A 

B 

A 

B 

B 

A 

B 

B 

B 

B 

B 

C 

B 

B 

C 

C 

B 

C 

C 

C 

C 


♦Steam. 

♦Steam and Gas 
♦Steam and Gas 

♦Steam. 

♦Steam. 

♦Steam and Gas 
♦Steam and Gas 

♦Steam. 

♦Steam. 

♦Steam. 

♦Steam. 

♦Steam. 

♦Steam. 

Steam. 

♦Steam. 

♦Steam. 

Steam. 

♦Steam. 

Steam. 

♦Steam. 

♦Steam. 


Size Class 

13^x1 C 

iy2xiy c 
m c 

2 xl C 

2 xiy c 
2 xli^ c 

2 C 

2MxlM C 
2^x2 C 

C 

3 x2 C 

3 x2i^ C 

3^x3 C 

3H C 

4 x3 C 
4 x33^ C 

4 C 

4M C 

5 C 

6 C 


RIGHT AND LEFT ELBOWS 


♦Steam 

♦Steam 

♦Steam 

♦Steam 


Size Class 


Hx 
^x ^ 

y2x y2 

Hx H 


A 

A 

B 

B 


♦Steam 

♦Steam 

♦Steam 

♦Steam 


Size Class 

1 xl B 
1^x11^ C 
IJ^xl^ C 

2 x2 C 


In ordering, be particular to mention Steam or Gas, Black or Galvanized 
Such sizes as are liiarked with an * are also carried in stock Galvanized. 
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MALLEABLE IRON FITTINGS 

REVISED CLASSIFICATION, CONTINUED 


STREET 

ELBOWS 


ELBOWS 

WITH SIDE OUTLET 



*Banded 

*Banded 

*Banded 

*Banded 

*Banded 

*Banded 

*Banded 

*Banded 

*Banded 

Banded. 

*Banded. 

*Banded. 

*Banded. 

*Banded. 

*Banded. 

*Banded. 

*Banded. 

*Banded. 

*Banded. 

*Banded. 

Banded. 

Banded. 

Banded. 



*Banded. 
*Banded. 
*Banded. 
*Banded. 
*Banded. 
*Banded. 
*Banded. 
Banded. 
Banded 



Steam... 

*Gas. 

*Gas. 

*Gas. 


A B 
.. Vs 
.. M 
.. ^ 

.. 

• Hx Vo 
.. H 

.1 X H 
.1 X H 
.1 

AHXl 

.13^ 

.2 xiH 
.2 xiM 
.2 

.2}^ 

.23^X2 

.3 

.3 X 2 J^ 
.4 

.4 X3 


Class 

A 

B 

B 

B 

B 

B 

B 

B 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 

C 


45° 

STREET 

ELBOWS 


Size Class 
. M A 
. M B 
• M B 
.1 B 
■IH B 
B 

.2 B 
.3 B 
.4 B 


60° 

ELBOWS 


Size Class 
B 

.1}4 B 
•IM B 


Gas 

*Gas 

*Gas 

*Gas 

Gas 

*Gas 

*Gas 

Gas. 

*Gas. 

Gas. 

*Gas. 

*Gas. 

*Gas. 


Size 

Hx VsX H 
Hx VsX Vs 

3^x HX ^ 
^x 3^x 
Hx Hx Vs 
Hx Hx y2 
Hx Hx H 

1 XI X H 

1 XI XI 
iHxiyxi 
iHxiHxiy 
li^xiyxiy 

2 X2 X2 


Class 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 



Size Class 

*Steam. B 

*Steam. 3^ b 

*Steam and Gas. y B 

*Steam and Gas. B 

*Steam and Gas. 1 B 

*Steam and Gas. ly B 

*Steam and Gas. ly B 

*Steam and Gas. 2 B 

*Steam.23^ C 

*Steam. 3 Q 

*Steam. zy c 

*Steam. 4 Q 

Steam. 4 ^ c 

*Steam. 5 Q 

*Steam. 6 C 


In ordering, be particular to men¬ 
tion Steam or Gas, Black or Gal¬ 
vanized. 


Such sizes as are marked with an 
* are also carried in stock Galvanized. 
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MALLEABLE IRON FITTINGS 

REVISED CLASSIFICATION, CONTINUED 

TEES 



plain banded 

GAS STEAM 


In describing Tees the run 

8 first named, then the outlet, 

, thus: 


"p 



T %= 



Vi 







Size 

Class 


Size 

Class 

*Gas. 

Kx H 

A 

♦Steam and Gas... 

Mx Mx H 

B 

Gas. 

Yix Y 

A 

♦Steam and Gas... 

Mx Mx 3^ 

B 

*Gas. 

Mx Yx 

A 

♦Steam and Gas... 

Mx ^ 

C 

*Steam and Gas... 

Hx Hx Y 

B 

♦Steam. 

3^x 3^x1 

B 

*Gas. 

Mx Hx % 

B 

♦Gas. . 


TJ 

♦Gas. 

3^x ]/i 

B 

♦Gas... 

/^x XsXi 

JD 

3 

♦Gas. 

Hx Hx H 

B 

♦Steam and Gas... 

7'4X 

Hx Mxl 

C 

♦Gas. 

Hx Hx H 

A 

♦Gas. . . 


Ti 

♦Steam and Gas... 

Hx Hx H 

B 

♦Gas. 

1 X y^x X2 

1 X ^x H 

JD 

B 

♦Steam and Gas... 

Hx Hx H 

B 

♦Steam and Gas... 

1 X 5^x1 

B 

♦Gas. 

Hx Hx H 

B 

♦Gas. 



♦Gas. 

y2x Hx 

B 

♦Steam and Gas... 

1 X X2X yg 

1 X J^X 3^ 

Id 

B 

♦Gas. 

Hx }ix H 

B 

♦Steam and Gas... 

1 X Hx H 

B 

♦Gas. 

Hx Hx H 

B 

♦S+eam and Gas .. 

1 X J^xl 

B 

♦Steam and Gas... 

Hx Hx H 

B 

♦Gas. 

1 X Hx H 

B 

♦Steam and Gas... 

Hx Hx H 

B 

♦Steam and Gas... 

1 xHx H 

B 

♦Steam and Gas... 

Hx Hx H 

B 

♦Steam and Gas... 

1 X Hx H 

C 

♦Steam and Gas... 

Hx Hx H 

B 

♦Steam and Gas... 

1 X Hxl 

C 

♦Gas. 

J^X J^x M 

B 

♦Gas 

1 xl X 3^ 


♦Gas. 

HiX Hx H 

B 

♦Steam and Gas... 

1 xl X H 

J3 

B 

♦Steam and Gas... 

Hx Hx H 

B 

♦Steam and Gas... 

1 xl X H 

B 

♦Steam and Gas... 

Hx Hx H 

B 

♦Steam and Gas... 

1 xl X H 

C 

♦Gas. 

Hx Hx H 

B 

♦Steam and Gas... 

1 xl xl 

C 

♦Gas. 


B 

Steam 


p 

♦Gas. 

/ o / « 

y^x Hx H 

B 

♦Steam. 

74X y4Xiy^ 

1 X HxiH 

C 

♦Gas. 

Hx Hx H 

B 

♦Steam and Gas... 

1 xl xlj^ 

c 

♦Gas. 

Hx Hx H 

B 

♦Steam and Gas... 

l3^x HxiH 

B 

♦Steam and Gas... 

Hx Hx Vi 

B 

♦Steam. 

iHx Hxl 

B 

♦Steam and Gas... 

Hx Mx H 

B 

♦Steam. 

iHx HxiH 

B 

♦Steam and Gas... 

Hx Hx H 

B 





In ordering, be particular to mention Steam or Gas, Black or Galvanized. 
Such sizes as are marked with an * are also carried in stock Galvanized. 
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CRANE 


MALLEABLE IRON FITTINGS 

REVISED CLASSIFICATION, CONTINUED 


TEES 

CONTINUED 


Size 

*Steam. li^x % 

*Steam. li^x %xl 

*Steam. IJ^x 

*Gas... VAxl xH 

*Steam. 1^x1 ' ' 


X A 

xl 

xiA 


*Steam. IjJxl 

*Steam and Gas... 1 
*Steam and Gas... 1 J^xl 
*Steam and Gas... IJ^xlJ^x % 
*Steam and Gas... IMxljJx 
*Steam and Gas... lAxlAx A 
*Steam and Gas... 1 3^x134x1 
*Steam and Gas... 134 x 134 x 1 34 

♦Steam. 1 xl xl34 

*Steam. 134 x 1 xl34 

*Steam. 134x134x134 

Steam. 134x J4xl34 

♦Steam. IJ^x }4xl34 

♦Steam. 134x 54x 54 

♦Steam. 134x 

♦Steam. 13^x1 xl 

♦Steam. 13 ^x 1 xlA 

*Steam.. 13^x1 xl34 

Steam. 134xl^x 34 

♦Steam. 134xl34x % 

*Steam. lJ4xl34xl 

♦Steam. 134x134x1 J4 

♦Steam and G as... 1 34x134x134 

*Steam. 134xl34x % 

♦Steam. 134xl34x 34 

*Steam and Gas... 134xl34x % 
*Steam and Gas... 1 34x134x1 
♦Steam and Gas... 1 34x134x134 
*Steam and Gas... 1 Voxl 34x134 

♦Steam. 1 xl x2 

*Steam. 134x134x2 

♦Steam. 134x134x2 

♦Steam and Gas... 1 34x1 34 x 2 

Steam. 2 x ?4x2 

♦Steam. 2 x 34x2 

*Steam. 2 x ^x2 

♦Steam. 2 xl x2 

♦Steam. 2 xl 34x134 

*Steam. 2 xl 34x134 

*Steam. 2 xl34x2 

*Steam. 2 xl34xl 

*Steam. 2 xl 34x134 

*Steam and Gas... 2 xl 34x134 

*Steam and Gas... 2 xl34x2 

Steam. 2 x2 x % 

*Steam. 2 x2 x34 


Class 

C 

C 

c 

B 

B 

C 

C 

C 

B 

B 

C 

C 

C 

C 

C 

C 

B 

B 

C 

C 

C 

C 

C 

B 

C 

C 

C 

C 

B 

B 

C 

C 

C 

C 

C 

C 

C 

C 

B 

B 

C 

C 

C 

C 

C 

C 

C 

C 

C 

B 

B 


Size Class 

*Steam and Gas... 2 x2 x 54 C 
*Steam and Gas... 2 x2 xl C 
*Steam and Gas... 2 x2 xl34 C 
*Steam and Gas... 2 x2 xl 34 C 
*Steam and Gas... 2 x2 x2 C 

♦Steam. 2 x2 x 234 C 

Steam. 234x2 xl34 C 

Steam. 234x2 x2 C 

Steam. 234x134x234 C 

*Steam. 234x2 x234 C 

♦Steam. 234x234x 54 C 

♦Steam. 234x234x1 C 

♦Steam. 234x234x134 C 

♦Steam. 234x234x134 C 

♦Steam. 234x234x2 C 

♦Steam. 234x234x234 C 

♦Steam. 234x234x3 C 

♦Steam. 2 x2 x3 C 

♦Steam. 3 x2 x3 C 

Steam. 3 x234x2 C 

Steam. 3 x234x3 C 

♦Steam. 3 x3 x 54 C 

♦Steam. 3 x3 xl C 

♦Steam. 3 x3 xl34 C 

♦Steam. 3 x3 xl34 C 

♦Steam. 3 x3 x2 C 

♦Steam. 3 x3 x 234 C 

♦Steam. 3 x3 x3 C 

Steam. 334x334x234 C 

Steam. 334x334x3 C 

♦Steam. 334x334x334 C 

Steam. 4 x3 x4 C 

Steam. 4 x3 x3 C 

♦Steam. 4 x4 xl C 

♦Steam. 4 x4 xl34 C 

♦Steam. 4 x4 xl34 C 

♦Steam. 4 x4 x2 C 

♦Steam. 4 x4 x 234 C 

♦Steam. 4 x4 x3 C 

Steam. 4 x4 x334 C 

♦Steam. 4 x4 x4 C 

Steam. 434x434x434 C 

Steam. 5 x5 x2 C 

Steam. 5 x5 x3 C 

♦Steam. 5 x5 x4 C 

♦Steam. 5 x5 x5 C 

Steam. 6 x6 x2 C 

♦Steam. 6 x6 x234 C 

Steam. 6 x6 x3 C 

♦Steam. 6 x6 x4 C 

♦Steam. 6 x6 x6 C 


In ordering be particular to mention Steam or Gas, Black or Galvanized. 
Such sizes as are marked with an ♦ are also carried in stock Galvanized. 
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MALLEABLE IRON FITTINGS 


*Gas 

♦Gas 

♦Gas 

♦Gas 



FOUR-WAY TEES 


Size Class 
. ^ B 
. B 
• M B 


♦Gas 

♦Gas 

♦Gas 


Size Class 
..VA B 
..IK B 
.2 B 



SERVICE TEES 


♦Banded 
♦Banded 
♦Banded 
Banded 
Banded 
♦Banded 
Banded 
♦Banded 
Banded. 
♦Banded. 
♦Banded. 
♦Banded. 


ABC Class 
VsX VsX Vs B 

Kx KX K B 
Hx Hx H B 
^x Kx K B 
MX Mxi B 
1 X Mxi B 
1 XI X M B 
1 XI XI c 
1 XI XIA c 
iMx HxiA c 
iMxi xiA c 
iMxiMxiM c 


Banded 

♦Banded 

♦Banded 

♦Banded 

♦Banded 

♦Banded 

♦Banded. 

Banded. 

Banded. 

Banded. 

Banded. 

Banded. 


ABC 

• IMXl XI 

■ iKx MxiK 
iKxi xiK 
IKXIMXIK 
iKxiKxiK 

2 X1KX2 

2 X2 X2 
2KX2 X2K 
2KX2KX2K 

3 X2KX3 
3 X3 X3 
3 X3 X4 


Class 

C 

C 

c 

c 

c 

c 

c 

c 

c 

c 

c 

c 


OTHER VARIATIONS, SERVICE TEES 

Size 

MFemaleX M FemaleX M Male 
IM FemaleXlM FemaleXl Male 

In ordering, be particular to mention Banded or Plain, Black or Galvanized. 
Such sizes as are marked with an * are also carried in stock Galvanized. 


Banded.Cl^ss 

Plain. . n 
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CRANE 


MALLEABLE IRON FITTINGS 

REVISED CLASSIFICATION, CONTINUED 


CROSSES 



PLAIN BANDED 

GAS STEAM 


The outlets of Crosses listed below are the same size, and both are denoted 
by the last figure. 



Size 

Class 


Size 

Class 

*Gas. 

. Ux 

B 

*Steam. 

• 134x1^x1 

C 

Gas. 

■ 

B 

*Steam and Gas.. 

. iMxlMxlM 

C 

*Steam and Gas.. 

■ H 

B 

*Steam. 

■ mxlHxiy 

C 

*Gas. 

■ y2^Vs^ys 

B 

*Steam. 

■ IJ^xlJ^x y 

B 

*Gas. 

■ J^x Mx M 

B 

*Steam. 

• I34xl34x J4 

C 

*Gas. 

■ Hx Hx 

B 

*Steam. 

• 134x134x1 

C 

*Steam and Gas.. 

• yx }4x y 

B 

*Steam. 

■ l^xlJ^xlM 

C 

Gas. 


B 

*Steam and Gas.. 

■ mx\V2X\y2 

C 

*Gas. 

. yx yx % 

B 

*Steam. 

.2 x2 xYi 

B 

*Gas. 

■ Mx Hx H 

B 

*Steam. 

. 2 x2 X 3^ 

C 

*Gas. 

. Vs 

B 

*Steam. 

. 2 x2 xl 

C 

*Gas. 

■ Mx Mx H 

B 

*Steam. 

. 2 x2 xl34 

C 

*Steam and Gas.. 

. HxHxH 

B 

*Steam and Gas.. 

. 2 x2 xl34 

C 

Gas. 

. 1 X }4x % 

B 

*Steam and Gas.. 

. 2 x2 x2 

C 

Gas. 

. 1 X %x H 

B 

*Steam. 

. 2)4x234x2 

C 

Gas. 

. 1 X Mx K 

B 

*Steam. 

. 2}^x2J^x2^ 

C 

*Gas. 

. 1 X Hx H 

B 

*Steam. 

. 3 x3 ;c2 

C 

*Steam and Gas.. 

. 1 xl X 3/g 

B 

Steam. 

. 3 x3 x2^ 

C 

*Steam and Gas.. 

. 1 Xl X M 

B 

*Steam. 

. 3 x3 x3 

C 

*Steam and Gas.. 

. 1 xl X 

B 

Steam. 

• Wixzy^xzyi 

C 

*Steam and Gas.. 

. 1 xl xl 

B 

*Steam. 

. 4 x4 x2 

C 

*Steam. 

. iMxl X M 

C 

*Steam. 

. 4 x4 x3 

C 

*Steam. 

. 134x1 xl 

C 

*Steam. 

. 4 x4 x4 

c 

*Steam. 

. iMxiMx Vs 

B 

Steam. 

. 5 x5 x5 

C 

*Steam. 

. iMxi^x 34 

B 

Steam. 

.6 x6 x6 

C 

*Steam. 

. IHxllix % 

C 





In ordering, be particular to mention Steam or Gas, Black or Galvanized. 
Such sizes as are marked with an * are also carried in stock Galvanized. 
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MALLEABLE IRON FITTINGS 

REVISED CLASSIFICATION, CONTINUED 


DROP ELBOWS 



FEMALE 

Size Drop Class 

Gas. X K B 

Gas. X B 

*Gas. H X Vs B 

*Gas. }4 X lyi B 

*Gas. H X lA B 

Gas. 54 X M B 


MALE AND FEMALE 

Size Drop Class 


Gas. 54 X ^ 

•Gas. % X 54 

•Gas.•. 54 X 5^ 

Gas. 54 X 5^ 


B 

B 

B 

B 



LONG DROP ELBOWS 


Size Drop Class 

•Gas. 54 X 54 B 

•Gas. 54 X 54 B 

•Gas. 54 X 54 B 

Gas . 54 X 54 B 


DROP TEES 



FEMALE 


Size 

Drop Class 

54x 

54x 

54 

B 

54x 

54x 

54 

B 

54x 

54x 

54 

B 

54x 

54x 

54 

B 

54x 

54x 

54 

B 

54x 

54x 

54 

B 

54x 

54x 

54 

B 

54x 

54x 

54 

B 

54x 

54x 

54 

B 

54x 

54x 

54 

B 

1 xl 

X 

54 

B 


Gas. 
*Gas. 
Gas. 
*Gas. 
*Gas. 
Gas. 
*Gas. 
*Gas. 
*Gas. 
*Gas. 
Gas. 


MALE AND FEMALE 

Size Drop Class 

gas. }4xMx Vs B 

Gas . 54x 54x 54 B 

Gas . 54x 54x 54 B 

Gas . 54x 54x 54 B 

Gas . 54x 54x 54 B 

Gas . 54x 54x 54 B 

Gas . 54x 54x 54 B 

Gas . 1 xl X 54 B 

LONG DROP TEES 

Size Drop Class 

•Gas . 54x 54x 54 B 

Gas . 54x 54x 54 B 

Gas. 1 xl X 54 B 

Gas . 154xl54x 54 B 


In ordering, be particular to mention Black or Galvanized. 

Such sizes as are marked with an * are also carried in stock Galvanized. 
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CRANE 


MALLEABLE IRON FITTINGS 

REVISED CLASSIFICATION, CONTINUED 


CAPS 



*Gas. 

Size 

. H 

Class 

A 

*Gas. 

. M 

B 

*Gas. 

. Vs 

B 

*Gas. 

. Vs 

B 

*Gas. 

. M 

B 

*Gas. 

. 1 

B 

*Steam. 

. IV 

C 

*Steam. 

. IVs 

C 

*Steam. 

. 2 

C 

’“Steam. 

. 

C 

’“Steam. 

. 3 

C 

’“Steam. 

. SVs 

C 

■“Steam. 

. 4 

C 

■“Steam. 

. 5 

C 

■“Steam. 

. 6 

C 


REDUCERS 





Size 

Class 

■“Gas. 

V 

X 

Vs 

A 

■“Gas. 

Vs 

X 

Vs 

A 

■“Gas. 

Vs 

X 

V 

B 

■“Gas. 

V 2 

X 

Vs 

A 

■“Gas. 

V 

X 

V 

B 

■“Gas. 

V 2 

X 

Vs 

B 

■“Gas. 

V 

X 


B 

■“Gas. 

H 

X 

Vs 

B 

■“Steam and Gas... 

H 

X 

V 2 

B 


REDUCERS 


Size Class 


■“Gas. 

. . 1 X V 

B 

■“Gas. 

.. 1 xVs 

B 

*Gas. 

• 1 X 34 

B 

■“Steam and Gas.... 

.. 1 X 

B 

■“Steam. 

.. iVx Vs 

B 

■“Steam. 

■ ■ I3€x 34 

B 

■“Steam. 

• iVxH 

C 

■“Steam and Gas.... 

. IVxl 

C 

■“Steam. 

■ ■ 1V2XV2 

B 

■“Steam. 

IV2XV 

C 

■“Steam. 

.. IV2XI 

C 

■“Steam and Gas.... 

■ ■ 1V2XIV 

C 

■“Steam. 

■ ■ 2 x34 

B 

■“Steam. 

.. 2 xH 

C 

■“Steam. 

.. 2 xl 

C 

■“Steam. 

2 X134 

C 

■“Steam. 

.. 2 xm 

C 

■“Steam. 

.. 234x1 

C 

■“Steam. 

.. 234x134 

C 

■“Steam. 

.. 234x134 

C 

■“Steam. 

.. 234x2 

C 

■“Steam. 


C 

■“Steam. . 

. 3 xl34 

C 

■“Steam. 

3 xl}4 

C 

■“Steam.. 

. . 3 x2 

C 

■“Steam. 

3 x23^ 

C 

■“Steam. 

. . 33^x2 

C 

Steam. 

334x234 

C 

■“Steam. 

.. 33^x3 

C 

■“Steam. 

4 xl 

C 

■“Steam. 

.. 4 xl34 

C 

■“Steam. 

.. 4 X134 

C 

■“Steam. 

.. 4 x2 

C 

■“Steam. 

.. 4 x23^ 

C 

■“Steam. 

.. 4 x3 

C 

■“Steam. 

.. 4 - x33^ 

C 


In ordering, be particular to mention Steam or Gas, Black or Galvanized. 
Such sizes as are marked with an * are also carried in stock Galvanized. 
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MALLEABLE IRON FITTINGS 

REVISED CLASSIFICATION, CONTINUED 


RETURN BENDS 



CLOSE PATTERN 


Size 

Dist. bet. 

R. H. 

R. &L. 

Centers 

Class 

Class 


1 


*A 

h 

IM 


*B 

1 


*B 

*B 


m 

*C 

*B 


2% 


*B 

2 

2H 

*C 

*B 



MEDIUM PATTERN 



Dist. bet. 

R. H. 

R. &L. 

Size 

Centers 

Class 

Class 



*B 

A 



*B 

*B 

1 

IVs 

*B 

*B 


2H 

*C 

B 


2y2 

*C 

B 

2 

3 

*C 

B 



OPEN PATTERN 



Dist. bet. 

R. H. 

R. &L. 

Size 

Centers 

Class 

Class 


13^ 

*B 

A 

h 

2 

*B 

*B 

1 


*B 

*B 


3 

*C 

♦B 


3^ 

*C 

*B 

2 

4 

*C 

*B 

2Ji 


*C 

B 

3 

5 

*C 

B 


Y BENDS 




Size 

Class 

*Steam. 

• Kx 

B 

*Steam. 

■ Mx Mx 

B 

*Steam. 

. 1 xl xl 

B 

*Steam and Gas.. 

. iMxiyxiy 

B 

Steam. 

■ iMxlMxM 

B 

*Steam and Gas.. 

. lyxiMxiy 

B 

*Steam and Gas.. 

. lyxiyxiy 

B 

*Steam and Gas.. 

. lyxiyxiy 

B 

*Steam and Gas.. 

. IMxiyxiy 

B 

*Steam. 

. 2 xiyxiy 

B 

*Steam and Gas.. 

■ 2 xiyxiy 

B 

*Steam and Gas.. 

. 2 xlj^x2 

B 

*Steam and Gas.. 

. 2 xli^xlM 

B 

*Steam and Gas.. 

. 2 xlj^xlj^ 

B 

*Steam and Gas.. 

. 2 xli^x2 

B 

*Steam and Gas.. 

. 2 x2 xiy 

B 

*Steam and Gas.. 

. 2 x2 xiy 

B 

*Steam and Gas.. 

. 2 x2 x2 

B 

*Steam. 

. 2J^x234x2 

B 

*Steam and Gas.. 

. 2yx2yx2y 

B 

*Steam. 

. 3 x3 x2y 

B 

*Steam. 

. 3 x3 x3 

B 

*Steam. 

. 4 x4 x4 

B 


60°Y BENDS 

*Gas. 2 x2 x2 B 

*Gas. 2 x2 xl^ B 


*Gas. 2 x2 x2 B 

*Gas. 2 x2 xl^ B 


In ordering be particular to mention Steam or Gas, Black or Galvanized, 
ouch sizes as are marked with an * are also carried in stock Galvanized. 
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CRANE 


MALLEABLE IRON FITTINGS 

REVISED CLASSIFICATION. CONTINUED 


COUPLINGS 



RIGHT AND LEFT 



RIGHT HAND 


Size Class 
* H B 


* ^ 
* M 
*1 

*iy2 

*2 

*3 


B 

B 

B 

C 

C 

C 

C 

C 

C 


*Steam and Gas 
*Steam and Gas 
*Steain and Gas 
*Steam and Gas 
*Steam and Gas 
*Steam and Gas 
*Steam and Gas, 
*Steam and Gas, 

*Steam. 

*Steam. 


Size Class 
B 

Vs B 

B 

H B 


1 

ly 

iy2 

2 

3 


C 

C 

C 

C 

C 

C 


OFFSETS 

All Sizes, 1 and ly .Class B 


LOCK NUTS 



Size Class 
ys A 

* y B 

* Vb B 

* B 
B 

*1 B 

ny B 

* 13 ^ c 

*2 C 


EXTENSION PIECES 


fllQ 

MALE AND FEMALE 


Size Class 
B 

*3^x1^ B 
*Hxy B 


WASTE NUTS 


Size Class 



PLAIN 


3^ 

% 

* 3i 

* H 
*1 

*iy 


CHANDELIER LOOPS 


Size Class 

H B 

y B 


MALE 

CHANDELIER HOOKS 



Class 

B 

B 


MALE OR FEMALE 





WALL PLATES 

Size Class 
B 
B 

B 


In ordering, be particular to mention Steam or Gas, Black or Galvanized. 
Such sizes as are marked with an * are also carried in stock Galvanized. 
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CAST IRON 

EXHAUST PIPE HEADS 



For 

Pipe 

Size 

Inches 

Price 

Screwed 

Each 

Price 

Flanged 

Each 

Size 

of 

Drip 
Inches | 

1 Diameter 
of 

Flange 

Inches 

1 Greatest 

Diameter 

Inches 

Total 

Height 

Inches 


25.00 


H 


1 7M 

1 7H 

2-2K 

30.00 

1 i 1 

1 

i ' 9 

' 93 ^ 


35.00 

1 

1 


101 ^ 

lOJ^ 

4-4 

45.00 


1 i 


IVA 

11% 

o ! 

50.00 ! 


IM 1 


ISVs 

1414 

! 


60.00 

IM 1 

11 1 

16 ! 

UVs 

V 


75.00 

1^ 1 

12 ^ 

isy 

1 17K 

8 


90.00 

1 

13M 

1 20 

1 173^ 

10 

115.00 

; 2 

1 16 

i 23 j 

1 21M 

12 1 


155.00 : 

21^ ! 

19 1 

28^ 1 

25 

14 1 


190.00 1 

2>^ 1 

21 i 

31^ 1 

27^ 

16 1 

1 

230.00 

1 3 i 

231 ^ 1 

34M 1 

30^ 

18 ! 

1 

300.00 

3 1 

25 1 

38 1 

44 % 

20 i 


360.00 

3H 

27^ 1 

411/2 

373 ^ 

22 1 

i 

730.00 

iiy2 1 

29Ji 1 

47 ! 

43 

24 1 

1 

730.00 

4 

32 ! 

51 

45M 

26 i 


Prices 

4 1 

34« 1 

55 j 

50 

28 1 

i 

on 

4 1 

363^ ' 

59 i 

53 

30 1 

1 

Applica- 1 

41/2 I 

ssH 

62 1 

57 

36 1 

! 

cation 1 

5 1 

46 1 

75 ! 

66 


The flanges on Heads 6 inches and larger conform with the American Standard 
tor Low Pressure and are furnished faced and drilled. The holes straddle center 
line of drip outlet. 
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CRANE 


O 

fiC 

< 

Q 

Z 
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0) 


llj 
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h 

X 

o 
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QC 
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Diameter of Bell.Inches | 1 I 1^ | 13^ | 2 | 2^ | 3 | 3)4 

Length of Bell.Inches| 2}4~ \ 3 I 3^ | 4 | 4}^ | 5 | 5^ 

Size of Pipe.Inches ] ^ I ^ I ^ I I 3^ | 3^ | f- 

.Millimeters I 6 | 6 I 10 | 13 | 19 | 19 | ^ 

No-600.Eachl 3.10 | 3,75 | 4.00 | 5.50 | 6,50 | 8.50 | 11.50 

No-602. Each] 2.20 j 2 .75 I 3.00 I 4.35 I 5.25 I 7 25 I fl fin 

Diameter of Bell. Inches I i | 5 i 6 i 8 i lo i 12 i- 

Length o f Bell. Inches| 6}^ | 8 | 9J^ | 14 | 16 | 22 i 

Size of Pipe.Inchesj 1^ | Ij^ | 2 | 2^ | 3 | 3 | 

Size.Mill imeters] 32 | 38 | 50 | 04 j 76 i 76 i 

No-600.Each! 15.00 | 22.50 j 33.00 | 95.00 1225.001425.001 

No-602.Each! 12.00 | 19.00 | 24.00 j 70.00 1175.001350.001 


BRASS STEAM WHISTLES 


FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 


NO. 600 

WITH LEVER VALVE 


NO. 602 

WITHOUT VALVE 


NO. 608 

WHISTLE VALVE 


WHISTLES 


WHISTLE VALVES 

.InchesI H \ H \ ^ \ 1 \ 114 \ W \ 2 I 21^ I 3 

Size.Millim eters I 10 I 13 I 19 I 25 I 32 | 88 | 50 \ \ ir 

No-608.Eachl 2.00 I 2,50 | 3.00 | 3,50 I 5.00 | 6.00 | 9.00 |18.00|27.00 

Brass Whistles with longer bell than standard, made to order at an extra price. 
Always order Whistles by the diameter of bell and not by the size of pipe. 
Whistles for higher pressures made to order at an extra price. 
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mocking bird steam or air 
WHISTLES 

FOR STEAM OR AtR WORKING PRESSURES UP TO 125 POUNDS 

i^jame ter of Bell.ind ins I x I ^ i . i . 

CTgth^jiell ^cftesl 9 | 12 I 15 I IS 

.I nches I 1 I iixi I n-c I o 

.Millimeters I | | 

- . -l^achl^U 00|53.00|70.00|95.00 

This improved piston Whistle is particularly adapted for 
river boats fog sisals, fire alarms, etc., making a different 
sound from the ordinary steam whistle, being so constructed 
that the sound can be changed instantly, whereby boats 
etc., using them, can be easily distinguished at a long dis- 

Always order Whistles hy the diameter of the bell, and 
not by the size of pipe. * 


NO. 604 


CHIME STEAM WHISTLES 



BRASS, WITH 


Any Number or 
Size of 
Made 


NO. 606 
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Diameter of Bell 

Size of Pipe 

No. 607 

With Lever Valve 

No. 607J^ 
Without Valve 

Inches 

Inches 

Each 

Each 

IH 1 

H 1 

6.00 

1 4.50 

2 

1 

7.00 

! 5.00 

21/2 

H i 

9.00 

> 7.00 

3 

M ! 

11.00 

8.00 


1 ! 

15.00 

11.00 

4 

IM 1 

18.00 

14.00 

5 

1/2 1 

28.00 

22.00 

6 

/A 

42.00 

38.00 

8 ! 

2 1 

100.00 

85.00 


Chime Whistles can only be furnished with Pipe Connection as listed above. 

Always order Whistles by the diameter of Bell, and not by the size of Pipe 
Connection. 


Special Whistles made to order for Air Pressures below 25 pounds. Prices oi? 
application. 


SINGLE BELL 

CHIME WHISTLES 

FOR STEAM OR COMPRESSED AIR 
SUITABLE FOR WORKING PRESSURES FROM 25 TO 150 POUNDS 


NO. 607 

WITH LEVER VALVE 


NO. 607H 
WITHOUT VALVE 
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FUSIBLE PLUGS 


REGULAR LENGTH 


NO. 750, FOR OUTSIDE 
INSERTION 


NO. 761, FOR INSIDE 
INSERTION 


EXTRA LONG 

NO. 752, FOR OUTSIDE NO. 753, FOR INSIDE 

INSERTION INSERTION 


INSIDE OR PRESSURE SIDE 


NO. 751, 
INSIDE TYPE 


NO. 753, 
INSIDE TYPE 




NO. 750, 

OUTSIDE TYPE 

NO. 762, 

OUTSIDE TYPE 

__ OUTSIDE O R FIRE SIDE 

. InchesI \ H \ 1 I IMI 1^1 2 

. Millimeters I 13| 19 | 25 | 32 | 38 j 50 

Nos. 750 and 751 Each] .60| .75|1.00|1.50|2.0013 .00 

Nos. 752 and 753.Each|1.20|1.50|2.00|3.00|4.00|6.00 

Our Fusible Plugs are filled with BANCA TIN. 

„ ..recommendations 

JNos. 750 and 751 for ordinary service. 

Nos. 752 and 753 to comply with the latest rules issued by the Steamboat 
Inspection Service of the United States Government. 

T? and 753 to comply with the various State and City Laws requiring 

r usible Plugs with extensions. ^ ^ 

Plugs should be installed in direct passage of the fire or gases with small end of 
the Banca Tin exposed to the fire or gases. These Plugs are NOT to be used inside 
a steam drum, etc., where the temperature of the steam is used as a fusing agent. 

XT STAMPING 

Nos. 750 and 751 are stamped as shown. 

Nos. 752 and 753 are stamped as shown and in addition have the heat number 
Govm’nm^t^”^^ Steamboat Inspection Service of the United States 

rru XT 1 CONSTRUCTION 

.y J made regular length and constructed for outside insertion. The 

No. 751 IS made regular length and constructed for inside insertion. The No 752 
IS made extra long (having an extension one inch beyond-the thread) and con¬ 
structed for outside insertion only. The No. 753 is made extra long and constructed 
tor inside insertion only. We can furnish these to order any length desired at 
special prices according to quantity wanted. ’ 

T j . ORDERING 

In ordering, always give style, number and size. 

When not otherwise specified, the outside type will be furnished as follows: 
No. 750— tor ordinary service. 

No. 752—For the Steamboat Inspection Service of the United States Govern¬ 
ment and for some State and City Laws. 
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BRASS 


WATER GAUGES 

IRON WHEELS 


LOW PRESSURE 



NO. 624 



MEDIUM 

FOR STEAM WORKING PRESSURES UP 


Size. 

Size. 

No. 610, Finished. 

No. 624, Rough, Bronzed. 

Size of Glass. 

Center to Center of Cocks 


.Inches | 3^ 

Millimeters I 13 

Each I 5.50 

■ ■ . .Each] 3.25 

.Inches I ^xl2 

.Inches j 13^ 


19 

8.00 

m 
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EXTRA HEAVY 

WATER GAUGES 

IRON WHEELS AND LEVERS 
FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 




Size. . 

Size. 

No. 613, F inished. 

No. 615, Finished. . 

No. 616, Finished. 

Size of Glass. 

Center to Center of Cocks 


.Inches I | ^ 

Millim etei^ 13 j 19" 
Each I i 20.00 

Each I t 35.00 

.EachI 6.50 \ 

Tnchesl 3^x12 | ^xl6 

Inches I 1 4_| 19}4 


The No. 613 and No. 615 Gauges are tapped for ^ inch drain. 


be replaced through the cap at the top while the boiler is under 
pressure by closing both valves. 

furnished complete with lever chain that drops 12U feet below 
the bottom valve. When valves are open, the levers stand in a horiLnfal posh 
w close pull down the right side of levers to a 45 degree angle These 

especially adapted for boilers, which locate the Gauge above 
the IZt bv « “the glass breaks the engineer or fireman can dole 

tne gauge by a slight pull on the chain without danger of being scalded or burned. 
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AJAX GLASS TUBES 

FOR WATER GAUGES 

^gggggpg .... t 


Length. 

.Inches | 10 | 

11 

12 1 

13 1 

14 1 

1 15 

16 

17 

^ Inch. 

.Per Dozen 1 3.00 | 3.24 

3.60 1 

3.84 1 

1 4.20 

1 4.44 

4.80 

5.04 

M Inch. 

.Per Dozen! 3.60 

1 3.96 

4.32 1 4.S0 

1 5.16 

1 5.52 

5.88 

6.24 

Length. 


19 1 

20 1 

1 22 

24 

1 30 

36 


^ Inch. 

.Per Dozen! 5.40 

5.64 

1 6.00 I 

1 6.60 

7.20 

1 9.00 

10.80 


Inch. 

.Per Dozen! 6.60 | 

1 7.08 

1 7.44 1 

1 8.16 

8.88 

111.16 

13.44 



3^ inch Glass Tubes same list as ^ inch. 
Sizes over 24 inches, special discount. 


GLASS TUBE CUTTERS 

FOR CUTTING GAUGE GLASSES TO LENGTH 



One arm has a scale in inches and fractions of an inch, a slide stop with set 
screw, and a rotary cutter at the end. This arm is inserted in the end of the glass 
tube to the required distance, against the slide stop or gauge, the outside of the 
glass tube resting in the circled end of the other arm. With a slight pressure of 
thumb and finger on the lever, and a rotation of the glass with the other hand, the 
rotary cutter makes an even cut around the inside of the tube and a very little 
pressure breaks it off. Will cut tubes up to fkinches in length. 


Price, Tube Cutter Complete.. 


2.00 

Price, Extra Cutter Wheels. 


.15 

EXTRA BRASS GUARDS 



FOR WATER GAUGES 



17}^ inches long. 

.Each! 

.15 

14}^ inches long. 


.08 


Longer Guards to order. 


RUBBER WASHERS 

FOR WATER GAUGES 


Price 


Per Dozen, Net| .12 
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COMPRESSION GAUGE COCKS 

FOR STEAM WORKING PRESSURES UP TO 125 POUNDS 



NO. 730 

SHORT PATTERN 


Size.■■ 

Size... 

No. 730 

No. 732 


FOR STEAM WORKING PRESSURES UP TO 175 POUNDS 



NO. 734 

WITH STUFFING BOX 


.Inches I ^ | 3^ | 

MllimetersI lo \ 13 j 
~ Ea chl ^95 | 1.00 j 

Each I I 1.20 I 1.35 


.Inches I H \ }/^ \ U 

Millimete rs] 10 | 13 | 

.Each| 120 I 130 I 145 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 



NO. 736 

WITH STUFFING BOX 


Size. 

Size. 

Price 


Size. 
Size. 

Price 


.I nches I 3^ | ^ 

Millimeters! 1 3 | 

Eachl 1.50 I 1.70 
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CHAIN AND LEVER GAUGE COCKS 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 



Size. 

Size. 

Price, Comple te with Chain. 

These Cocks are furnished 
the Cock. 


.Inches| ^ 

.Millimeters j 19 

. Eachl 8.50 

complete with lever chains that drop 12J^ feet below 


These Cocks are made with malleable iron levers, and fitted with double Valves, 
the outer or secondary Valve can be removed and ground in when the boiler 
IS under pressure. As these Gauge Cocks can be very easily tried from the floor 
py use ot the chain, the fireman will give much more attention to the water level 
in Jus boiler and not depend entirely on the water gauge. 


MISSISSIPPI GAUGE COCKS 

FOR STEAM WORKING PRESSURES UP TO 175 POUNDS 

NO. 738 


Size. 

Size. 

Price 



.InchesI H \ ^ \ ^ 

Millimeters I 10 j 13 | 

.Each! .90 I 1.20 | 1.80 


BALL GAUGE COCKS 

FOR LOW PRESSURE 


Size.. 

Size ■ ■ 
Price. 


.InchesI | ^ 

■ Millimeters I 13 | 19 

.Eachl 1.00 I l.QQ 


NO. 740 
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STEAM 


NO. 742 
WITH UNION COUPLING 


HO. 744 


Size. 

Size. 

No. 742, with Union, Male and Female 

No. 744, Male and Female. 


.Inches I 

Millimeters I 6 

^.Each I 1.75 

~.Each I .75 



NO. 720 

WITH UNION COUPLING 


NO. 724 
WITH BIBB 


WITH UNION COUPLING 


Size. 


Size. 

No. 720, Lever Handle. 



The union end of these Cocks is the smaller end. 


WITH BIBB 


Size. 

Size. 


1 Vs 

3 

1 H 

1 6 

1 ys 

1 10 

1 

1 13 

1 M 

1 19 

No. 722, Tee Handle. 


.70 1 

1 1.00 1 

1 1.15 1 

i 1.60 

1 2.35 

No. 724, Lever Handle. 


.85 1 

1.15 1 

1.30 1 

1.85 1 

2.60 


TRACTION ENGINE CYLINDER COCK (NOT ILLUSTRATED) 


Size. 


1 1 

1 1 

1 ^ 1 

1 

1 M 

Size of Blank Shank. 


1 1 

1 ys 1 

y 1 

H 1 


Price Short Shank. 


1 1.30 1 

1 1.40 1 

1 1.85 I 

1 2.50 

1 3.25 

Price Long Shank. 


1 1.55 1 

1 1.70 1 

I 2.20 1 

1 3.00 

i 4.00 
























































































CRANE 


295 


WATER COLUMNS 

FOR STEAM WORKING PRESSURES UP TO 250 POUNDS 



Number. 

Price—Bodies Only, Tapped and Painted. 

.Each|2.75|4.0016.00 

4 

8.00 

A—Length Over All. 


235^ 

P Center to Center of Boiler and Water Gauge Connections. . 

.Inches 10 |12J^| 

14 

18 

C—Size of Boiler and End Connections. . 


Va. I 

1 

IM 

C—Size of Boiler and End Connections 

Millimeters 1 13 | 

19 1 

25 

32 

JJ—Size of Water Gauge Connections. . . 


^ 1 

H 


D—Size of Water Gauge Connections . . 

Millimeters 1 13 | 

13 1 

19 

19 

E Center to Center of Gauge Cock Connections 

5.Inches 1 3^ I 

3MI 


4 ' 

Number of Gauge Cock Tappings. . . 

.1 2 1 

3 1 

3 

3 

E—Size of Gauge Cock Connections 

F—Size of Gauere Conk Cnnnppfinna 


^ 1 




When complete Water Columns are ordered we will furnish them with trim¬ 
mings suitable for 175 pounds working pressure, unless otherwise specified. 















































































SPECIFICATIONS FOR WATER COLUMN TRIMMINGS 

TRIMMINGS THAT ARE STANDARD FOR ALL PRESSURES 
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STEAM GAUGE AND AIR COCKS 

TEE OR LEVER HANDLE 



STANDARD PATTERN 
NO. 700 TEE HANDLE 

NO. 702 LEVER HANDLE 



HEAVY PATTERN 
NO. 704 TEE HANDLE 

NO. 706 LEVER HANDLE 


Size. 

Size. 

No. 700, Tee Handle. 


Vs 

3 

.40 

1 

1 

1 

6 

.45 

1 

1 

1 

10 

.50 

1 ^ 

1 13 

1 .60 

No. 702, Lever Handle. 


.55 

1 

.60 

1 

.65 

1 .75 

No. 704, Tee Handle. 



i 

.80 

1 

.85 

1 .90 

No. 706, Lever Handle. 



1 

.95 

1 

1.00 

1 1.05 



NO. 

NO. 710 LEVER HANDLE 


NO. 714 


Size. 

Size. 


3 

1 

1 6 

1 H 

1 10 

No. 708, Tee Handle, Male. 


.55 

1 .65 

1 .75 

No. 710, Lever Handle, Male. 


.70 

1' .80 

1 .90 

No. 712, Tee Handle, Female. 


.75 

1 .85 

1 .95 

No. 714, Lever Handle, Female. 


.90 

1 1.00 

1 1.10 
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SINGLE BOURDON SPRING 


PRESSURE AND VACUUM GAUGES 



PRESSURE GAUGE VACUUM GAUGE 


Size 

Dial 

Inches 

Iron Case 
with 

Brass Ring 

Each 

Iron Case 
with 

N. P. Ring 

Each 

Brass 

Case 

Each 

Brass Case 
Nickel 
Plated 

All Over 

Each 

Standard 
Graduations of 
Dial Pressures 

12 

50.00 

51.50 

75.00 ! 

79.00 


10 1 

32.00 1 

33.00 1 

40.00 1 

43.00 

1 30-100-200 

8H 1 

22.00 1 

22.75 1 

30.00 1 

32.50 

1 300-500 

6M i 

16.00 1 

16.60 1 

20.00 1 

22.00 

J 

6 i 

13.00 1 

13.50 ! 

16.00 1 

17.50 


53^ 

10.00 1 

10.25 1 

12.00 I 

13.25 

30-60-100 

5 

8.00 1 

8.20 1 

11.00 1 

12.00 

» 160-200-300 

500 

43^ ' 

8.00 1 

8.20 1 

10.00 i 

11.00 

3H : 

7.00 1 

7.18 ! 

9.00 1 

9.75 

! 30-60-100 

{ 1 Afvonn *^00 

3 1 

6.00 1 

6.15 1 

8.00 1 

8.60 

23^ i 

6.00 1 

6.15 1 

8.00 1 

8.60 

IDU—zuu-ouU 


Unless otherwise specified, Iron Case Gauge with Brass Ring will always be 
furnished. 

Double Bourdon Spring Gauges: Prices on application. 

Above prices, 3 inch and larger, include Cocks with each Gauge. On smaUer 
sizes. Cocks will be furnished at an extra price. 

No Steam Gauge warranted unless properly connected with Syphon. 

When ordering, do not fail to state: Size Dial and Style of Gauge; also the 
maximum pressure to which the dial is to be graduated. Graduations ordered 
other than specified in above table of Standards, will be considered special and 
an extra price charged. 

Vacuum Gauges, unless otherwise specified, will always be furnished graduated 
to 30 inches. They can be graduated to equivalent in pounds, instead of inches 
if so stated when ordering. ’ 

Extra charge made for name on Dials. 

SYPHON FOR STEAM GAUGES 


Inches. 

— 



Size. 



6 

Price, length 8 inches. 



.50 
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COMPOUND AND COMBINATION 

PRESSURE AND VACUUM GAUGES 



COMPOUND PRESSURE 
AND VACUUM GAUGE 



COMBINATION WATER 
PRESSURE GAUGE 


Size 

Dial 

Iron Case 
- with 

Brass Ring 

Iron Case 
with 

N. P. Ring 

Brass 

Case 

Brass Case 
Nickel Plated 
all Over 

Inches 

Each 

Each 

Each 

Each 

12 

60.00 1 

61.50 1 

80.00 1 

84.00 

10 

40.00 

41.00 1 

50.00 1 

53.00 


30.00 

30.75 1 

40.00 1 

42.50 

m 

20.00 1 

20.60 

25.00 

27.00 

6 

16.00 1 

16.50 

20.00 1 

21.50 


14.00 ! 

14.25 

16.00 1 

17.25 

*5 

14.00 ! 

14.25 i 

16.00 

17.25 

4}4 

12.00 1 

12.20 i 

14.00 1 

15.00 

! 

10.00 1 

10.18 i 

12.00 1 

12.75 


Combination Water Pressure Gauges take the same list prices as 


t The S }/2 inch size is not made in the Combination Water Pressure Gauge. 
furi^”he? specified, Iron Case Gauge with Brass Ring will always be 


Above prices include Cock with each Gauge. 

No Steam Gauge warranted unless properly connected with Syphon. 

When ordering, do not fail to state size Dial and Style of Gauge, also the maxi- 
mum pressure to which the Dial is to be graduated. 

The Standard Graduations for all sizes Compound Pressure and Vacuum 
Gau^s are—30, 60, 100 and 160 pounds pressure and 30 inches vacuum, and for 
Combination Water Pressure Gauges, 100, 200 and 300 pounds pressure and equiva¬ 
lent in feet. Any other Dial Graduations ordered will be considered special and 
an extra price charged. ^ 

The Yacuiim side of the Compound Gauge can be graduated to equivalent ir 
pounds, instead of inches, if so stated when ordering. 

Extra charge made for name on Dials. 
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ALTITUDE 

Gauges will be fur¬ 
nished graduated to a 
maximum of 70 feet. 
Any other variation will 
be at an extra price. 



WITH ADJUSTABLE HAND 


GAUGES 

Unless otherwise or¬ 
dered, Iron Case Gauge 
with Brass Ring, will 
always be furnished. 
Prices include Cock with 
each Gauge. 


Size 

Dial 

Inches 

Iron Case 

with 

Brass Ring 
Each 

Iron Case 
with 

N. P. Ring 
Each 

Brass I 

Case 1 

Each 1 

1 Brass Case 

1 Nickel Plated 
all Over 

1 Each 

12 

60.00 

61.50 

80.00 1 

84.00 

10 

40.00 ! 

41.00 

1 50.00 1 

53.00 

m 

30.00 1 

30.75 1 

40.00 1 

42.50 

6M 

20.00 1 

20.60 1 

25.00 1 

27.00 

6 

16.00 1 

16.50 1 

20.00 i 

21.50 

6H 1 

14.00 1 

14.25 ! 

16.00 1 

17.25 

5 1 

12.00 ! 

12.20 1 

14.00 1 

15.00 

4^ 1 

12.00 1 

12.20 i 

14.00 1 

15.00 


HYDRAULIC 

When ordering, state 
the maximum pressure to 
which the Gauge is to be 
graduated. All Gauges 
should be graduated to 
double their working 
pressure. Hydraulic Cock 
and Check Valves, extra. 



GAUGES 

If a double scale, show¬ 
ing pounds pressure per 
square inch and tons on 
Ram is required, state the 
diameter of Ram and the 
number of tons to which 
the Gauge is to be grad¬ 
uated. 


Size 

Dial 

Inches 

Iron Case 
with 

Brass Ring 
Each 

Iron Case 
with 

N. P. Ring 
Each 

Brass 

Case 

Each 

Brass Case 

Nickel Plated 
all Over 
Each 

m 1 

70.00 1 

70.75 ! 

80.00 ! 

82.50 

6M 1 

50.00 i 

50.60 I 

60.00 1 

62.00 

6 1 

35.00 i 

35.50 ! 

40.00 i 

41.50 

5 1 

30.00 ! 

30.50 ! 

35.00 1 

36.00 

4J^ 1 

25.00 1 

25.50 1 

30.00 ! 

31.00 


For Gauges with Maximum Hand, add $5.00 to List Prices. 


r 



II 


A 


■/Ly 
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GAUGES 



PRESSURE OR 
VACUUM GAUGE 


PRESSED STEEL CASE 
PRESSURE AND VACUUM GAUGES 
SINGLE SPRING 


Furnished with hard rubber finished pressed 
steel case and with steel or brass ring and graduated 
for either pressure or vacuum. 


Size of Dial.... 

.... Inches | 23^ | 33^ | 43^ | 5 

Price. 

.Each] 6.001 7.001 8.00 ] 8.00 


Prices include a Handle Cock on sizes 
inches and larger. 

Standard Graduations: 15, 30, 60, 100, 160, 200, 
250, 300, 500 pounds. 

Connections: 23^ inch Dial, inch Male; other 
sizes, inch Male. 


ALTITUDE GAUGES 

Furnished with hard rubber finished pressed steel 
case and with steel or brass ring. 

Size of Dial.Inches | 3 \ \ 4}^ \ ^ 

Price.Each! 9 00| lO Opj 12 0o| 12.00 

Prices include a Handle Cock on sizes 
inches and larger. 

Standard Graduation 70 feet; higher or lower 
graduations as required. Connection, ^ inch Male. 


COMPOUND GAUGES 

Furnished with hard rubber finished pressed steel 
case and with steel or brass ring and graduated for 
pressure and vacuum. 

Size of Dial.Inches | 3 | 3}^ | 43^ | 5 

Price. 7 , .Each! 9 00| 10 00| 12.00114.00 

Prices include a Handle Cock on sizes 33^ 
inches and larger. 

Standard Graduation Pressure: 15, 30, 60, 100, 
160 pounds.. Vacuum 30 inch. 

Connection, inch Male. 

The above Pressed Steel Case Gauges are adapted for all stationary work where 
a neat, compact gauge is required and can be used for any pressure medium which 
will not deterioate brass. 

Double spring gauges should be ordered for rapidly fluctuating pressures or 
where vibrations are encountered. 




ALTITUDE GAUGE 
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GAUGES 

AUXILIARY SPRING PRESSURE GAUGE 



Size Dial 
Inches 

Form IR 
Iron Case, 
Brass Ring 

Form IP 
Iron Case, 
N. P. Ring 

Form C 
Brass Case 

Form CN 
N. P. Case 

Form CL 

Brass Deep 
Case,O.G. 
or Oct. 
Ring 

Form CP 
N. P. Deep 
Case, 0. G. 
or Oct. 
Ring 

12 

55.00 1 

56.50 

1 80.00 

84.00 

85.00 

89.00 

10 1 

37.00 1 

38.00 1 

45.00 

48.00 

49.00 

52.00 

S}/2 1 

25.00 1 

25.75 1 

34.00 

36.50 

37.50 

40.00 

6 M I 

18.00 ! 

18.60 1 

22.00 1 

24.00 

25.00 1 

27.00 

6 1 

15.00 1 

15.50 1 

18.00 1 

19.50 

1 


! 

12.00 1 

12.25 1 

14.00 1 

15.25 1 

1 


5 ! 

11.00 1 

11.20 1 

13.00 1 

14.00 1 

1 


41 ^ ! 

10.00 1 

10.20 1 

12.00 1 

13.00 1 

1 


1 luuiuue a i J^anaie v.ocK lor sizes 4*^inch to 6M-inch, inclusive* a Small 
Union Cock for s^es SJ^inch and 10-inch and a Large Union Cock for size 12-inch 
Description: The gauge is furnished with an auxiliary spr^g whicften^ to 
XaUor®®®'^® oscillation of the hand, when gauge is subjLted to coLSble 

Standard Graduations: 100—200—250—300—500 lbs 
Connection: i4" male bottom. 


COMBINED 
ALTITUDE GAUGE 



AND 

THERMOMETER 


Foreign Patenta 
For 


REGISTERS ACCURATELY ALTITUDE AND TEMPERATURE OF WATER FROM A 
SINGLE HALF INCH OPENING IN BOILER 


Price, Complete, 5-inch Dial. 


Extra Tubes... 


• Each, $5.00 


1.00 
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AMMONIA GAUGES 



IRON CASE, NICKEL-PLATED RING 


Size Dial. 


1 

3 

1 1 


1 5 

Price. 


20.50 1 

20.50 1 

1 23.50 1 

25.50 1 

I 30.50 

Size Dial. 


5y2 1 

6 

1 m 1 

sy2 1 

1 10 

Price. 


30.fiO 1 

35.50 1 

1 40.60 1 

45.75 1 

1 70.75 


Ammonia Graduations: 50 to 500 pounds and vacuum. The gauge is adapted 
for the indicator of ammonia gas and the pressure of all fluids which have a de¬ 
teriorating effect on brass. The spring is made of cold rolled tool steel. The 
movement is heavily plated making it proof against corrosion through dampness 
or the oxidizing action of ammonia gasses. Regularly made with U inch male 
bottom connections. Furnished without cocks. 
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GREASE CUPS 


SCREW FEED AND AUTOMATIC 



NO. 668 
SCREW FEED 


NO. 670 

AUTOMATIC FEED 


NO. 668. SCREW FEED, FINISHED BRASS 


Number. 

Capacity (Grease). 

Shank, Iro n Pipe Thread .. 
Extreme Outside Diameter 

No. 668. 


. i »» I 0 I 1 12 I 3 I 4 

OuncesI 3^ | 1 | | 3 I 6 I 10 

.I ys \ y* \ y4 \ Vb \ i y, 

jnchesi 1^6 I I 2 j \ I 3% 

■ .Each ] 1.00 I 1.20 | 1.60 I 2.00 I 2 SO | 4 nn' 


NO. 670. AUTOMATIC FEED, FINISHED BRASS 


Diameter of Body.inches | 

1^ 1 2 

2)4 1 3 

Capacity (Grease). Ounces | i— 

1 3 

4)^ I 6)4 

fenank, Iron Pipe Thread 1 i/ 

V ]4 \ Vs 

V2 1 

.Eachl 2.00 

2.50 1 3.20 

4.30 1 6.00 



PLAIN GREASE CUPS 


NO. 672 


Diameter of Body. . 

Capacity (Grease). 

Shank, Iron Pipe Thread 

No. 672.■. 


■ Inches I IM I 1^ | 2 | 

OuncesI % | i | 2 | 31^ 

I. I M I M I ^1 

■ .Eachl .90 I 1.15 | 1.50 | 2.15 


NO. 672 
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POLISHED STEEL 


OILERS 

STEEL AND BRASS 


R. R. OILER 






POLISHED STEEL OILER 


.I 501 I 502 I 503 


504 


505 


.pints I H I H I H i H —\—H 


Diameter.. inches 

Length Spout 


I 33 


I 33 


.dozen I 4.75 | 5.00~7 

Number. | 500 

Capacity.pints | 


3* St. K^'St. 16*'Bt. |9*Bt. 13*' St. 


5.50 I 6.00 I 5.75 


510 I 511 I 512 I 513 


Diameter..inches | 414 

Length Spout 


\ H \ H \ H \ I 


I I \ 4ys I 4H 


13*' St. \4'' St. |(r Bt. 19*' Bt. 13*' St. 


.dozen I 6.75 | 7.00 | 7.50 | 8 . 00 ~TT 


506 




3M 


K*- St. 


6.00 


514 


4^ 


4' St. 


507 






6*' Bt. 


6.50 


515 


4H 


6" Bt. 


COPPER PLATED STEEL 


8.00 [ 8.50 


508 




SH 


9' Bt. 


7.00 


4K 


9' Bt. 


9.00 


Number. 


I 12 I 13 I 13A I 14 I 14A I'mAA | 14B | 15 | 15A~T~1^ 


J *^46 I H I I K I I 14 I 


I 2,^ I HVs I 3H I 3H I 3M I 3M' \ 4H \ 4H \ 

9 I 3 I 5 I 9 I 3 I 


4M 


Capacity.pints| % 

Diameter.inches | 2 % 

Length of Noz zle. . . | 3 

.per dozen I 4.50| 5.501 O.ooj 6^501 7.5oi 8.00| 8.5 q| 9.25|' 9.75|i o!^56 

BRASS OR NICKEL PLATED STEEL 

Number. . I 220 I 130 | Tio 

. pints! ^ \ 64 W 

Diameter.inches - 


140A I 140B I 150 


160 




Length of Nozzle.inches | 

P^ce.per dozen 


I 2^ \ sy, I 3M 13?^ I 3K I AM. I 4U~ 


3 


6.50 I 8.00 


I 


9 


_9.20 110.00 111.25 112.00 114.00 

“EVERY BODY» STEEL PUMP OILER ^NOT ILLUSTRATrn) 

Number T~7r2 | 7 13 I713AI 714 

. pints I I ‘/fe I I % I H I- H I y, I 

Diameter, r.. .inches I 2^ |3^ \ Sy -- 

Length of Nozzle. . . | 3 |' ^ 


714A|714AA| 714BI 715 |715A|7~1^ 


I 3^ I 3M I SH I 33^ 

__. 3 I 5 I 9 I 3 I 5 

Py’Ug.perdoz^ 4.50 | 5.50 | 6.00 | 6.50 | 7.50 | 8 00 


I I 1 


4M I 4M I 4H 


I 9 I 3 I 


8.50 I 9.25 i 9.75 110.50 


STEEL RAILROAD OILERS NOS. 10-18 


Number.I lo 

Diameter.. i nches | 3« 




11 


Height. inches | 

Nozzle.i ncti^ f 


12 


3M I 4^ 

6 


5 I 


Capacity. . . pi nts | _ r 


12 


18 


Copper Plat ed. per dozen 114.00 
Polished 


.per dozeiTT 

Nickel Plated., per dozen | 


ri^ I 2~ 

jie.QO 118.00r 


PIO^ 

SVs 


12 


14. 00 


P11|N17 

4H I S Vs 


18 


T 


18.00 


12 


118.00 


N171^ 

3^ 


5j^ 


12 




19. 50 


ms 

5K 


18 

2 


21.00 
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OILER SETS, ENGINEERS’ FILLERS, ETC. 



OILER SET 


ENGINEERS’ STEEL SETS, WITH ROUND TRAY 


Fnce, Number ao. Five Piec es. Copper Plated. In.-hiHin., 

Price, Number 40. Six Pieces, Copper Pla ted. In cluding Tra v . L. I 

Price. Number 50, Five P ieces, Nickel Plated. Tnclnriin^-r^. .ner^et.l 

Price. Number 60. Six Pieces. Nickel Plated. Includ ing Tray ’ per set 


5.00 

7.00 

7,00 

10.00 


ENGINEERS’ STEEL SETS, WITH OVAL TRAY 


Price. Number 35, F ive Pieces. Copner Plateri 
Price, jNumber 45, Si x Pieces. Copper Plated. Tnclurting^ Tno;, 
Price, Number 55, Five P ieces. Nickel Plated. Tnclnriiny Tray 
Price. Number 65. Six Pieces. Nickel Plated. Including Tray— 


per set I 7.00 
per set I 10.00 

per set I 8.00 

per set | 11.00 


ENGINEERS’ BRASS SETS 


Price, Number 30, Five Pieces, Includ ing Trav. -- . „ 

Price, Number 40, Six Pieces. Including Tray." 77:- ~ ~ per set 9 00 

Price. Number 50, Five Pieces, N ickel Plated. IncliidiKFTW-"^ ersetl «'nn 

Price. Number 60. Six Pieces. Nickel Plated. Including T ray." per set 11 ^ 



ENGINEERS’ FILLER 

NOS. 210-211 


TALLOW POT 

NOS. 212-213 


Numbers. 
Capacity. 

Diameter. 

Height. ~ 

Price. 


BRONZED STEEL FILLERS AND TALLOW POTS 

. . .I 210 I 211 I 212 I 213 

. .quarts! 1 I 2 | i j 2 

— . .~.inch es! 5 j 6 \ 5 \ 6~ 

. inches! 5 j 6 j 5 j 

- .peFdozen|20.00|24.00|21.00|25.00 


• _ INSPECTO RS* TORCHES 

Number.....— 

Diameter. .. 

Height. ^ ^.. . 

Price, with Brass Cap and Tube. ~ -- 


.I 26 

... inches | 2 

■ .. inchesj 15 

per dozen 112.00 
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HAND CYLINDER OIL PUMPS 


TO GO ON TOP OF CYLINDER 
OR STEAM CHEST 


TO GO ON SIDE OF CYLINDER 
OR STEAM PIPE 


NOS. 03,6,7 AND 9 


NOS. 3, 04,4, 8 AND 5 


Description 

1 Brass Body 

1 ! 

Glass Body 


No. 

bide Outlet. . .. 

00 

o 

CO 

5 1! 3 

1 04 1 

4 ! 

5 


Bottom Outlet 

• 1 03 1 6 1 7 1 9 1 

II 03 

1 6 1 

7 1 


Capacity in Pints... 

1 1 1 M 1 11 

3 !! 

1 1 

1 1 

3 

ripe Thread.. .Inches 1 | | 3/^ | | 

II H 1 Vs 1 

1 


Polished Brass. 

!$6.00|$7.00!!|9.00!$11.00|$25.00ll$6.00IS7.00189.00IS25.00 

Nickel Plated. 

•1 6.o0|,7.50| 9.75| 11.75 

1 26.0011 6.501 7.501 9.75| 

26.00 


SIGHT FEED OIL PUMP 


The Model JTS Oiler operates on the stroke for stroke principle, and is designed 
SO that tho 6xact amount of oil shown at tho sight fcGci always rcachos the point 
of lubrication while the volume of oil is constant regardless of the height of oil in 
the tank. The oiler will handle heavy viscous oil, in fluid form. The oiler can 
he^jis^d for right or left hand installation, and all necessary parts for installation 
'Sre included, excepting the connection rod. The sight feed is so shaped as to per- 
clear vision of oil drops. The drive arm is fitted with a disengaging swivel 
which permits the operator to supply lubrication before engine is started. 

PRICE, ACCORDING TO SERVICE, ON APPLICATION. 
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Number. .| OO 

Capacity. . . ounces I Yi I 

Shank, Iron P ipe Thread. | Y, | 

No. 660.each| .75| 

“ 662. I 1.001 

'“" 663...... “ I.I 

“ 664. I ■ I 


.801 i.uui 1.501 1.901 2.4QI 3.101 41)0 


1 05| 1.301 1.55| 1 .851 2.301 2.8.51 a ml d Kfi 

I.OOl 2101 2.ao| 2,501 2.801 3. 001 .»i nni 

3.001 3.25 | 3.501 3.751 4.25 | 5.251 7.2.51 9 9A 


The above list prices are for Finished Brass Cups. Nickel Plated Cups furnish- 
ed at an extra price. ^ 


Slide lever cups will answer requirements for users who desire a cup without 
any automatic or quick closing features. They are used extensively on Gasoline 
xLngines, Traction Engines, Farm Machinery, etc. 

Snap lever cups have the best automatic and time saving feature used in 
Oil Cup Construction. Feed mechanism is simple, the rate of feed is adjusted 
merely by turning the upper knurled nut and when once set is held in place by the 
curved spring. The snap lever at the top opens and closes the feed instantly with- 
out disturbing the adjustment. ^ 

To set feed of the Slide and Index Lever Cups: Turn the regulator to the left 
to increase; to the right to diminish, the flow of oil. 

rl, turn regulating nut until 

the desired feed is obtained. To cut off feed, lower the lever. Cup can be flushed 
by setting lever at an angle of 45 degrees. 


GLASS OIL CUPS 


SLIDE LEVER 


WITHOUT SIGHT 

feed 


WITH SIGHT 
FEED 


SNAP LEVER 


WITHOUT SIGHT 
FEED 


WITH SIGHT 
FEED 


GLASS OIL CUPS 


NO. 660 


NO. 662 


NO. 663 


NO. 664 
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GLASS BODY LUBRICATOR 


CAST BRASS 

FOR GAS OR GASOLINE ENGINES 


NO. 665 


A high grade, reliable lubricator. Simple, compact and durable, it is recom¬ 
mended for lubricating the cylinders of gas, gasoline, motor boat engines, etc. 
It IS provided with a ball check in shank, which prevents back pressure from inter¬ 
fering with proper formation of the drops in the sight feed chamber, which would 
otherwise spatter around the glass. Cup is easy to fill, having a large filling hole 
in the top. Stem and Glass are well packed and will safely withstand anv iarring 
or vibration. ^ 


Number.| 1 ^| 2 | 3| 4 | 5 | 6 | 8 

Capacity.ounces | 1}4 \ \ 4 | 5 | 10 | 18 | M 


Outside Diam. of Glass .inches I IM I 2 | 23 ^ | 2 ^ | 3 | 33 ^ 41 ^ 

Height of Glass. I I 1?^ I 2 ^ | 2 ^ | 3 | 4 | 5 

Finished Brass.each| 2 . 00 | 2.80| 3.50| 4.00| 5.40| 7 . 00 1 14 00 

Nickel Plated. | 2.40| 3.25| 4.10| 4.601 6.25| 8 . 20 | 16.^ 


GLASSES AND CORK WASHERS 

FOR GLASS OIL CUPS 





Number.| 000 | 00 | Q | 1 |li^| 2 | 3 | 4 | 5 | 6 | 8 

Outside Diameter.inches| 1 113^1 IJi11J4IIMI 2 12^12^1 3 13)^1 4M 

Height. “ \ m I \iys\iys\iyg\m\ 2 ys\ 2 ys\ 3 | 4T~^' 


Price, Cylindrical Glasses... .each| .05| .06| .08| . 10 | . 10 | . 12 | .15| .25| . 35 | .65|1.50 

“ Cork Washers... .per dozen] . 15|. 18| .24| .30| .36| .40| . 45 | .50| .60| . 75 | 1.50 
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OIL CUPS 



NO. 650 PLAIN 


M I Vs I 1 I m I I ij 


I I M I M I I 


Diameter of Body. .Inches I _ 

Shank, Iron Pipe Thread .| ^ 

iNo. 650, Plain. E^^hTT^ 

i^ameterofBody.; inchesi 1^^ I 2 I 21.^ | | 

—nk. Iron Pipe I bread.. . . 3 ^ | y, | 1 .^ | 1 .^ I 

No. 650, Plain.^ 25 | 1.75 [ 2.25 | 2.75 | 4.00 


>2 


.35 I .40 I .50 I .60 I .90 



NO. 652 HINGED LID 


Diameter of Body. 


Shank, Iron Pipe Thread. 

No. 652, Hinged Lid... 


Inches I ^ | 


Diameter of Body,. 


. Each I 


■I I ^ I M 


I 


I 1.00 


Shank, Iron Pipe Thread . 

No. 652. Hinged Lid. .EachT 


■ Inches I 1^ | 2 \ 2i4 


.1 


I 


I 3^ 


3.10 




y4 I M 


1.40 I 1.85 


23^ 


y2 \ H \ 
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ENGINE LUBRICATORS 



Diameter of Body. . 

Shank, Iron Pipe Thread. 


1 ifi 

1 

1 IM 

1 3^ 

1 1 2 

No. 680. ~ 

No. 682, with Air Cock and Tube 

Each| 2.00 1 

. Eachj 1 

i 2.20 1 2.40 

1 3.20 1 3.40 1 

1 /2 1 Z2 

1 2.60 I 2.90 

3 60 i 3.90 

Diameter of Bodv.. 

Shank, Iron Pipe Thread. 

Inches 1 2}4 

1 234 

1 y2 

1 3 1 

1 8^ 1 

1 3J^ 1 4 

1 M 1 3^ 

No. 680. — 

No. 682. with Air Cock and Tube_ 

. .Each! 4.25 1 

3.75 

4.75 

1 4.75 1 7.00 110.00 

1 5.75 1 8.00 ill.00 


The Ivo. 682 Lubricator is so constructed that the flow of oil is regulated 
by condensation (it feeds as it condenses), which is a very important feature. 

The result of this slow feed is that it takes hours for the oil to pass through 
instead of it running out in a short time. ' 

We would therefore recommend consumers to use the Lubricator with Air 
Cock and Tube. 


TO OPERATE 


NO. 680 


NO. 682 

WITH AIR COCK AND TUBE 


Fill with oil to top of inside tube and open valve when you commence to run. 
When the oil is exhausted open cock and let water out, then fill with oil again 
as before. 
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SWIFT 

SIGHT FEED 
LUBRI 


CLASS F 


Capacity. \i^ Pint|i^ Pint|J^ Pint] 1 Pint |IJ^PintHQuart 

Brass FuSh.Each| 2.75 | 3,00 | 3.2 5 | 4.65 j 5.40 I 6.15 

Nickel Plated.Eac hj 3.15 j 3.40 j 3.65 I 5.30 j 6.05 | fi SO ' 

Pipe Thread.Inches| Vs \ Vs \ Vg \ \ 14 1 ^ 


SINGLE CONNECTION 



CLASS F. S. C. CLASS^ G 


CLASS F. S. C. 


Capacity. 

.IM Pint 

Vs Pint 

3^ PintI 

1 Pint llJ^Pint 11 Quart 

Brass Finish. 


3.50 

3.75 

4.00 1 

6.00 1 

1 6.75 j 

1 7.50 

Nickel Plated. 


3.90 

4.15 

4.40 1 

6.65 

1 7.40 1 

8.15 

Pipe Thread. 


H 


Vs 1 

1 

1 

* H 


CLASS G 


. .IM PintlH PintlJ^ Pint 

Brass Finish. Eachl 2.15 I 2.50 I 2 flO ' 

Nickel Plated. Eachl 2.50 l~2.S,5 | H 

Pipe Thread.Inches | H \ H \ Vg 
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IMPROVED STANDARD 

DETROIT SIGHT-FEED LUBRICATORS 


FOR STATIONARY ENGINES 



IMPROVED STANDARD 
SINGLE CONNECTION 


IMPROVED STANDARD 
DOUBLE CONNECTION 


Size. . . 

Brass Finish., 
Nickel Plated 


PRICE, SINGLE CONNECTION 

— . 1 ^ 

- .Each|$17.00 |$ 20.00 

.—.J^achl 20.00 I 23.00' 


PRICE, DOUBLE CONNECTION 


Size. 

For Cylinder. 

^ Pint 1 
10 inch 

and under 

Bint 

10 to 12 

inch 

1 Pint 

12 to 18 
inch 

1 Quart 

18 to 30 
inch 

^ Gallon 

30 inch 
and over 

Brass Finish. Each 

$17.00 1 

$22.00 

$30.00 

$45.00 

$60.00 

Nickel Plated. Each 

20.00 1 

25.00 

35.00 

50.00 

65.00 


SIZE OF GLASSES USED 

. I Hx3 \Mx3iAiHx3l4 

^ .I I I S^y43^ I 5^v43XI 3^x6 

S^ght Feed and Gauge Glasses.Each. Net I in 
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ZERO SIGHT-FEED LUBRICATORS 

SINGLE OR DOUBLE CONNECTION 

ESPECIALLY ADAPTED FOR STEAM ENGINES AND PUMPS LOCATED IN COLD OR EXPOSED 


POSITIONS 



SINGLE CONNECTION DOUBLE CONNECTION 


PRICE LIST—SINGLE CONNECTION 


Size. 

. .\H Pintle PintlJ^ Pint| 

1 Pint 1 

1 Quart 

Bronzed Body, Finished Trimmings . Each | 15.00 | 

17.00 1 

20.00 1 

28.00 1 

42.00 

Nickel Plated all over... 

. .Eachl 18.00 | 

20.00 1 

23.00 1 

32.00 1 

47.00 

Pipe Thread on Support Arm. .. . 

Inches! | 

1 

^ 1 

1 


PRICE LIST 

—DOUBLE CONNECTION 



Size. 

.PintIJi Pintii^ Pint! 

1 Pint ! 

1 Quart 

Bronzed Body, Finished Trimmings .Each 1 15.00 | 

17.00 1 

1 20.00 1 

28.00 j 

42.00 

Nickel Plated all over. 

..Eachl 18.00 | 

20.00 

1 23.00 1 32.00 1 

47.00 

Pipe Thread on Support Arm. .. . 

Inches! % | 

^ 1 

1 

1 



THE ZERO LUBRICATOR possesses every feature necessary or desirable 
for traction engine service, or for engines working in exposed places, subject to 
sudden changes of temperature. It is also used quite extensively on steam pumps. 

THE HEATING FEATURE. The oil in the Zero Cup is kept warm by steam. 
This heating arrangement is automatic;; it requires no attention—gives no trouble 
—but no matter how cold the weather, the oil will continue warm while steam is 
supplied to the engine. The oil can not chill in this cup while the boiler is pro¬ 
ducing steam. 

THE SINGLE CONNECTION LUBRICATOR may be attached to the steam 
pipe on either side of the throttle, or to the steam chest direct, by using an elbow 
and a short piece of pipe. 

When ordering repair parts, it is absolutely necessary to state the size of 
Lubricator and the shop number, which is stamped on the body. 
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THE PENBERTHY EJECTOR 

SYPHON OR STEAM JET PUMP 



The LIFTING and ELEVATING 
power is so combined in the XL-96 
Ejector as to make it unquestionably 
the best device of its kindf. All other 
ejectors which will lift 20 feet will 
elevate but 20 to 25 feet additional, 
and this only on very limited steam 
pressures, and it is therefore necessary 
to locate other ejectors to within a few 
nnr>rQ+^ ^ inches of the surface of water and 

dist^ce^erticTll^^ steam pressure if it is desired to transfer water any great 


Order 

By 

Size 

Number 

Price 

All 

Brass 

Each 

Price 

Iron Body; 
Brass Jets 

Each 

Pipe Connections 

Capacity Per Hour 

Steam 

Inches 

buciion 

and 

Delivr’y 

Inches 

40 to 65 Lbs. 

Steam 

3 ft. Lift 
Gallons 

20 to 40 Lbs. 

or 65 to 100 
Lbs. 
Gallons 

40 to 65 Lbs. 

60 feet 
Elevation 
Gallons 

40 to 65 Lbs. 

25 feet 
Elevation 
Gallons 



Sizes 







1 

8.00 

1 to 4 

?8 


240 

235 

120 

180 

2 

O 

10.00 

made in 


H 

500 

450 

250 

375 

O 

15.00 

All Brass 

H 

1 

840 

700 

420 

625 

4 

20.00 

only 

1 

IH 

1350 

1300 

650 

950 

5 

25.00 1 

20.00 

1 

IH 

1950 

1850 

975 

1450 

6 

35.00 I 

27.50 

IH 

2 

3500 

3000 

1750 

2600 

7* 

50.00 1 

40.00 1 

IJ^ 1 


5700 

4350 1 

2500 

3750 

8* 

70.00 1 

50.00 1 

2 1 

3 1 

9500 

8160 1 

4750 

7200 

I1U5.U0I 

70.00 1 

2 1 

3H 1 

13600 

12400 1 

6800 

10200 

lU"* 1 

145.001 

95.00 1 

2H 1 

4 1 

18400 

17100 1 

9200 

13800 


Sizes 5 and 6 will be sent in brass- unless repair parts 

ordered of iron. 

^Unless ordered in brass, sizes 7 to 9, in¬ 
clusive, Will be shipped with iron body, brass 
jets and steam connection, and size 10, all iron 
except jets. The jets in all sizes are macle of a 
special hard metal, insuring good wearing 
qualities. 

XT ^ 1 i^ch Ejector is ordered we send 

No. 3, not No. 4 or 5, etc. 

Strainers are not included in price of Ejec¬ 
tors. 


PRICE LIST OF PARTS 


Size Number.| 1 | 2 | 3 | 4 | 6 

6 1 7 1 8 1 9 1 10 

11—Steam Jet.1 .25 | .35 j .45 | .55 | .60 

.80 11.0011.2511.501 2.00 

Y— Delivery Jet.| .80 11.00| 1.25|1.60| 1.75 

2.60|4.0016.00(8.00110.00 

V— lail Pipe Brass.| .25 j .30 j .40 j .60 j .60 

.60 1 .80 jl.00|1.00| 1.25 

X—Coupling Nut Brass-| .25 j .30 j .40 j .50 1 .50 

.60 |1.25(1.50(1.SOI 2,00 

Strainer.I .45 | .50 | .55 | .60 I .75 

1.00(1.501 i j 

Q—Regular I. P. Coupling.. | \ | | | 

1 1 1 1 ■ 


Ejectors are shipped without strainers. We can furnish them where desired 

up to JNo. 7, as per list above, which is subject to discount. Strainers for larger 
sizes are unnecessary. ® 
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STYLE—LEFT AND BACK 


STOCK INJECTOR 


PENBERTHY 

AUTOMATIC INJECTORS 

11 . ^ perfect restarting automatic machine; meaning 
if the current of water is broken by any cause, the 
mjector will pick up the water and re-establish the 
^rrent to the boiler without the least attention. 
Every machine is carefully tested, and will work 
on the following points: Start low, 20 to 22 lbs. of 
steam on 3 foot lift. Work high, 165 to 170 lbs. 
steam on 3 foot lift. Lift water, 20 to 24 feet on 
60 to 80 lbs. steam. Will deliver water to boiler 
^5 160 to 212 degrees, according to temperature 
of feed water and steam pressure. Water 200 to 
212 degrees can always be delivered at nearly all 
pressures over 50 lbs. by throttling suction valve and 
delivering minimum capacity. It is advisable in 
install an injector large enough so 
that the supply can be cut down and attain this 
result, thereby saving fuel. By placing a short 
piece of pipe having a stopcock, in the overflow, and 
closing after the injector has started, water 8 to 10 
degrees hotter can be handled, but the injector is 
rendered non-automatic while the stopcock is 
closed. 


Size 

Price 

Each 

H. P. 
Based on 
Ordinary 
Tubular 
Boiler 

H. P. 
Based on 

30 Lbs. Water 
per H. P. 
per Hour 

Pipe 

Connec¬ 

tions 

Inches 

Gallons 
He 
1 to 3-1 
60 to 11 
Steam ! 

Max 

Per 

lur 

i’t. Lift, 

:o Lbs. 
Pressure 

Min. 

0 

15.00 

3 to 6 

4 to 8 

M 

60 

35 

00 

16.00 

4 to 8 

6 to 12 


80 

45 

A 

18.00 

8 to 16 

10 to 20 


135 

70 

AA 

20.00 

12 to 22 

15 to 30 


180 

100 

B 

25.00 

17 to 32 

22 to 45 

H 

260 

140 

BB 

30.00 

20 to 45 

25 to 60 

H 

360 

180 

C 

40.00 

40 to 65 

45 to 80 

1 

475 

250 

CC 

45.00 

45 to 80 

50 to 100 

1 

600 

325 

D 

55.00 

50 to 100 

60 to 135 

IM 

800 

425 

DD 

60.00 

75 to 135 

85 to 165 

134 

1000 

525 

E 

75.00 

100 to 180 

125 to 235 

134 

1400 

740 

EE 

90.00 

115 to 255 

150 to 320 

134 

1900 

850 

F 

110.00 

160 to 320 

200 to 400 

2 

2400 

1275 

FF 

125.00 

200 to 400 

250 to 500 

2 

3000 

1600 

G 

150.00 

300 to 500 

325 to 600 

234 

3600 

1875 

GG 

200.00 

375 to 600 

400 to 750 

234 

4200 

2150 


REPAIR PARTS 



Y 




R-Steam Jet. V-Tail Pipe 
S-Suction " X-Coupling Nut 
Y-Delivery" Z-Overflow Cap 
0-Plug P- ■ Valve 
N- * Hinge 



REPAIR PARTS 


Size of Injector. 

0 

00 

A 

AA 

B 

BB 

C 

CC 

D 

DD 

E 

EE 

F 

FF 

G 

GG 


R—Steam Jet.Each 

S—Suction Jet.Each 

Y—Delivery Jet.Each 

X—Coupling Nut.Each 

V—Tail Pipe.Each 

Z—Overflow Cap.Each 

P—Overflow V al ve.Each 

N—Overflow Hinge.Each 

o— Plug.Each 

Strainer.Each 

.25 

.25 

1.25 

.25 

.25 

.30 

.40 

.10 

.60 

.40 

.35 

.35 

1.50 

.30 

.30 

.40 

.50 

.10 

.80 

.45 

.45 

.45 

2.00 

.40 

.40 

.50 

.60 

.15 

1.00 

.50 

.55 

.55 

2.50 

.50 

.50 

.60 

.75 

.15 

1.25 

.55 

.65 

.65 

3.00 

.60 

.60 

.70 

.90 

.15 

1.50 

.60 

.75 

.75 

3.75 
1.25 

.80 

.80 

1.00 

.20 

1.75 
.75 

.75 

.75 

4.50 

1.25 

.80 

.80 

1.10 

.20 

1.75 

.75 

.85 

.85 

5.50 

1.50 
1.00 

.90 

1.25 

.20 

2.00 

1.00 

1.00 

1.00 

6.50 

1.50 
1.00 

.90 

1.25 

.20 

2.00 

1.00 

2.00 

3.00 

9.00 

2.00 

1.25 

1.50 

1.75 

.30 

4.00 

1.50 


Extra parts furnished for mjectors numbers above 21000 without returning it to 

factory. In ordering parts do not fail to give serial letter and number, which will be 
found on top of overflow. In referrmg to or ordering parts, designate them by letter or 
name as per above. 
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BLAKESLEE’S 



SUCTION 


Size 

of Pump 1 
Inches | 

Suction 

Pipe 

Inches 

Discharge 

Pipe 

Inches 

Steam 

Pipe 

Inches 

Capacity 
per Minute 
Gallons 

Price 

Each 

% 





8 

8.00 

1 

1 



Vi 

15 

10.00 

1 


1 

1 1 

Vi 

20 

12.00 

1 )^ 1 

1 ^ 

! 

IM 

% 

30 

14.00 

2 1 

2 

1 

m 

1 

40 

16.00 

2J^ ! 

2H 

1 

2 

1 1 

50 

20.00 

3 

3 

i 


1 1 

60 

24.00 

4 1 

4 

1 

3 1 

2 

1 

250 

70.00 


The above capacities are based on 50 pounds steam pressure. 

The limit of perpendicular suction is 20 feet and will require steam pressure of 
25 pounds or above. 


Special Pumps furnished for higher suction power. 

Liquids may be forced to an elevation equal to about one foot to each pound 
steam pressure. We, however, recommend two Pumps, one placed above the other 
for elevations above 50 feet. 

These Pumps will work in any position. 
















































_ STEAM PUMP GOVERNORS _ 

PT^T^F. T.TS T I DIMENSIONS I WEIGHTS 
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STEAM FLUE BLOWER 





. „ ... 



Size 

Number 

of 

Blower 

Size of Tubes 

Outside 

Diameter 

Inches 

Price, Including 
Clamps for 
Hose and 
Nipple 
Each 

List Prices of 

Four-Ply Steam 
Hose 

Per Foot 

Size of 

Pipe Thread 
Nipple 

Inches 

0 

to IH 

5.00 


.. $0.51 


1 

2 to 2K 

5.00 


.51 

34 

2 

2}^ to 2M 

6.25 


..67 

H 

3 

3 to3M 

7.50 

T .... 

.83 

1 

4 1 

3^ to 3M 1 

8.75 

1 ... 

.83| 

1 

5 1 

4 to 4J4 1 

10.00 

m... 

....1,041 


6 1 

5 to 6 1 

12.50 

m... 

....1.251 


Unless otherwise instructed, 
furnished. 

Blowers for Horizontal 

Boilers 

will always be 


J f fBoilers, give diameter of Fire Box and height from tube sheet to 
bottom of furnace door For Locomotive Boilers, state length of firrbo7 

prices for Blowers do not include Steam Hose or Globe Valves. These 
will be furnished at current market prices. 


BOILER TUBE EXPANDERS 



ROLLER 



Size of Tube, Outside. In. 1 1 \ IH \ 114 

IM 1 11 ^ 1 2 1 2M 1 21^ 1 2^ 

Price.Each 110.00110.00110 00 

10.00110.00110.00112.00114.00116.00 

Size of Tube, Outside. In. 1 3 | 3}< | 334 

3M 1 4 1 4J4 1 4^ 1 5 1 6 

Price.Each] 18.00120.00123 00 

25.00130.00135.00140.00150.00160.00 

SPRING 

Size of Tube, Outside.... Inches | 1 | 13 | 

IH \ 1% \ 2 1 2M 1 2)4 1 2)i 

Price.Each] 11 00| 11.00 

11.00|11.00|12.00|13.0ojl5.0oil8.00 

Size of Tube, Outside.... Inches | 3 | 334 

3K2 1 4 1 4)4 1 5 1 6 1 

Price.Each 122.00126 00 

30.00|33.00|37.00|42.00|60.00l 

_ IDEAL BEADING TOOLS 

F1Q.148 

FOR HAND USE ONLY 

FIG.149 

FOR POWER OR HAND USE 


Approx. Wgt. Pounds 1 1 Approx.Wgt..Pounds | 134 

Size of shank.. Inches 1 134 " dia.x 2^" long 
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FLUE BRUSHES AND SCRAPERS 


COMBINATION FLUE BRUSH ENGINEERS FAVORITE SCRAPER 

AND SCRAPER 



CHICAGO SCRAPER RUGGLES PERFECTION FLUE CLEANER 



Style 

Sizes of Tubes 

Price per 
Diameter 
inch 

Combination Flue Brush and Scraper. 

2 to 6 inch 

$1.00 

Engineers Favorite Scraper. 

IM to 6 inch 

1.00 

Chicago Scraper. 

1 to 6 inch 

1.25 

RUGGLES PERFECTION FLUE CLEANER 

Size.Inches! IMto2 1 2^ 1 2^ | 2^ | 3 | 3^ 

CO 

1 5 1 


Price.Eachl $2.00 | $2.25 | 12.50 | $2.75 | $3.00 | $3.25 | $3.50 | $4.00 | $5.00 | $6.00 j 


IDEAL SELF FEED TUBE CUTTER 



Size of Tube Cutter. For 
Outside Dia. tubes.. .In. 

2' 

2y 

2r 

2i 

3 ' 

3r 

3F 

4* 

4r 

5' 

Si' 1 

6' 

Will enter and cut tubes 
I. D.Inches 

1%' 

1%' 

2’/6" 

2i^" 

2H' 

227^* 

3H' 

CO 

4*' 

4>^' 

4B' 

SVs' 


Price.Coroplete|$40.00|44.00146.00150.00|60.00166.00168.00170.001110.001126.001128.001130.00 

Approx.Wgt.boxed Pounds | 18 | 19 | 20 | 20 | 29 | 30 j 32 | 33 | 51 | 54 | 55 | 56 

























































CRANE 


321 


FLUE BRUSHES 


expansion flue brush 


SifliMijiii Ilium itM MIC 
;ff|1^'ifi<<iifl|^llj^^ 


FLAT WIRE BRUSH 



Style 

Sizes of Tubes 

Price per 
Diameter 
inch 

Expansion Flue Brush. . 

13 ^ to 6 inch | 

1.00 

hlat Wire Brush . . . 

2 to 6 inch | 

.50 


SPIRAL ROUND WIRE BRUSH 



SPIRAL FLAT WIRE BRUSH 



Style 

Spiral Round Wire. i 

Sizes of Tubes 

Price per 
Diameter 
inch 

Spiral Flat Wire Brush. .. _i 

1 to 6 inch 

1 to 6 inch 

1.00 

1.00 



Brush 5 inches long, 
3 inches wide; wire % 
inch long; thickness of 
brush 1 inch over all. 

Price, per dozen .. .$9.00 


Size, X 4J^ X 4 

inches long. 

Size, 2 X 4j^ X 4 

inches long. 

Size, 2J^ X 6 x 4}^ 

inches long. 

Size, 2Ji X 6 x 4j^ 
inches long. 


Each 

$ 1.00 

1.25 

1.50 

1.75 


Each 

X X 3J^ long $0 
2 X 3J^ X 3J^ long 
2 X 3?^ X 4^ long 1. 
23^ X Z]/2 X 4J^ long 1. 
23^ X 4 X 4^ long 1. 
2% X 43^^ X 6 long 1. 


g 8 S S'S s 
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GRANITE 

ASBESTOS COMPOSITION SHEET PACKING 



GRANITE is a packing for severe service, such as superheated steam, dry 
air, acids, oils, ammonia, alkali, gases, etc. 

GRANITE gaskets are used on all GRANE valves for high pressure, saturated 
or superheated steam. 

GRANITE is an asbestos packing, and only selected long fiber is used in its 
manufacture, giving it added strength. 

As GRANITE does not deteriorate with age, it will be found economical to 
purchase it in quantities. 

Regularly, the packing comes in sheets He inch thick, size 36 x 36 inches, also 
50x50 inches. 

If sufficient time is allowed this packing will be made to order in any thickness 
from 14 to inch. 


PRICES IN SHEETS 

He inch and thicker.$1.90 per lb. 

Less than He inch. 2.35 per lb. 

The He inch sheets weigh a little over a half pound to the square foot. 


FOR PRICES AND DIMENSION TAbLeS OF GRANITE GASKETS, SEE PAGES 222 
AND 223. 
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SHEET PACKING 


C. C. SHEET PACKING 
MANUFACTURED SOLELY FOR CRANE CO. 



C. C. SHEET PACKING 

saturated steam, hot and cold water, air, gases, etc. 
from 4 to containing about 200 pounds and in any thickness 

Price per pound. .[SFOO 

WIRE INSERTION 

Made in rolls 36 i nches wide, any thickness ^2 to K inch. 

Price per pound. “ 


. |$1..50 


CLOTH INSERTION 
CLOTH ON ONE OR BOTH SIDES 

^ There is one ply of cloth to every )/{q inch thickness, 
insertion or outside, to count as one ply. 


Each cloth, whether 


1-Ply 12-Ply 13-Ply 


. .Per Pound] .65 | | 

.Per Pound] .60 j .63 | .66 


^ .Per Pound j . 55 ] . 58 ] .61 

^ .Per Pound ]_] .55 ] .58 


...Per Pound j 


^ i^ch.Per Pound] 


.55 


4-Ply 


.61 


.58 


.55 


cents per pound additional will be charged for each extra ply of cloth. 
All L/lotn Insertion Packing is one yard wide and any length desired. 


PURE GUM PACKING 

A high quality stock for packing and miscellaneous purposes. 


Price i4 or inch thickness, 30 inches wide. Per Pound 181.20 

_ EBONITE B LACK SHEET 

Thickness, 1^, He, H and inches.Per PoundTsT.Od 

“MOBOLINE” BLA CK AND RED SHEET, WIRE INSERTED 

Thickness, 14, Ife. 14 and inches.Per Pound | $1,00 

_ “STERLIN G” RED SHEET 

Thickness, 14, He, H, He and M inches.Per Pound | $1.00 
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PACKING 



SQUARE FLAX PACKING 

Cold Water Tucks Packing, Square. 
Recommended for medium pressure 
cold water service. Made up of 
heavy duck held together with a 
black rubber friction. 

Fine Hydraulic Packing. For hot 
or cold water. A white frictionecl 
fine duck. 

Peerless Special Canvas Pump 
Packing. For hot and cold water and 
oil. Made of layers of closely woven 
duck held together with a fine grade 
of white rubber friction. 


This Flax Packing is made from 
long fibre flax braided in the most ap¬ 
proved and skillful mamier, and lubri¬ 
cated with the best quality cake 
tallow. It is largely used on hydraul¬ 
ic elevators, where the work is severe, 
and also used in the water end of 
pumps. Made in all sizes up to 1}^". 
Price, per pound... .$1.00 



SQUARE DUCK PACKING 


Price, Cold Water Tucks Packing, 12 ft. lengths, H to IK inches, per pound. .$1.00 

Price, Fine Hydraulic Packing, 12 ft. lengths, M to 134 inches, per pound_2.00 

Price, Peerless Pump Packing, 12 ft. lengths, M to IM inches, per pound.... 2.00 



PALMETTO 

PACKING 

(SELF-LUBRICATING) 


BRAIDED 



TWIST 


This packing is especially designed to meet the exacting conditions of steam, 
air and ammonia. It is made of a material that cannot char or burn and owing to 
our peculiar method of lubrication it does not get hard in service. Boxes contain 
about 5 pounds each. 

_BRAIDED, ROUND OR SQUARE 


Sizes, 34 to 2 inches.Price per pound, $2.00 

PALMETTO TWIST 


Sizes. 



A 



H 

JNumber heet to 1 Pound. 

Price, per Pound. 

120 

te.oo 

75 

$2.00 

50 

$2.00 

28 

$2.00 

14 

$2.00 
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JOHN CRANE FLEXIBLE METALLIC PACKING 



• Crane Style 100, flexible metallic packing is made of babbit foil wound 
spirally and impregnated with pure flake graphite. It forms a compressible, uni- 
form mass of metal material, making a firm, wearing packing, lubricated from 
within and impervious to heat, acid and alkaline to a large degree. This packing 
reduces friction to a minimum and will last for years. Made in coils or cut into 
rings as desired. 

In ordering state inside and outside diameter desired, kind of service to be used 
on, and quantity. 


Note. For stems and rods slightly out of line, worn, etc., inquire about John 
Crane Channel Packings made especially for these installations. 

Prices on Application 


SPIRAL COIL PACKING 


Fibro-Metallic’’ packing is an asbestos 
braided packing with an outside cover of 
closely braided, fine bronze wire. Recom¬ 
mended for high pressure steam and general 
service. Sizes to 2-inch by sixteenths. 

PRICE PER POUND $1.50 



C. C. SECTIONAL GASKETS 

FOR HAND AND MAN-HOLE PLATES 



PRICE PER POUND $1.00 


Diam¬ 

eter 

Inches 

Length 

Contained 
in Box 
Feet 

Approx. 
Weight 
of Box 
Pounds 

H 

36 

2M 

Vz 

36 

5 

H 

24 


H 

18 

6 

H 

12 

6M 

1 

12 

7 
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CRANE MODEL BATHROOM “A” 


This bathroom, in the New York Exhibit 
Rooms of Crane Co., is an example of the latest 
development in the decorative treatment of this 
room in keeping with that of the adjoining rooms. 

The floors and walls are of Rookwood Faience 
in dull finish and low tones of grays and blues, 
against which the fixtures show in sparkling white¬ 
ness. 

The design is Italian Renaissance with medal¬ 
lions of the Wedge wood type. 

One side of the room has a fireplace which is 
flanked on each side by leaded windows of milky 
glass. 

The opposite side of the room has two large 
mirrors tiled in as a part of the decorative scheme, 
while at the farther end are glassed and mirrored 
doors, giving access to an extra large shower and 
other fixtures. 

The ceiling is decorated in low tones of buff, 
blue and rose, with frescoes of a Florentine char¬ 
acter. 
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CRANE MODEL BATHROOM “B” 


This bathroom has many features to commend it, 
aside from its completeness. 

The closet and a small lavatory are installed in a 
separate room, which may be entered either from the 
bathroom or from an adjoining room, the advantage 
of which will be appreciated at once. 

The shower is in a compartment, separated from 
the main room by a plate glass door. The shower 
has all piping concealed, only the sprays and the regu¬ 
lating valve are exposed. 

The lavatory and dressing table are of 

the same general design. 

The dental lavatory is an essential in a well ap¬ 
pointed bathroom. 

The hip or sitz bath has a bidet and liver spray, 
and is tiled into the wall at the back. 

The tub has all fixtures concealed and is tiled into 
the wall at the back and one end. 
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CRANE MODEL BATHROOM “C” 



This bathroom is to be seen in our New 
York Exhibit Rooms and is representative 
of another style of treatment. The general 
tone of the tiling is buff, with borders of 
dull greens and blues. This treatment is 
very pleasing, as the white fixtures show 
in marked contrast and the entire room is 
cheerful and cleanly in appearance. The 
lavatory and dressing table are made to 
match, being the same design and size. The 
shower is especially attractive with its 
concealed piping and temperature regulat¬ 
ing valve. The chair closet is another feature 
and the dental lavatory an added convenience. 
The bath tub is solid porcelain of late design 
and in keeping with the other fixtures. 

















































































CRANE 


329 



CRANE MODEL BATHROOM “D” 


The tiling in this room may be either white 
or tinted to suit the taste of the householder or 
to harmonize with adjoining rooms. 

This room is very completely equipped; such 
final details as the shampoo and scales add to its 
usefulness, and a full length mirror in the door will 
be noted. 

The ^‘ELEGIA” lavatory is one of our best 
designs and the entire room is carried out in har¬ 
mony with it. 

The method of installing the tub and shower is 
to be noted as a very satisfactory arrangement, 
the tub being tiled in at the back and both ends, 
and the shower of the concealed piping type, in 
a tiled enclosure. 

The ^‘CORSYN” closet is a silent closet, as 
the usual noise of flushing and refilling the tank 
has been overcome. 

The bidet and the special dental lavatory are 
now used in the complete bathroom. 
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CRANE MODEL BATHROOM “E” 



Another bathroom in the New York Exhibit 
Rooms is this one in a pure white treatment through¬ 
out. ^ 

This is a moderate priced room, fitted as simply 
as possible and is yet serviceable and perfectly 
sanitary. 

While the fixtures are fewer in number they are 
ot the same high grade as shown in the other rooms. 

of solid porcelain and is tiled in at 
the back and both ends. This is a very satisfactory 
installation. A shower and curtain complete the 
combination. 


lavatory is a high-class Lavatory 
and IS fitted with Combination fixture. 


The Water Closet is high grade and is flushed by 
means of the Crane “Air-Controlled” Valve. 
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CRANE MODEL BATHROOM “F” 


This bathroom is suitable for a small home or 
apartment building, and illustrates what can be 
done where space is limited. 

The ^^Modus” tub is a one-piece enameled iron 
fixture and is tiled in at the back and both ends. 
There is an overhead shower and a curtain. 

The “Nova’* lavatory is used with a combina¬ 
tion faucet and a Vitroware soap dish. 

The “Saneto” closet with Vitroware tank, 
a medicine cabinet and a selection of bathroom 
trimmings, complete this very satisfactory room, 
which has been duplicated many tinies and is 
shown again on account of its popularity. 



SIZE 5x7H feet 
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CRANE VITROWARE LAVATORIES 


Vitroware is commonly known as “Two-fired Vitreous China.” It is a clay 
product containing, m addition to the clay, feldspar and flint, which when fired 
in the kiln are thoroughly fused together, making an impervious body. It is the 
most sanitary material known. 

Vitroware is white and easily kept clean, as the surface is extremely smooth 
being practically the same as glass. 

The impervious body and the ease with which it may be cleaned make Vitro¬ 
ware products ideal for the bathroom. 



SPLASH LIP 


r CRANEl 


SECTION OF CRANE VITROWARE LAVATORY 


overflow called to the size and construction of the non-clogging 

nthi? nlwTT = punched on an angle, prevents pieces of soap or 

other obstacles from passing into the overflow. ^ 

whiTe^‘th!ttto^r!^irfim"g' bowl 
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THE “SECURO” WASTE 


The “SECURO” Waste shown in connection with Crane lavatories is a quick¬ 
draining, direct lift pop-up, with extra large unobstructed outlet. 

The quick rush of water from the basin carries practically all the foreign 
matter held in suspension to the trap, leaving the bowl in a sanitary condition. 

This waste will drain the lavatory in approximately seven seconds and is 
simple in design, containing only two moving parts. 

The operating stem is concealed in the overflow, reducing the number of metal 
parts to be kept clean. 

The plug is positively closed by the handle. 
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C 210 


“ELEGIA>» 

VITROWARE LAVATORY 

Crane Elegia ’ Vitroware Pedestal Lavatory with Integral Overflow and 
Splash Lip; Wall Brackets; ^‘Secure^’ Combination Compression Supply and Quick 
Draining Direct Lift Waste Fixture; with All China Cross Handles and China 
Escutcheons and Shampoo Connection on Spout; Supplies to wall with wheel 
Handle Compression Stops; IJ^-inch Trap with Cleanout and Wall Flange; 
All exposed metal parts are Nickel Plated Brass. 

As described, 25x32 inch slab, 12x18x63^ inch bowl.Each $171.00 

Approximate shipping weight, 290 pounds. 
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C 260 


“NOVA” 

VITROWARE LAVATORY 

Crane ‘‘Nova’’ Vitroware Pedestal Lavatory with Integral Spout, Overflow 
and Splash Lip; Wall Brackets; ‘^Securo” Direct Lift Waste with Indexed China 
Knob and China Escutcheon; Combination Compression Supply Valves with 
Indexed four-arm All China Handles and China Escutcheons; Supplies to Wall 
having Compression Stops with Indexed four-arm All China Handles and China 
Escutcheons; 13^ Inch Trap, no Vent, with Cleanout and China Escutcheon. 

All exposed metal parts are Nickel Plated Brass. 


Size Slab.Inches] 21x24 | 22x26 | 23x28 | 24x30 | 24x33 

Size Bowl.InchesI 12x16 1113^x161123^x171 13x18 | 13x20 

As Described.Each | $114.001 $124.001 $130.001 $148.001 $172.00 

Approximate Weights.Pounds | 210 | 235 | 250 | 265 | 280 


MIRROR AND ACCESSORIES, EXTRA. 
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CRANE 



C 264 


“NOVA” 

VITROWARE LAVATORY 

Crane ^^Nova” Vitroware Pedestal Lavatory with Extra Heavy Roll Rim, In¬ 
tegral Overflow and Splash Lip; Wall Brackets; "‘Securo’" Combination Com¬ 
pression Supply and Direct Lift Waste Fixture with Indexed All China Cross 
Handles and China Escutcheons on Valves and Indexed China Knob on Waste; 
Supplies to Wall with Wheel Handle Compression Stops and Wall Flanges; 1}4 inch 
Trap, no vent, with Cleanout and Wall Flanges. All exposed metal parts 
are nickel plated brass. 


Size Slab. 


24x30 1 23x28 | 22x26 | 21x24 

Size Bowl. 


13x18 112^x17 |imxl6| 12x16 

As Described. 

.Each 11168.00i$144.001$126.001$ 120 .001 SI 10 m 

Approximate Weight. 

.Pounds 1 280 | 

265 1 250 1 235 | 210 
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C 270 


“NOVA” 

VITROWARE LAVATORY 

Crane '‘Nova” Vitroware Pedestal Lavatory with Extra Heavy Roll Rim, 
Deep Apron, Integral Overflow and Splash Lip, Wall Brackets; “Agilis” Quick 
Compression Lever Handle Double Basin Faucet with China Handles, Swivel 
Discs and Renewable Seats; “Secure” Direct Lift Waste with Indexed China 
Knob; China Lipped Soap Dish; Supplies to Wall with Wheel Handle Compression 
Stops and Wall Flanges; IJ^-inch “P” Trap, no vent, with Cleanout and Wall 
Flange. All exposed metal parts are Nickel Plated Brass. 


Size Slab.In ches] 24x33 | 24x30 | 23x28 | 22x26 | 21x24 

Size Bowl. Inches! 13x20 I 13x18 1121^x17111Ux16| 1.3v17 

As Described.Each | $160.00 j $137.00! $119.00 j $113 00 j $103.00 

Approximate Weight.Pounds | 280 | 265 | 250 | 235 | 210 
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CRANE 



C 280 


“NOVA” 

VITROWARE LAVATORY 

Crane Vitroware Pedestal Lavatory with Extra Heavy Roll Rim, 

Deep Apron, Integral Overflow and Splash Lip; .Wall Brackets; ‘Telsa^^ Compres¬ 
sion Basin Faucets with Four Ball China Indexed Handles; ^^Securo’^ Quick 
Draining Direct Lift Waste with Indexed China Knob; Supplies to Wall with 
Wheel Handle Compression Stops and Wall Flanges; IJ^-inch Trap with 

Cleanout and Wall Flange. All exposed metal parts are Nickel Plated Brass. 


Size Slab.Inches | 24x33 | 24x30 I 23x28 | 22x26 | 21x24 

Size Bowl.Inches! 13x20 j 13x18 j 12^x171 lUxl6| 13x17 

As Described.Eachj 155.00| 132.00| 114.00| 108.00| 98.00 

Approximate Weight. Pounds | 280 j 265 | 250 | 235 | 210 
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C 300 


“OVATUS” 

VITROWARE LAVATORY 


Crane “OVATUS” Vitroware Pedestal Lavatory with Integral Spout, Overflow 
and Splash Lip, Wall Brackets; “Secure’* Direct Lift Waste with Indexed China 
Knob and China Escutcheons; Combination Compression Supply Valves with 
Indexed Four-Arm All-China Handles and China Escutcheons; Supplies to Wall 
having Compression Stops with Indexed Four-Arm All-China Handles and China 
Escutcheons; 13/^-inch “P” Trap with Cleanout and China Escutcheons. All 
exposed metal parts are Nickel Plated Brass. 


Size Slab.Inches] 22x27 | 24x30 | 24x33 

Size Bowl.Inches! 12x17 | 13x18 j 13x20 

As Described.Each | $124,001 $148. GO | $172.00 

Approximate Weight.Pounds] 200 | 2 25 | 235 


Mirror and Accessories extra. 
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C 304 


“OVATUS” 

VITROWARE LAVATORY 

Crane ''Ovatus’' Vitro ware Pedestal Lavatory with Extra Heavy Roll Rim, 
Deep Apron, Integral Overflow and Splash Lip; Wall Brackets; “Secure” Combi¬ 
nation Compression Supply and Direct Lift Waste with All China Cross Handles 
and China Escutcheons; Supplies to Wall with Wheel Handle Compression Stops 
and Wall Flanges; inch “P” Trap, no vent, with cleanout and Wall Flange 
All exposed metal parts are nickel plated brass. 


Size Slab. 


24x33 

1 24x30 

1 22x27 

Size Bowl. 


13x20 

1 13x18 

1 12x17 

As Described. 


$167.00 

1 $143.00 

1 $125.00 

Approximate Weight. 


235 

i 225 

1 200 
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Size Slab.. . . "TTi TIi^es 1 24x30 | 22x27 | 21x24 

Size Basin.Inches j 13x18x61/2 | 12x16x61/0 | 12x16x6% 

As Described.Each j $140.00 | $124.00 | $110,00 

Approximate Weight.Pounds | 255 | 225 I 210 


Size Slab. 


21x36 

As Described. 


$102.00 

Approximate Weight. . 

,.Pounds 

200 


C 402 


“NOVA” 

VITROWARE 

LAVATORY 

Crane ^^Nova’Witroware Lavatory 
with Integral Spout, Overflow and Splash 
Lip; Porcelain Enameled Iron Concealed 
Brackets; ^ ‘ Securo ’ ^ Quick Draining Di¬ 
rect Lift W.aste with China Knob and 
China Escutcheon; Combination Compres¬ 
sion Supply Valves Avith Four-Arm In¬ 
dexed All-China Handles and China Es- 
cutclieons; Supplies to Wall having Com¬ 
pression Stops with Four-Arm Indexed 
All-China Handles and China Escutch¬ 
eons; li/j-inch Trap with Cleanout 

and China Escutcheon. All exposed metal 
parts are Nickel Plated Brass. 


“NOVA” 
VITROWARE 
DRESSING TABLE 

Crane ^^Nova’’ Vitroware Dressing 
Table, supported on Porcelain Enameled 
Iron Concealed Brackets. All exposed 
metal parts are Nickel Plated Brass. 


C 404 
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C 500 


“VERNON” 

VITROWARE LAVATORY 

Crane 'Ternon^^ Vitroware Lavatory with Integral Overflow, Splash Lip and 
Integral Back, on Single Pedestal Leg; Wall Screws; ^Telsa” Compression Basin 
Faucets; '"Securo” Direct Lift Waste; Supplies to Wall with Wheel Handle Com¬ 
pression Stops; IJ/^-inch Trap with Cleanout and Wall Flange. All exposed 
metal parts are Nickel Plated Brass. 


Size Slab. . 

Size Basin. 

Height Back. 

As Described. 

Approximate Weight.,, 


. Inches| 21x24 | 18x20 

. Inches j13xl7x6Ji 111x14x61^ 
.Inches | 7 | 6 

..Each| $94 00 | $73.00 

Pounds I 190 I 160 
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C 590 


“REVERE” 

VITROWARE LAVATORY 

Crane ^^Revere^* Single Leg Round Front Vitroware Lavatory with 7 inch 
Integral Back, and Integral Overflow; Wall Brackets; ^‘Telsa^’ Compression Basin 
Faucets with Four Ball Handles and China Indexes; ‘‘Secure’^ Quick Draining 
Direct Lift Waste with Indexed China Isjiob, Supplies to Wall with Wheel Handle 
Compression Stops and Wall Flanges; inch Trap, no vent, with Clean¬ 
out and Wall Flange. All exposed metal parts are Nickel Plated Brass. 


Size Slab. 

.Inches 

20x24 

As Described. 


$96.00 

Approximate Weight. 


175 
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CRANE 



C600 


“IDALIA” 

VITROWARE LAVATORY 


Crane Idalia” Vitroware Lavatory with Integral Overflow, Splash Lip and 
Single Vitroware Pedestal Leg; Wall Brackets; “Agilis” Quick Compression 
Lever Handle Double Basin Faucet with China Handles, Swivel Discs and 
Renewable Seats; “Secure” Direct Lift Waste with Indexed China Knob- 
‘Crane” China Lipped Soap Dish; Supplies to Wall with Wheel Handle Com’ 
pression Stops and Wall Flanges; Hi inch “P” Trap, no vent, with Cleanout 
and Wall Flange. All exposed metal parts are Nickel Plated Brass 


Size Slab. 

Size Bowl. 

As Described. . 

Approximate Shipping Weight 


Inches| 

21x24 

! 18x20 

Inches| 

13x17 

1 11x14 


JbJachl $85 00 | $73.00 


Pounds I 160 I 150 
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“HERMITAGE” 
VITROWARE LAVATORY 

Crane ^‘Hermitage’’ Vitroware 
Lavatory with 4 inch Integral Back, 
Integral Overflow and Concealed 
Hangers; Wall Screws; Patent Over¬ 
flow Plug; Chain Stay, Chain and 
Rubber Stopper; ^‘Triumph, Jr.” 
Ball Bearing Self-Closing Basin Fau¬ 
cets with Four Ball China Indexed 
Handles; Supplies to Wall with 
Wheel Handle Compression Stops 
and Wall Flanges; inch 
Trap, no vent with Cleanout and 
Wall Flange. All exposed metal 
parts are Nickel Plated Brass. 


Size Slab.Inches | 133/^x26 

Size Bowl.Inches | 163^x93^ 

As Described. Each | S61.00 

With Chain and Chain Stay Bolt only.Each | 38.00 

Approximate Weight.Pounds j 80 


“CLIFTON” 

VITROWARE LAVATORY 

Crane ^‘Clifton” Vitroware Corner 
Lavatory with 6 inch Integral Back, 
Overflow and Splash Lip; Wall Brack¬ 
ets; ^^Secure” Quick Draining Direct 
Lift Waste with China Knob; 
‘‘Telsa” Compression Basin Faucets 
with Four Ball China Indexed Han¬ 
dles; Supplies to Wall with Wheel 
Handle Compression Stops and Wall 
Flanges; IJi inch Trap, no 

vent, with Cleanout and Wall 
Flange. All exposed metal parts are 
Nickel Plated Brass. 


C 680 


Size Slab. 


16Mxl6J^ 

1 lOMxlOJ^ 

Size Bowl. 


12x15 1 

12x15 

As Described. 


*74.00 1 

$102.00 

With “Secure” Waste onlv. 


60.00 1 

88.00 

Approximate Weight. 


125 1 

150 
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CRANE 


“CLERMONT” 
VITROWARE LAVATORY 

Crane ^‘Clermont’^ Vitroware 
Straight Front Lavatory with 
Integral Back, Overflow and Soap 
Depression, and Splash Lip; Con¬ 
cealed Wall Hanger and Support¬ 
ing Screws; ^‘Securo” Quick Drain¬ 
ing Direct Lift Waste with China 
Knob; ^‘Telsa Jr.” Compression 
Basin Faucets with Four Ball Han¬ 
dles and China Indexes; Supplies 
to Wall with Wheel Handle Com¬ 
pression Stops and Wall Flanges; 
IM inch Trap, no vent, with 
Cleanout and Wall Flange. All 
exposed metal parts are Nickel 
Plated Brass. 


Size Slab. 

Size Bowl. 

height of Back.. 

As Described. 

jPrice with ^^Securo” Waste'only 

Approximate Weight. 


“CLERMONT” 
VITROWARE LAVATORY 

Crane “Clermont” Vitroware 
Straight Front Lavatory with 
Integral Back, Overflow and Soap 
Depression, and Splash Lip; Con¬ 
cealed Wall Hanger and Support¬ 
ing Screws; Patent Over Flow Plug; 
Chain Stay, Chain and Rubber 
Stopper; “Triumph Jr.” Self-Clos¬ 
ing Basin Faucets with Four Ball 
Handles and China Indexes; Sup¬ 
plies to Wall with Wheel Handle 
Compression Stops and Wall 
Flanges; 1J4 inch “P” Trap, no 
vent, with Cleanout and Wall 
Flange. All exposed metal parts 
are Nickel Plated Brass. 


C 770 


Slab. .. 

18x20 

bize Bowl,,......... 

11x14 

Height of Back.. 

6 

As Described.. 

$59.00 

Price with Chain Stay only. Pach 

41.00 

Approximate Weight. PmmHcs 

110 


Can also furnish to order 21x24 inch with 7 inch back. 



. Inches 


18x20 


. Inches 


11x14 


Inches 


6 


.Each 


$59.00 


.Each 


. Pounds 


45.00 


110 
































































CRANE 


347 



C 820 


“OLIVER” VITROWARE LAVATORY 

Crane Oliver’^ Vitroware Round Front Lavatory with 8-inch Integral Back, 
Overflow and Soap Depression; Basin 8 inches deep inside; Concealed Wall 
Hanger and Supporting Screws; '‘Secure’' Quick Draining Direct Lift Waste 
with China Knob; "Triumph Jr.” Self-closing Basin Faucets with Four Ball 
Handles with China Indexes; Supplies to Wall with Wheel Handle Compression 
Stops and Wall Flanges; li^-inch "P” Trap, no vent, with Cleanout and Wall 
Flange. All exposed metal parts are Nickel Plated Brass. 


Size Slab. 


19x20}^ 

Size Bowl. 


12x15x8 

As Described. 


S78.00 

With “Securo” Waste only. 


60.00 

Approximate Weight. 


130 
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CRANE 




“ARCUS” VtTROWARE LAVATORY 

WITH SECURO DIRECT LIFT WASTE 


Crane ‘‘Arcus’’ Vitroware Round 
Front Lavatory with Integral Back, 
Overflow, Soap Depression, and Con¬ 
cealed Hangers; Wall Supporting 
Bolts; “Securo” Quick Draining 
Direct Life Waste with China Knob 
and China Escutcheon; “Telsa Jr.” 
Compression Basin Faucets with 
Four-Ball China Indexed Handles; 
1^4-inch Trap with Cleanout 

and Wall Escutcheon. All exposed 
metal parts are Nickel Plated Brass. 


As Described. 

Each 1 $39.00 

DIMENSIONS 

Size Slab ....Inches 

1 15x18 

Size Basin . . .Inches 

1 10x15x6 Deep 

Height Back..Inches 

1 5 


C 860 


“ARCUS” VITROWARE LAVATORY 

WITH CHAIN AND RUBBER STOPPER 


Crane ‘ ‘ Arcus ’ ’ Vitroware Round 
Front Lavatory with Integral Back, 
Overflow, Soap Depression and Con¬ 
cealed Hangers; Wall Supporting 
Bolts; Patent Overflow Plug with 
Chain Stay, Chain and Rubber Stop¬ 
per ; ‘ ‘ Telsa Jr. ” Compression Basin 
Faucets wdth Four-Ball China In¬ 
dexed Handles; li/4-inch ‘<P’^ Trap 
with Cleanout and Wall Escutcheon. 
All exposed metal parts are Nickel 
Plated Brass. 


As Described. 

Each 1 $31.00 

DIMENSIONS 

Size Slab....Inches 

1 15x18 

Size Basin .. .Inches 

1 10x15x6 Deep 

Height Back..Inches 

1 5 


C 864 
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C 966 

Crane ‘^AGILIS’’ Quick Compres¬ 
sion Double Basin Faucet with 
Indexed China Lever Handles; ‘ ^Aqua’ ’ 
Self-Closing Ice Water Faucet with 
Indexed China Lever Handle; and 
^‘Secure” Quick Draining Direct Lift 
Waste with Indexed China Knob. 


C 952 

Crane ^^SECURO” Combination 
Compression Supply and Quick Drain¬ 
ing Direct Lift Waste Fixture with In¬ 
dexed Four-Arm All-China Handles 
and China Escutcheons on Valves; In¬ 
dexed China Knob on Waste and 
Shampoo Connection on Spout. 


C 956 

Crane *‘SECURO” Combination 
Quick Compression Supply and Quick 
Draining Direct Lift Waste Fixture 
with Indexed China Lever Handles 
and China Escutcheons on Valves, In¬ 
dexed China Knob on Waste and 
Shampoo Connection on Spout. 


C 968 


Crane ^^AGILIS” Quick Compres¬ 
sion Double Basin Faucet with Index¬ 
ed China Lever Handles; Crane China 
Lipped Soap Dish and ^‘Securo” 
Quick Draining Direct Lift Waste with 
Indexed China Knob. 




C 950 

Crane ^^SECURO” Combination 
Compression Supply and Quick Drain¬ 
ing Direct Lift Waste Fixture for Lav¬ 
atories with Integral Spout, with In¬ 
dexed Four-Arm All-China Handles 
and China Escutcheons on Valves and 
Indexed China Knob and China Es¬ 
cutcheon on Waste. 


C 954 


‘‘SECURO” Combination 
Compression Supply and Quick Drain¬ 
ing Direct Lift Waste Fixture with 
Five-Ball China Indexed Metal Han¬ 
dles and Metal Escutcheons on Valves, 
Indexed China Knob on Waste and 
Shampoo Connection on Spout. 
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CRANE 





C 980 

Crane ^‘Telsa’^ Compression Basin 
Faucets with Indexed Four-Arm All- 
China Handles; and ^‘Securo" Quick 
Draining Direct Lift Waste with In¬ 
dexed China Knob. 


C 984 

Crane '‘Agilis’' Quick Compres¬ 
sion Basin Faucets with Indexed China 
Lever Handles; and ‘^Securo’^ Quick 
Draining Direct Lift Waste with In¬ 
dexed China Knob. 


C 988 

Crane “ Triumph ” Self - Closing 
Basin Faucets with Four-Ball China 
IndexedAletal Handles; and ^‘Secure” 
Quick Draining Direct Lift Waste 
with Indexed China Knob. 


Crane ‘^Telsa Jr.” Compression 
Basin Faucets with Four-Ball China 
Indexed Metal Handles; and Crane 
Improved Chain Stay with Chain and 
Rubber Stopper. 


C 982 

Crane ^^Telsa Jr.” Compression 
Basin Faucets with Four-Ball China 
Indexed Metal Handles; and “Secure” 
Quick Draining Direct Lift Waste 
with Indexed China Knob. 


C 990 

Crane “ Duo ” Compression and 
Self-Closing Basin Faucets with Four- 
Ball China Indexed Metal Handles, 
furnished with Self-Closing Faucet on 
Cold Water Supply and Compression 
Faucet on Hot Water Supply or re¬ 
versed; and with “Secure” Quick 
Draining Direct Lift Waste with In¬ 
dexed China Knob. 
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“LITERA” 
VITROWARE 
DENTAL LAVATORY 

Crane ^^Litera” Vitroware Flushing 
Rim Round Front Lavatory with 6 inch 
Back, 4 inch Shelf, inch Trap, Waste 
Strainer and Spout, all made integral 
with Basin, supported on Concealed Wall 
Hangers; Wall Screws; Combination 
Compression Supply Fixture with All 
China Handles and China Escutcheons; 
Supplies to Wall having stops with All 
China Handles and Wall Flanges; 
inch Waste Outlet Connection. All ex¬ 
posed metal parts are nickel plated brass. 


Length over all. 

.Inches 1 16 

Width. . 


Back. 


Basin. 


As Described. 

.Eachl S65.00 

Approximate Weight. 

.Pounds 1 100 


“DENTUS” 

VITROWARE LAVATORY 

Crane ^^Dentus’^ Vitroware Dental 
Lavatory with Integral Flushing Rim, 
on Concealed Hangers; Quick Compres¬ 
sion Goose-neck Supply Fixture with 
Indexed China Lever Handles and 
China Escutcheons, Supplying Flushing 
Rim and Bowl; Supplies to Wall with 
Loose Key Stops and Wall Flanges; 
Waste Strainer; inch Trap, no 
vent with Cleanout and Wall Flange. 
All exposed metal parts are nickel 
plated brass. 


C 1220 


Size. 

.Inches| 

13x14 

As Described. 


$65.00 

Approximate Weight. 


50 




C 1210 
































As described, four 16xl8-inch Basins, less Vent and Waste Pipes |~|225 00 

Approximate Weight... ^ 45 ~ 


352 


CRANE 


“MONROE” 

VITROWARE LAVATORIES 


Crane '‘Monroe” Vitroware Roll Rim Round Front Lavatories with Integral 
Soap Depression and Overflow; Painted White Enamel Cast Iron Supporting 
Frames with Adjustable Brackets, Bolts and Rods, arranged to support Lavatories 
in Double Battery; Chain Stays, Chains and Rubber Stoppers; “Triumph” Ball 
Bearing Self-closing Basin Faucets; IJ-inch Galvanized Iron Drainage “P” Traps 
with Cleanout. All metal parts above basin are Nickel plated Brass. 


C 1500 


In ordering, state number of Basins desired in each battery. 





















As described, three 16x18 inch Basins, less Vent and Waste Pipes.| $192 .00 

Approximate weight.Pounds | 200 
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C 1510 

“MONROE” 

VITROWARE LAVATORY 

Crane ^‘Monroe’^ Vitroware Roll Rim Round Front Lavatory with Integral 
Soap Depression and Overflow; Painted White Enameled Cast Iron Supporting 
Frames with Adjustable Brackets, Bolts and Rods, arranged to Support Lava¬ 
tories in Single Battery; ''Secure’' Direct Lift Waste; "Triumph” Ball Bearing 
Self-closing Basin Faucets; IJ^ inch Galvanized Iron Drainage "P” Traps with 
Cleanout. All parts above basin are polished and nickel plated. 


In ordering state number of basins desired in each battery. 
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CRANE 



“BARRACKS” 

VITROWARE OR PORCELAIN LAVATORIES 


Crane ^^Barracks^’ Vitroware or Porcelain Lavatories with Integral Overflow 
and Soap Depression; Galvanized Iron Adjustable Supporting Leg with Frame to 
Wall; Overflow Grids, with Chain Stays, Chains and Rubber Stoppers; ‘‘Telsa'' 
Rough Nickel Plated Compression Wash Sink Faucets; 1^4 inch Nickel Plated 
Brass Continuous Waste with 2 inch ^^S” Trap to Floor with Cleanout. 

As described, less Galvanized Supply Pipes and Pipe Supports. 


Three 18x21 inch Lavatories, 6)^ inches deep, Vitroware.| $208.00 

Porcelain, Special Selection.j 162.00 

Porcelain, Regular Selection.| 154,00 

Approximate Weight.Pounds | 425 


When ordering, state if Vitroware or Porcelain Lavatories are wanted. Special 
or Regular Selection. 
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C 1800 


VITROWARE 
MANICURE TABLE 

Crane Vitroware Manicure Table with Center Bowl, Integral Supply Spout and 
Overflow on Vitroware Pedestal; Wall Brackets; Combination Compression Supply 
and Lift Waste Fixture with Indexed All China Handles on Valves and Waste; 
Supplies to Wall with Loose Key Stops and Wall Flanges; 1}4 inch Trap, no 
vent, with Cleanout and Wall Flange. All Exposed metal parts are nickel plated 
brass. 

As Described, 18x32 inch Slab, 63^x63^x3^ inch Bowl.Each $192.00 

Approximate shipping weight 175 pounds. 
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CRANE 



C 1870 


“OVATUS” 

VITROWARE BARBER LAVATORY 

Crane "Ovatus” Vitroware Barber Bavatory, with Integral Overflow and 
Splash Lip; Plain Pedestal; Wall Brackets; “Secure” Quick Draining Direct 
Lift Waste with China Knob and Removable Plug; Combination* Quick Com¬ 
pression Double Basin and Shampoo Fixture with Indexed China Handles; Crane 
China Lipped Soap Dish; Supplies to Wall with Wheel Handle Compression 
Stops and Wall Flanges; IVs-inch “P” Trap, no vent, with Cleanout and Wall 
Flange. All exposed metal parts are Nickel Plated Brass. 



24x30 

22x27 

Wize Bowl.Inches! 13x20 

As Described.Each I $172 00 

13x18 

12x17 

Approximate Weight.Pounds | 235 

«P-L4:0 . UU 

225 

$130.00 

200 
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C 1900 


ENAMELED IRON 
DOUBLE BARBER LAVATORY 


Crane Enameled Iron Double Barber Lavatory on Enameled Pedestals; Four 
Special Fuller Basin Faucets with China Indexed Handles; Double Shampoo 
Cock, Perfect Wastes with Indexed China Knobs; Combination Hot and Cold 
Water Shampoo Cock; Supply Pipes to Floor, with Wheel Handle Stops, and 
Floor Escutcheons; 1inch Anti-Syphon Trap with Waste to Floor. All exposed 
metal parts nickel plated brass. 


Slab Nominal Size. ... 

Bowls. . 

As Described. 

Approximate Weight.. 


■ Inches I 26x46 

■ Inches I 14x18 

■ Each I $231.00 

Pounds I 480 
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CRANE 



C 2002 


“MAJESTIC’’ 

ENAMELED IRON LAVATORY 

Crane '‘Majestic” Porcelain Enameled Iron Pedestal Lavatory; "Secure” 
Combination Compression Supply and Quick Draining Direct Lift Waste Fixture 
with Shampoo Connection; Four-Arm Indexed All-China Handles and China 
Escutcheons; Supplies to Wall with Wheel Handle Compression Stops and Wall 
Escutcheons; 1 }^ inch P * Trap with Cleanout and Wall Escutcheon. All exposed 
metal parts are Nickel Plated Brass. 


Size Slab. 


22x27 

Size Bowl. 


14x 18 

As Described. 


$84.00 

Approximate Weight. 


235 
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C 2010 

“MAJESTIC’’ 

ENAMELED IRON LAVATORY 

Crane '‘Majestic'' Porcelain Enameled Iron Pedestal Lavatory; “Telsa" 
Compression Basin Faucets with Indexed All China Handles; “Securo" Direct 
Lift Waste with Indexed China Knob; Supplies to Wall with Wheel Handle Com¬ 
pression Stops and Wall Flanges; inch “P" Trap with Cleanout and Wall 
Flange; all exposed metal parts are nickel plated brass. 


Size Slab. 


20x24 

1 22x27 

Size Bowl. 


12x 16 

1 13x17 

As Described. 

. . .Each I 

$76.00 

1 $83.00 

With “Securo" Waste only... 

. .Each I 

55.00 1 

63.00 

Approximate Weight. 

Pounds I 

220 

1 235 
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CRANE 


C 2020 


“MAJESTIC” 

ENAMELED IRON LAVATORY 

Crane “Majestic” Enameled Iron Pedestal Lavatory; Patent Overflow Waste 
Plug, Chain Stay, Chain and Stopper; “Telsa, Jr.” Compression Faucets, with Four 
Ball Handles with China Indexes; Supply Pipes to Wall with Wheel Handle Com¬ 
pression Stops and Wall Flanges; IM inch “P” Trap, no Vent, with Cleanout 
and Wall Flange. All exposed metal parts are Nickel Plated Brass. 


Size slab... 

Size bowl. 

As described. 

Without fittings. 

Approximate weight 


Inches| 20x24 | 22x27 

■ Inches I 12x15 | 14x18 

. .Each|$64.00 |$71.00 

■ Eachl 47,00 I 54 00 

Pounds I 220 235 
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“NEVADA’’ ENAMELED 
IRON LAVATORY 

Crane ^‘Nevada’’ Porcelain 
Enameled Iron One-Piece Lavatory 
with 12 inch Back and Concealed 
Hangers; ‘‘Telsa’^ Compression 
Basin Faucets, with Four Ball 
Handles and China Indexes; ^^Se¬ 
cure” Direct Lift Waste with In¬ 
dexed China Knob; Supplies to Wall 
with Wheel Handle Compression 
Stops and Wall Flanges; 1J4 inch 
‘T’^ Trap with Cleanout and Wall 
Flange. All exposed metal parts 
are nickel plated brass. 


bize blab. Inches | 20x24 

Size Bowl. Inches I 12x15 

Height Back. Inches | 12 

As Described .. .Each |$55.00 

With *^Securo’^ Wa ste only.Each | 38 .00 

Approximate Weight.Pounds | 135 


“NEVADA’’ ENAMELED 
IRON LAVATORY 

Crane “Nevada^^ Porcelain En¬ 
ameled Iron One-Piece Lavatory 
with Integral Back and Concealed 
Hangers; ^‘Telsa, Jr.’^ Compression 
Basin Faucets with Four Ball Han¬ 
dles and China Indexes; Chain Stay, 
Chain and Stopper; Supplies to Wall 
with Wheel Handle Compression 
Stops and Wall Flanges; 134 inch 
“P’’ Trap with Cleanout and Wall 
Flange. All exposed metal parts are 
nickel plated brass. 




^ze blab ..Inches | 17x21 | 18x24 | 20x24 | 22x27 

Inches I 11x14 | 12x15 | 12x15 I 14x18 

Height Back.Inches] 8 | 10 | 12 | 12 

As Described.. Each | $41,00 | $46.00 | $51,00 | $69,00 

Without Fittings.Each I 19 00 | 24.00 1 30,00 | 4 8.00 

Approximate Weight.Pounds | 100 | 125 | 145 | 175 
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CRANE 



C 2240 


“NORFOLK” 
ENAMELED IRON 
LAVATORY 

Crane “Norfolk” Porcelain En¬ 
ameled Iron One Piece Lavatory 
with Integral Back, and Concealed 
Wall Hangers; “Telsa Jr.” Com¬ 
pression Basin Faucets with Four 
Ball China Index Handles; 
“Secure” Direct Lift Waste with 
Indexed China Knob;Supplies to 
Wall with Wheel Handle Compres¬ 
sion Stops and Wall Flanges; 
114-inch “P” Trap, no vent, with 
Cleanout and Wall Flange. All 
exposed metal parts are Nickel 
Plated Brass. 


DIMENSIONS 


Size Slab. 

Size Bowl. ~ 

Height Back. 

As Described. 

With “Secure” Waste Only 

Approximate Weight.' 


.Inches| 18x21 

. Inches j 1034x1614 

.Inches| 8 

..Each| S40.00 

..Each I 27.00 

Pounds I 95 



Size blab . ^Inches] 17x19 j 18x21 | 19x24 

Size Bowl .Inches I j 101^^ x1614 I 12x15 

Height Back. Inches I 6 i-8-F lo 

As Described. .Each| $33,00 | $36.0 0 ($42.00 

Without Fittings. .Each| 20.00 j 23.00 | 29 00 

Approximate Weight.Pounds| 80 I 95-~ ii ^ 


“NORFOLK” 
ENAMELED IRON 
LAVATORY 

Crane “Norfolk” Porcelain En¬ 
ameled Iron One-Piece Lavatory 
with Integral Back, Patent Over¬ 
flow, Waste Plug, Chain Stay, 
Chain and Rubber Stopper, and 
Concealed Wall Hangers; “Telsa” 
Compression Basin Faucets with 
Four Ball Handles and China In¬ 
dexes; Supplies to Wall Wheel Han¬ 
dle Compression Stops and Wall 
Flanges; 134-inch “P” Trap, no 
vent, with Cleanout and Wall 
Flange. All exposed metal parts 
are Nickel Plated Brass. 


DIMENSIONS 
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“KENT” 


ENAMELED IRON LAVATORY 


Crane ‘‘Kent” Enameled Iron 
Corner Lavatory, with 8 inch In¬ 
tegral Back, Overflow and De¬ 
pressed Soap Cup; Concealed Wall 
Hangers; Waste Plug, Chain Stay, 
Chain and Rubber Stopper; “Telsa, 
Jr.” Compression Faucets with 
Four Ball Handles and China In¬ 
dexes; Supplies to Wall with Wall 
Flanges; 134 ii^ch “P” Trap with 
Cleanout and Wall Flange. All 
exposed metal parts are Nickel 
Plated Brass. 


Length on Side. . . 

..Inches 1 

19 

Bowl. 

.. Inches! 11x14 

As Described. 

. Each 1 $41.00 

Without Fittings. . 

. . .Each! 

24 00 

Approximate Weight Pounds | 

115 


C 2320 


“KENMAR” 


ENAMELED IRON LAVATORY 


Crane “Kenmar” Porcelain 
Enameled Iron One Piece Corner 
Lavatory, with 6 inch Integral 
Back and Concealed Wall Hangers; 
Waste Plug, Chain Stay, Chain 
and Rubber Stopper; “Telsa, Jr.” 
Compression Basin Faucets with 
Four Ball Handles and China In¬ 
dexes; Supplies to Wall with Wheel 
Handle Compression Stops and 
Wall Flanges; inch “P” Trap, 
no vent with Cleanout and Wall 
Flange. All exposed metal parts 
are Nickel Plated Brass. 


Length on Side.... 

.. Inches | 16^ 

Bowl. 

Inches! 11x14 

As Described. 

. -Each!$37^ 

Without Fittings.. 

. .Each! 21.00 

Approximate Weight Pounds! 105 


C 2330 

































364 


CRANE 




“EATON” 


ENAMELED IRON LAVATORY 


“RUGBY” 


ENAMELED IRON LAVATORY 


C 2348 


Crane ‘‘Eaton’^ Porcelain 
Enameled Iron One Piece Corner 
Lavatory with 6 inch Integral 
Back; Patent Overflow Waste 
Plug; Chain Stay, Chain and Rub¬ 
ber Stopper and Concealed Wall 
Hangers; “Telsa, Jr.” Compres¬ 
sion Basin Faucets with Four Ball 
Handles and China Indexes; Supply 
Pipes to Wall; inch “P” Trap, 
no vent with Cleanout and Wall 
Flange. All exposed metal parts 
are Nickel Plated Brass. 


Length on Side.... 


16H 

Bowl. 

. Inches 1 11x14 

As Described. . . 

. .Each|$32.00 

Without Fittings. . 

. . .Each| 

17.00 

Approximate Weight Pounds 1 

90 


Crane “Rugby” Enameled Iron 
Corner Lavatory with 5 inch In¬ 
tegral Back, Overflow and De¬ 
pressed Soap Cup; Concealed Wall 
Hanger; Patent Overflow Waste 
Plug, Chain Stay, Chain and Rub¬ 
ber Stopper; “Telsa, Jr.” Compres¬ 
sion Basin Faucets with Four Ball 
Handles and China Indexes; Supply 
Pipes to Wall; 1}4 inch “P” Trap 
with Cleanout and Wall Flange. 
All exposed metal parts are Nickel 
Plated Brass. 


Length on Side.... 


15 

Bowl. 


12 

As Described. 

.. .Each|$26.00 

Without Fittings. . 

.. .Each| 

12.00 

Approximate Weight Pounds | 

70 


C 2360 
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“FAIRFAX” 

ENAMELED IRON LAVATORY 


Crane ^‘Fairfax’^ Porcelain 
Enameled Iron One Piece Lavatory 
with Integral Back; Depressed 
Soap Cup in Slab; Patent Over¬ 
flow Waste Plug; Chain Stay, 
Chain and Rubber Stopper, and 
"Concealed Wall Hangers; ''Telsa 
Jr.’' Compression Basin Faucets 
with Four Ball Handles and China 
Indexes; Supplies with Wheel Han¬ 
dle Compression Stops and Wall 
Flanges; lii inch 'T” Trap, no 
vent, with Cleanout and Wall 
Flange. All exposed metal parts 
are Nickel Plated Brass. 


C 2400 


Size Slab.... Inches 

17x19 

1 18x21 

Size Bowl. . . Inches 

11x14 

1 12x15 

Height Back.Inches 

6 

1 "r" 

As Described..Each 

$30 00|$32 00 

Without Fittings 

15 00 

17.00 

Approx. Wt. Lbs.. . | 

75 1 

90 



“WILTON” 

ENAMELED IRON LAVATORY 

Crane ‘Wilton” Enameled Iron 
Lavatory, with 5 inch Integral 
Back, Overflow, and Depressed 
Soap Cup; Concealed Wall Hanger; 

Patent Overflow Waste Plug, 

Chain Stay, Chain and Rubber 
Stopper; “Telsa Jr.” Compression 
Faucets, with Four Ball Handles 
and China Indexes; Supplies to 
Wall with Wall Flanges; 1}4 inch 
“P” Trap with Cleanout and Wall 
Flange. All exposed metal parts 
are Nickel Plated Brass. 


Size Slab. 

Inches 1153^x14 

Size Bowl. 

. Inches 1 12 

As Described 

Each 1 $22.00 

Without Fittings. 

. Eachl 13.00 

Approx. Weight. . 

. Pounds 1 60 


C 2410 
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CRANE 



C 2580 


ENAMELED IRON WASH SINK 


„n P«^"f Porcelain Enameled Iron Wash Sink, 30 inches wide, Enameled Inside, 
PedesU s, Painted Iron Pipe Supports; “Telsa” Rough Nickel 
^?"Prc®|,*on Sink Faucets with 3-inch Shampoo; Nickel Plated Waste 
Strainer, Liquid Soap Storage Tank with Nickel Plated Brass Supply with Shut¬ 
off under Tank; Nickel Plated Brass Push Button Liquid Soap "Valves; Pipe 
Supports for Liquid Soap Pipe; IJ^-inch Galvanized Iron Drainage‘‘P” Trap with 


P®"Sth.. 

1 4 

1 .5 1 

As described, less Stops, Supply, "Vent and Waste Pipe | 

1$140.00 

$159.00 

$188 00 

Approximate Weight. PoiinH< 5 | 

1 330 1 

I 365 1 

\ 400 


In ordering, state length of Sink desired. 
4 Faucets, and 6 foot Sinks with 6 Faucets. 


4 and 5 foot Sinks are fitted with 
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C 2640 


ENAMELED IRON WALL PATTERN WASH SINK 

Crane Porcelain Enameled Iron One-Piece Roll Rim Wash Sink, 18 inches 
wide, Enameled Inside, with 8 inch Integral Back, Concealed Hangers; Nickel 
Plated Waste Strainer; IJ inch Nickel Plated Trap to Wall with Cleanout 
and Wall Flange; ^^Telsa^’ Rough Nickel Plated Double Compression Wash Sink 
Faucets with 3-inch Cast Brass Sprays and Removable Faces; Galvanized Iron 
Soap Dishes. 


Length.Feet| 3 | 4 | 5 | 6 

As Described.Each|$68.00 |$81.00 !$94.00 |$109.00 

Approximate Weight.Pounds! 150 | 180 | 200 | 225 


In ordering, state length of Sink desired; 3, 4 and 5 foot sinks are fitted with 2 
Faucets and 6 foot Sinks with 3 Faucets. 
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C 2852 


“CORONET” 

WHITE PORCELAIN BATH 

’ Porcdain Bath, for Right Hand Corner, Glazed White 

w * . Outside, Concealed Combination Compression Top Bell Supply and 

China Handles and China Escut- 
“Cnine” Concealed Temperature Regulating 
Valve, Curtain Rod White Duck Curtains, Chains and Hooks. All exposed 
metal parts are Nickel Plated Brass. pu»eu 


Nominal Sizes. . 

As Described, Regular Selection 

As Described, Special (Selection 
Approximate Weigjht."T 


• •■Feetl 5 | 5K 

Each I$331.001$341 .00 

T Each I 375 .001 393 OO" 
bounds I 1150 I 1190~ 


6 

$370 00 

425.00 

1300 


Nickel Plated Brass Hand Rails, Extra. 

The '^Coronet’^ Bath is also furnished for Left Hand Corner 
always state if for Right or Left Hand Corner. 


When ordering 
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C 2854 


‘‘CHANDOS” 

WHITE PORCELAIN BATH 

Crane ^^Chandos'^ White Solid Porcelain Corner Bath, Glazed White Inside 
and Outside, to build in at Back, End and Floor; Concealed Combination Com¬ 
pression Top Bell Supply and Waste Fixture with Indexed all China Handles and 
Metal Escutcheons. All exposed metal parts are Nickel Plated Brass. 


Size. 

As Described, Regular Selection.. 

.1$259.001$275.00 

As Described, Special Selection. 

AnurnYiTTinfp wpiorVif’ 


323.00 

W 1/. 


1220 


Nickel Plated Hand Rails, Extra. 


The ^^Chandos’^ Bath can also be furnished for left hand corner. When order¬ 
ing, always state if for Right or Left Hand Corner. 


See Page 376 for information for installing Concealed Bath Fixtures. 
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C 2910 


“RECESS” 

WHITE PORCELAIN BATH 

Crane '‘Recess’' White Porcelain Bath, to tile in on Three Sides and Base, 
Glazed White Inside and Outside; Concealed Combination Compression Top Bell 
Supply and Waste Fixture with Four Arm Indexed All China Handles and China 
Escutcheons. All exposed metal parts are Nickel Plated Brass. 


Nominal Sizes. 

. . Feet 1 5 | 

514 1 6 

As Described, Regular Selection. 

.Each 1$242.001$256.001$284.00 

As Described, Special Selection. 

Eachl 281.001 300.001 334.00 

Approximate Weight. 


1225 1 1300 


Nickel Plated Brass Hand Rails, extra. 

Can be furnished with Waste and Fixtures at either Right Hand End as shown 
or Left Hand End. Always specify which is wanted. 




























“LINOVUS” 

WHITE PORCELAIN BATH 

Crane ‘^Linovus^^ Light-Weight Solid Porcelain Corner Bath, Glazed White 
Inside and Outside, to build in at Back, End and Floor, Concealed Combination 
Compression Top Bell Supply and Waste Fixture with Four Arm Indexed All 
China Handles and China Escutcheons. All exposed njetal parts are Nickel 
Plated Brass. 


Nominal sizes. 


5 1 

5V9 

As described, Regular selection. 

.Each! $227,001 $243.00 

As described, Special selection. 


264.00! 

284.00 

Approximate weight. 

.Lbs.l 

950 1 

1000 


Vitroware Hand Rails, extra. 


The ^^Linovus^^ Bath can also be furnished for Left Hand Corner or for Recess 
with Fixtures in either End. When ordering, always state if for Right or Left 
Hand Corner. 

DIMENSIONS 


/ 


Width over rim 
Depth inside... 
Height. 


29 Inches 
17 Inches 
19}^ Inches 
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C 3040 


“LINOVA” 

WHITE PORCELAIN BATH 


Crane “Linova” Light-Weight Solid Porcelain Recess Bath wi.-* 

Ins.de and Outside to build in at Back, Two Ends and Floor; 

on Compression Top Bell Supply and Waste Fixture with Indexed All China 
Handles and China Escutcheons on Valves and Waste. “ 


Nominal Sizes. 


.Feet 


.Each 


As Described, Regular Selection. 

As Describ ed, Special Selection .- j- 

Approximate Weight — .^-J^acn 

•— -^...Pounds 


514 


S216.00|$229.00 


254.001 270.00 


900 


950 


Hand Rails, extra. 

1. furnished with Waste and Fixtures at either left 

hand end as shown, or right hand end. Always specify which i 


IS wanted. 


DIMENSIONS 


Width Over Rim 
Depth Inside.... 
Height. 


29 Inches 
17 Inches 
19J^ Inches 
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WHITE PORCELAIN SITZ BATH 



C 3106 


Crane White Porcelain Sitz 
Bath on Base; to build into wall at 
Back; Glazed White Inside and 
Outside; Combination Compres¬ 
sion Bell Supply and Waste Fixture 
with Indexed Four Arm Metal 
Handles on Valves and China In¬ 
dex on Waste. All exposed metal 
parts are Nickel Plated Brass. 


As described, regular selec¬ 

tion^.Each 


$143.00 


Special selection.Each | 16 6.00 

Approximate weight .Lbs.l 445 


DIMENSIONS 


Length. 30 Inches 

Height at back. 21 Inches 

Width.27 Inches 

Front. 15 Inches 


WHITE PORCELAIN FOOT BATH 


Crane White Porcelain Foot 
Bath on Base; Glazed White In¬ 
side and Outside; Combination 
Compression Bell Supply andWaste 
Fixture with Indexed Four Arm 
Metal Handles on Valves and China 
Index on Waste. All exposed metal 
parts are Nickel Plated Brass. 


As described, regular se¬ 
lection.Each 

$ 90.00 

Special selection.Each | 

100.00 

Approximate weight .Lbs.l 

250 


DIMENSIONS 

Length.25 Inches 

Width. 21 Inches 

Height. 14 Inches 



C 3126 
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CRANE 


ENAMELED IRON SITZ BATH 



Crane Enameled Iron Sitz Bath 
on Painted Iron Base; Compression 
Bell Supply and Waste Fixture with 
Five Ball China Indexed Handles 
on Valves and China Indexed Knob 
on Waste. All exposed metal parts 
are nickel plated brass. 


As Described, Enameled 
Inside only.Each 

$160.00 

Approximate Weight... 
. Pounds 

1 275 


DIMENSIONS 

Front to Back.31inches 

Width.34 inches 

Depth.103^ inches 

Height at Front... 15 inches 
Height at Back. .. .23 inches 
Rim. 3 inches 


C 3146 


ENAMELED IRON SITZ BATH 



C 3148 


Crane Enameled Iron Sitz Bath 
on Painted Iron Base; Compression 
Bell Supplv and Waste Fixture with 
Indexed Four Arm All Chii 
Handles on Valves and 
Knob on Waste. All exposed metal 
parts are Nickel Plated Brass. 


As described. Enameled 
Inside only.Each 

$163.00 

Approximate weight .Lbs. 

1 320 


Exterior Finishes, Extra. 


DIMENSIONS 

Front to back.323^ Inches 

Width.3034^ Inches 

Depth.103^ Inches 

Height at front.15 Inches 

Height at back.233^ Inches 

Rim. 3 Inches 
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ENAMELED IRON FOOT BATH 



Crane Enameled Iron Foot 
Bath on Painted Iron Base; Com¬ 
pression Bell Supply and Waste 
Fixture with Indexed Four Arm All 
China Handles on Valves and China 
Knob on Waste. All exposed metal 
parts are Nickel Plated Brass. 


As Described, Enameled 
Inside only.Each 

$88.00 

Approximate Weight.Lbs. 

1 165 


DIMENSIONS 

Length. 25^ inches 

Width. 23inches 

Height.1534 inches 

Depth.,.11 inches 

Rim. 2J4 inches 


C 3164 


ENAMELED IRON FOOT BATH 


Crane Enameled Iron Foot 
Bath on Painted Iron Base: Com¬ 
pression Bell Supply and Waste 
Fixture with Indexed Four Arm 
All China Handles on Valves and 
China Knob on Waste. All exposed 
metal parts are Nickel Plated 
Brass. 


As described, Enameled 

Inside only.Each 

Approximate weight .Lbs. | 


$88.00 
I 165 


Exterior Finishes, Extra. 

DIMENSIONS 


Length.2434 Inches 

Width.2134 Inches 

Height.15jJ Inches 

Depth. 1134 Inches 

Rim. 254 Inches 



C 3166 
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CRANE CONCEALED BATH FIXTURES 



K "I"! Combmation Supply and Waste Fixtures for Baths are regu- 
I y furnished to operate through partitions up to \}i inches thick, this dimension 
eing indicated by the letter “A” in cut above. Dimension “B,” center of Sup- 
“‘I ^ to Face of Wall, is regularly furnished 3 inches. Dimension 

les’sthanTinch? " 

Concealed Fixtures should be provided with a Utility Cupboard with Door 
to permit Inspection of Fixtures at any time in case of Stoppage or Repairs. 

allow^W *10 provided in Utility Cupboard to 

allow Waste to be removed m case of necessity. 

Fixtures may be so located that door of Utility Cupboard will be in a closet 
or some out-of-the-way place. 
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“UNIO” 

ENAMELED IRON BATH 

Crane “Unio” One-Piece Porcelain Enameled Iron Wall Pattern Bath, with 
Apron Cast Integral to build into Back Wall and Floor; Concealed Combination 
Compression Bell Supply and Waste Fixture with Four Arm Indexed All China 
BrTss * Escutcheons. All exposed metal parts are Nickel Plated 


Sizes.. 


As Described. 


. Feet I 


I 5H 


Each I $318.0018332.00 


p roxi mate w eight.:.; 

White Sanitoure Finished Hand Rails, extra. 

Can be furnished with Supply and Waste Fixture in the Side Wall near the Right 
Hand End or m the Center. Waste Outlet in either end. When ordering, always 
specify what is wanted. 


DIMENSIONS 


Width Over Rim. 34 i„cheg 

Depth Inside.. inches 

"f'S***.18 Inches 


43 ^ Inches 



































.. Feet I 5 I 5^ - 

As Described^ Each I $286. 001 $300 00 

Approximate Weight. Pounds | 720 | 790 


White Sanitoure Finish Hand Rails, extra. 

These Tubs can be furnished for Eight or Left Hand Corner. State which is 
wanted. 

DIMENSIONS 


Width Over Rim. 34 jnrhpq 

Depth Inside. incL" 

Dfight.. 


4K Inches 
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C 3216 


“UNIO” 

ENAMELED IRON BATH 

Crane “Unio” One-Piece Porcelain Enameled Iron Corner Bath, with Apron 
Cast Intepal; Concealed Combination Compression Top Bell Supply and Waste 
Fixture with Four Arm Indexed All China Handles and China Escutcheons. All 
exposed metal parts are Nickel Plated Brass. 
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C 3232 


“UNIO” 

ENAMELED IRON BATH 

Crane One-Piece Porcelain Enameled Iron Recess Bath, with Apron 

Cast Integral; Concealed Combination Compression Top Bell Supply and Waste 
Fixture with Four Arm Indexed All China Handles and China Escutcheons. All 
exposed metal parts are Nickel Plated Brass. 


Size. 


1 5H 

As Described. 

.Each] $270.00 

1$281.00 

Approximate Weight. 


1 790 


White Sanitoure Finished Hand Rails, extra. 


DIMENSIONS 


Width Over Rim.34 Inches 

Depth Inside.17 Inches 

Height.18 Inches 

Him.Inches 
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C 3276 


“MODUS” 

ENAMELED IRON BATH 

Crane ^‘Modus^^ One-Piece Porcelain Enameled Iron Corner Bath with Apron 
Cast Integral; Concealed Combination Compression Supply and Waste Fixture 
with Four-Arm Indexed All-China Handles and China Escutcheons. All exposed 
metal parts are Nickel Plated Brass. 


Sizes.Feet I 43^ | 5 | 5^ ! 6 

As Described..Each| $146.00 j $152.00 | $160.00 | $205.00 

Approximate Weight.Pounds j 450 j 500 j 540 | 585 


Nickel Plated Brass Hand Rails, Extra. 


The '^Modus^^ Bath is also furnished for Left Hand Corner. When ordering, 
always state if for Right or Left Hand Corner. 


DIMENSIONS 

Width Over Rim. 

Depth Inside. 

Height. 

Rim. 


30 Inches 

17 Inches 

18 Inches 
3J4 Inches 
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C 3302 

“MODUS” 

ENAMELED IRON BATH 

One-Piece Porcelain Enameled Iron Recess Bath, with Apron 
ast Integral; Concealed Combination Compression Top Bell Supply and Waste 

Handles Ld China EscutcheonsrConceX*d 
^ower with (>ane Mixing Valve and Loose Key Stops; Curtain Rod White 
Brasl Hooks. All exposed metal parts are Nickel’Plated 

— . Feet I I 5 ' 514 l « " 

As Described, Less Shower, Curtain Rod and | | i-j- 

. . Eachl$137.00!$142.00|$l51.00 l'ST9n nn 

Add for Shower, Curtain Rod and Curtain. | 64.00 | 65.00 | 66 OOl 66 00 

Approximate Weight.Pound.s| 4 :t.^ | 4 sq | —\—^ 

White Sanitoure Finished Hand Rails, extra. “ -- 

“Modus” Bath can also be furnished for Fixtures in Left Hand Wall 
V\ hen ordering, always state whether Fixtures are to be in Right or Left Hand Wall 

DIMENSIONS 

W'dth Over Rim. 30 i„ghes 

Depth Inside.. inches 

Height.18 Inches 

.. Inches 
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C 3406 


“DORIS” 

ENAMELED IRON BATH ON BASE 

Crane ^‘Doris’’ Enameled Iron Bath on Base; ^‘Telsa’’ Compression Double 
Bath Faucet with 3^ inch Ball Offset Supply Pipes to Floor; ^Terfect^’ Waste 
with Indexed China Knob. All exposed metal parts are Nickel Plated Brass. 


Size.Feet I 4 | 434 I 5 | 5H I b 

Length Over Rim.Inches | 5034 | 54 1 60 | 66 | 7234 

As Described..Each|$75.00|$75.00|$75.00| $83.001$103.00 

Tub Only.Eachj 43.001 43.001 43.001 49.001 78.00 

Approximate Weight.Pounds] 300 | 330 | 380 | 410 | 530 


Exterior Finishes, Extra. 


DIMENSIONS 

Width Over Rim. 

Depth. 

Height. 

Rim. 


30 Inches 
17 Inches 
2234 Inches 
3 Inches 
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C 3442 


“DORIS” 

ENAMELED IRON BATH ON LEGS 

Crane ‘^Doris^^ Enameled Iron Bath on Legs; ^^Telsa” Compression Double 
Bath Faucet with 3^ inch Ball Offset Supply Pipes to Floor; Connected Waste 
and Overflow with Chain and Rubber Stopper. All exposed metal parts are 
Nickel Plated Brass. 


Size.Feet I 4 | 4}-^ f 5 | 5}^ | 6 

Length over rim.Inches | 50^ | 54 | 60 | 66 | 723^ 

As Described.Each j $60.001 $60.001 $60 .QO| $66.001 $82, 00 

Tub only without fittings.Each| 36.001 36.001 36.00| 43.00 | 57.00 

Approximate weight.Pounds | 270 | 275 | 295 | 325 j 386~ 


Exterior Finishes, Extra. 


DIMENSIONS 

Width over rim. 

Height. 

Depth. 

Rim. 


. .30 Inches 
223^ Inches 
.. 17 Inches 
.. 3 Inches 
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CRANE 



Size. 


4 

1 41^ 

1 5 

1 5^ 

Length Over Rim. 

.... Inches | 

48M 

1 54K 

1 60^ 

1 66H 

As Described. 

.Each| $77 .00 

1 $77.00 

1 $77.00 

1 $86.00 

Tub only, without Fittings. 

.Each 1 

50.00 

1 50.00 

1 50.00 

1 57.00 

Approximate Weight. 

.. . Pounds 1 

275 

1 300 

1 325 

1 350 


Exterior Finishes, Extra. 


DIMENSIONS 

Width Over Rim.26 inches 

Height.22 inches 

Depth.175^ inches 

Rim. 2 inches 


“MEDIO” 

ENAMELED IRON BATH ON LEGS 

Crane “Medio’^ Enameled Iron Bath on Legs; Fuller Double Bath Faucet, 
with 3^-inch Ball Offset Supply Pipes to Floor; Connected Waste and Overflow 
with Chain and Rubber Stopper. All exposed metal parts are Nickel Plated 
Brass. 


C 3462 
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CRANE 


C 4002 


CONCEALED 

ROSE SPRAY SHOWER BATH 

I Crane Concealed Shower with three sets of Shower Sprays (Top rows are 
I adjustable, others rigid); ^‘Crane” Mixing Valve with China Handle, China Wall 
I Plate and Transfer Valve, 5 inch Cast Shower Head; Thermometer; Plate Glass 
I 78 X 27 inch Shower Stall Door with Ventilating Grille, Metal Frame and Handle; 
Cast Iron Body Combination Floor Drain and Trap with 6 inch Strainer. All 
exposed metal parts are Nickel Plated Brass. 


As Described (Less Receptor and Tile).Each| $541 00 

Shower only, as described.. Each| 195 00 

Add for 42 inch Regular Selection Porcela in Receptor.Each I 100.00 

Approximate weight. Pounds | 250 


This Shower Requires a Minimum Pressure of 40 Pounds at Fixture 
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C 4036 


NEEDLE AND SHOWER BATH 

Crane Combination Needle and Shower Bath with ^^Crane” Mixing Valve with 
China Lever Handle ndexed; Four Arm All China Cross Handles Indexed on 
Controlling Valves; Overhead Shower, Bidet and Shampoo; Curtain Rod and 
Snap Hooks, White Duck Curtain; Cast Iron Body Combination Floor Drain and 
Trap with 6-inch Strainer. All exposed metal parts are Nickel Plated Brass. 


As Described, Less Receptor and Marble Stall.Each | $318.00 

Shower Only, as Described.Eachj 2 87.00 

Curtain Rod and Curtain Only..Each j 20.00 


I 
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CRANE EXPOSED SHOWER 

Crane Shower with Crane Mixing Valve, 
having Check Valves and Union Couplings 
to Wall, and China Lever Handle; Shampoo; 
Riser; 24-inch Diameter Curtain Ring with 
Wall Support; White Duck Curtain; Curtain 
Snaps; Hold Back Hook; Shower Arm and 
Cast Brass Needle Head. All exposed 
metal parts are Nickel Plated Brass. 


As Described.Each | $91 00 

Same as above but without Shampoo 

and Controlling Stop in Riser.Each 

80.00 

Approximate Weight.Pounds I 

1 65 


As Described. Each 

$96.00 

Same as above but without Shampoo 
and Controlling Stop in Riser. Each 

85.00 

Approximate Weight.Pounds 

75 


CRANE EXPOSED SHOWER 

Crane Shower with Crane Mixing Valve, 
having Check Valves and Supplies to Floor 
with Unions and Floor Escutcheons; Sham¬ 
poo; Riser; 24-inch diameter Curtain Ring 
with Wall Support; White Duck Curtain; 
Curtain Snaps; Hold Back Hook; Shower 
Arm and Cast Brass Needle Head. All 
exposed metal parts are Nickel Plated 
Brass. 


C 4170 


C 4222 
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CRANE PORTABLE SHOWER 

Crane Portable Shower with Patented 
Clip Faucet Attachment; Cloth Inserted 
Rubber Tubing; Wall Support; Brass Riser 
Pipe; 24-inch diameter Curtain Ring with 
Wall Flange; White Duck Curtain; Snap 
Hooks; Hold Back Hook; Needle Plead with 
Ball Ell and Arm. All exposed metal parts 
are Nickel Plated Brass. 


As Described. 

.Each] $23.00 

Approximate Wcught . .. 

.... Pounds 1 40 


C 4350 


CRANE CONCEALED SHOWER 

. Crane Shower with Crane Concealed Mixing 
Valve, having China Wall Plate and China Han¬ 
dle, Loose Key Controlling Valves on Supplies, 
with China Escutcheons; Cast Brass Shower 
Head with Removable Face and Adjustable Ball 
Joint, Bent Shower Arm and Cast Brass Wall 
Flange. Loose Key Controlling Valves permit 
the volume of either hot or cold water to be 
reduced or entirely shut ofT without interfering 
with other fixtures. All exposed metal parts are 
Nickel Plated Brass. 


As Described. 

.Each 1 $50.00 

Approximate Weight. 



C 4360 
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CRANE CONCEALED SHOWER 

Crane Shower with Crane Concealed Mixing 
Valve, having China Handle and Metal Wall 
Plate; Cast Brass Shower Head with Removable 
Face and Adjustable Ball Joint, Bent Shower Arm 
and Cast Brass Wall Flange. All exposed metal 
parts are Nickel Plated Brass. 


As Described...Each | $37.00 



CRANE 


Approximate Weight. 


.Pounds I 30 


C 4378 


CRANE CONCEALED SHOWER 

Crane Shower with Concealed Operating 
Valves which may be repacked or re- 
washered from the front, having China Es¬ 
cutcheons and China Handles; Cast Brass 
Shower Head with Removable Face, Ad¬ 
justable Ball Joint, Bent Shower Arm and 
Cast Wall Flange. All exposed metal parts 
are Nickel Plated Brass. 


As Described. 

.Each I $20.00 

Approximate Weight . . . 

.... Pounds I 35 





CRANE 


C 4400 
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CRANE EXPOSED SHOWER 

Crane Shower with Crane Temperature Regulating 
^Valve, China Handle with Lockshield Corner Valves with 
Union Couplings to Wall, with Cast Brass Escutcheons; 
Gooseneck Discharge Pipe with Supporting Strap, Cast 
Brass Shower Head with Adjustable Ball Joint and Re¬ 
movable Face. All exposed metal parts are Nickel 
Plated Brass. 


As Described. 


Same as above, but less Loose Key Controlling 

Valves on Supplies. Each 

52.00 

Approximate Weight. 


1 30 


C 4436 


CRANE EXPOSED SHOWER 

Crane Brass Shower with Gooseneck 
Discharge and Ball Joint Needle Head with 
Removable Face, Supplies from Wall having 
Wall Escutcheons. All exposed metal parts 
are Nickel Plated Brass. 


As Described.Each | $34.00 

Approximate Weight.. Pounds | 40 




C 4464 
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CRANE EXPOSED SHOWER 

Crane Shower with Crane Mixing Valve, Wall Flange 
and China Handle; Lockshield Corner Valves on Supplies 
from Ceiling, Gooseneck Discharge with Supporting 
Strap, Cast Brass Shower Head with Adjustable Ball 
Joint and Removable Face. All exposed metal parts are 
Nickel Plated Brass. 


As Described. 


Approximate Weight. 

.Pounds 1 35 


CRANE INDUSTRIAL SHOWER 

Crane Industrial Shower with Rough 
Nickel Plated Compression Combination 
Supply Fixture with ^-inch Male Union 
Couplings on 3-inch centers, having Four- 
Ball China Indexed Handles; Galvanized 
Gooseneck Riser; 4-inch Cast Brass Shower 
Head with Removable Face and Galvanized 
Riser Support to Wall. 


As Described. 

.|$17.00 

Approximate Weight. . . . 

.... Pounds 1 40 


This Shower can be furnished in all 
Brass, Polished and Nickel Plated, if de¬ 
sired. 




I CR AN E i 


C 4552 


C4680 
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CRANE SHOWER MIXING VALVES 

(PATENTED) 

Crane Mixing Valves are a combination of two compression valves in a single 
body, with plungers arranged to deliver either cold, mixed, or hot water, according 
to the position of the handle. 

Crane Mixing Valves are water savers, as the desired temperature is quickly 
obtained by operating a single handle. This feature eliminates the necessity of 
“juggling” the hot and cold water valves to obtain the desired temperature, as 
in the case of a two-valve shower. These valves save not only the cold, but also 
the hot water, which would otherwise be wasted in obtaining the desired tempera¬ 
ture for the shower. 

They are practically anti-scalding, as in opening, cold water is first obtained, 
the temperature of the discharge increasing as the handle is moved forward, hot 
water being obtained when the valve is fully opened. 

With the Lever Handle Valve, tempered water is obtained when the handle is 
in the extreme downward position; hot water only after the handle has passed the 
center position as it is moved upward. This feature also tends to make these 
valves anti-scalding. 

These valves are furnished in two styles: Quick Opening with Lever Handle, 
and Slow Opening with Six-Ball China Indexed Handle. 

The quick opening valve has some refinements not embodied in the slow opening 
valve. However, either will give satisfactory service for the purpose intended 

Shower valves are often subjected to very rough use. All parts of Crane 
Mixing Valves are extra heavy, careful attention being given to the smallest 
details, which insures long life and satisfactory service. 

It IS necessary that there be an ample supply of both hot and cold water on 
hand, that the water pressure of the hot and cold water is approximately the same, 
and that the supply pipes to the valves are of sufficient size for the type of shower 
installed. 
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C 4790 


C 4791 



EXPOSED 

VALVE WITH CHINA 
HANDLE 


CONCEALED 
VALVE WITH CHINA 


C 4792 

SECTIONAL VIEW OF CONCEALED VALVE WITH METAL ESCUTCHEON 

CRANE QUICK OPENING SHOWER MIXING VALVES 

(patented) 

Crane Quick Opening Mixing Valves are furnished in two sizes, the larger size 
being known as Model ‘‘A”, and the smaller, Model “B”. The Model “A” Valves 
are designed for the larger showers, and where an Extra Heavy Valve is desired. 
The Model “B’’ Valves are for use with the smaller showers. 


SPECIAL FEATURES 

Extra Heavy Construction. 

Compression Type. 

Removable Seats. 

Encased Composition Seat Washers. 

Self-adjusting Stuffing Box; any wearing of the packing being taken up by the 
Adjusting Spring. 

Union Bonnet Connection. 

Threads on Bonnet Ring do not come in contact with the water and therefore 
will not “lime up.’^ 

Desired temperature quickly obtained. 

Machined Helical Mixing Plungers insure a uniform change in temperature 
as handle is operated. 

Cold water is obtained first when opening Valve. 

Desired temperature obtained within a three-quarter,turn of a single handle. 

All working parts are taken from Valve when center piece is removed, making 
rewashering simple. 

Impossible to reassemble Valve incorrectly after repairing or rewashering, 
such as reversing the cold water plunger in the hot water port, which might cause 
the bather to be scalded. 

Bonnet Connection on Concealed Valve extends beyond the face of the wall, 
which insures the immediate discovery of any possible leakage at Bonnet Con¬ 
nection. 

The Concealed Valve may be rewashered from the front. 
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SHOWER HEADS 



C 4860 


CAST BRASS SHOWER HEAD 


Diameter Pace.. .In. 

1 4 

1 5 

1 6 

Female I. P. Thread 

3^ 



Rough Brass...Each | $2.751 

$3.75|$5.50 

Nickel Plated..Each| 

3.501 

4.50| 

6.25 


ADJUSTABLE BALL JOINT 
FOR SHOWER HEADS 

Iron Pipe Threa d.. .InchesI ^ I M 

Nickel Plated.ij^ach | $2.001 $3.00 


PLAIN HEAD 


NEEDLE HEAD 
WITH REMOVABLE FACE 




C 4882 


__PLAIN HEAD 

Diameter. Inches I 4 i a 

V.I W TTT 


—ckel Plated..Each|S2.501$2.85II 




8 

H 


I 10 I 12 


1 


15 


1 


501 $2.851 $3.501 $4.65 1 On Appl i cat ion 


_NEEDLE HEAD WITH REMOVABLE FACE 

. ..InchesI 4 I 

Size of Inlet.TV . inches I 3^ | 


I 


6 ^ 


8 

—7 . xuuiiesi %8 I I ^ I 3^ I 1 I 1 I-T- 

— kel .~ -_LlIZ_iEach|$4.25|$4.^^ On Application 


10 


12 I 15 
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SHOWER HEADS AND TRIMMINGS 



C 4892 


SHOWER HEAD 
CORRUGATED 


SHOWER HEAD WITH CORRUGATED FACE 



FAUCET 

SHAMPOO 

ATTACHMENT 


SPRINKLERS 


PLAIN 


Nickel Plated, with Corrugated k ace 8 Inches Diameter, with H-Inch Iron 
Pipe Female Thread.. Each 


$2.00 


SHOWER HEAD WITH TUBULAR FACE 


Diameter 


Size of Inlet. 


Nickel Plated 


C 4920 


Inches] 8 | 10)^ 

Inches] 3^ | 

■. Each ] $7.25 ] On Application 


RUBBER BOUND SHAMPOO 


DETACHABLE 

ROSEWOOD 

HANDLE 


DETACHABLE 

HANDLE 


C 4930 


C 4932 


FAUCET SHAMPOO ATTACHMENT 

Faucet Shampoo for attaching to Double Bath Faucet with extra quality Seam¬ 
less Kubber Woven-Core Tubing 5feet 6 inches long and Rubber Bound Hand Spray. 


Each...13 00 

NICKEL PLATED RUBBER BOUND SHAMPOO SPRINKLERS 


.Inches I 2}^ | 3 | 334 

Rosewood Handle.Per Dozenj$27.00j$33,50[$43.75 

Detachable Handle. PerDozenj 12.001 16.751 24,50 

P'ain Per Dozen! 8 001 11-751 15.50 
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SHOWER TRIMMINGS 



Crane Nickel Plated Curtain 
Rod with large flange on each 
end, One Piece White Duck Cur¬ 
tain; Nickel Plated Snaps and 
Hold-Back Hook. No Ceiling 
Braces Required. Can be used 
in either Right or Left Hand 
Corners. Rod 28 inches wide 
by 57 inches long. Curtain 99 
inches wide by 75 inches long. 

As Described.Each-$33.00 


flanges and Snaf 
Hooks. 

As Described, for 
Recess Stalls 
up to 3 feet. 

Complete.. Ea.$5.5C 

For each addi¬ 
tional Foot 
Add per Foot .71 




Crane Nickel Plated Curtain Hooks and 
Curtain Snap Hooks. 

Price (For Rod or Ring up to Inches 

).Per Dozen $1.25 


C 4980 


C 4982 


Crai^ Shower Bath Curtains with Triple Tuck and Nickel 
ated Brass Grommets. Made to special sizes from White 
Duck, Rubber or Silk. 

Price on application, according to size required. 

Stock sizes 6 feet 6 inches wide by 6 feet long. 



C 4970 
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SHOWER TRIMMINGS 



C5000 


_^OWER THERMOMETER 

Nickel Plated Ihermometer, with ^-Inch Iron Pipe Size Threaded Shank. | 
.... 



VALVES 


3^-Inch.Each 

M-Inch.Each 


SHOWER 

COMPRESSION SHOWER VALVE 


C 5040 

Compression Shower Valve for Con¬ 
cealed Work, with Four Arm All China 
Handle Indexed, and China Escutcheon. 


SELF CLOSING SHOWER VALVE 


Nickel Plated Self Closing Shower 
Valve with Ring. 


$4.65 i^-Inch 


5.00 M-Inch 


Each I $4.75 

Each! 5.25 
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ENAMELED IRON 
SHOWER BATH 
RECEPTOR 

Crane Porcelain Enameled Iron 
Recess Receptor with Apron to Floor; 
tiling 1}4 inches into walls on rear and 
sides, center outlet with strainer and 
tailpiece. This receptor can be ar¬ 
ranged to set in batteries. All exposed 
metal parts are Nickel Plated Brass. 


DIMENSIONS 


Nominal Sizes Over Rim. 



...Inches 

36x36 

42x42 

Actual Sizes. 



.. . Inches136x36^^ 142x423^ 

Depth Inside, at Outlet. 



...Inches| 

3M 

1 m 

Depth of Apron. 




5 1 

1 ■ 5 

Width of Rim at Front. 




2 1 

t 2 

As Described. 



. .. .Each 18109.0018138.00 

Approximate Weight. 



. . Pounds 1 

200 

1 250 


ENAMELED IRON 
SHOWER BATH 
RECEPTOR 

Crane Porcelain Enameled Iron 
Shower Bath Receptor on Base,Center 
Outlet with Strainer and Waste Arm. 

All exposed metal parts are Nickel 
Plated Brass 

C 5114 


DIMENSIONS 


Nominal Sizes Over Rim. 

.Inches| 

36x36 1 

42x42 

Actual Sizes. 

.Inches |36J^x36>g| 

43x43 

Depth Inside at Outlet. 

.Inches| 

m 1 

8 

Floor to Top of Rim. 

.Inches| 

m 1 

111^ 

Width of Rim. 

.Inches| 

2M 1 

3 

As Described. 

.Eachl 8106.00 | 

8141.00 

Approximate Weight. 

.Pounds 1 

300 ! 

410 


We can furnish other style of Shower Bath Receptors manufactured of Porce¬ 
lain Enameled Iron or Solid Porcelain. Description, prices, etc., on application. 




C 5102 
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“TYRONE” 

VITROWARE ANGLE STREAM 
PEDESTAL DRINKING FOUNTAIN 

Crane “Tyrone” Heavy Vitroware Pedestal 
Drinking Fountain with 14-inch Diameter Bowl 
with Integral Angle Bubbler and Protecting 
Cowl; Vitroware Strainer; Cast Brass Supply 
and Waste Connection; Iron Pipe Supply to 
Floor with “Triumph” Ball-Bearing Self- 
Closing Stop; Compression Loose Key Stop 
with Finishing Flange and Union Connection 
for J^-inch Iron Pipe; 1 -inch Iron Pipe Waste to 
Floor; Floor Screws with Cap Nuts and China 
Bolt Caps. All exposed metal parts are Nickel 
Plated Brass. 


As Described, 36 in. high.Each|$ 67.00 

As Described, 30 in. high.Each| 60.00 


NOTE.—36-inch Fountains will be shipped 
if height is not specified on order. 


C 9C30 

“TYRONE” 

DRINKING FOUNTAIN 

Crane “Tyrone” Heavy Vitroware Pedestal 
Drinking Fountain with Extra Large Bowl; 
Heavy Vitroware Non-Squirting Head and 
Strainer with Concealed Regulating Screw; 
Cast Brass Supply and Waste Connection; 
inch Iron Pipe Supply to Floor with “Triumph” 
Ball Bearing Self-Closing Stop with Finishing 
Flange, Compression Loose Key Stop with Fin¬ 
ishing Flange and Union Connection for %-inch 
Iron Pipe at Floor; 1-inch Iron Pipe Waste 
to Floor; Cast Brass Floor Bolts with Cap Nuts; 
China Bolt Caps. All exposed metal parts are 
Nickel Plated Brass. 


As Described, 36 in. high. . .Each|$62.00 

As Described, 30 in. high. .PIach| 55.00 


Galvanized Cast Iron Base furnished when 
specified. • 

DIMENSIONS 


C 9034 


Width of Bowl, Outside. 14 inches 

Height to Top of Pedestal.30 or 36 inches 

Depth of Bo^wl, Inside. ,,414 inches 

Width of Pedestal at Floor over Flats of 

f^ctagon.14 inches 


Note—36-inch Fountnins will be shipped if height is not specified on order. 
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“CRETA” VITROWARE ANGLE STREAM 
DRINKING FOUNTAIN 

WITH INTEGRAL TRAP HOUSING SELF-CLOSING 


C 9080 


Crane "‘Greta’' Vitro ware Wall 
rinking Fountain with Integral 
ngle Stream Bubbler and Protecting 
owl, and Integral Trap Housing; Vit- 
►ware Strainer; l^-inch Galvanized 
ast Iron Trap to Wall; Galvanized 
on Supply to Wall with “Triumph” 
all-Bearing Self-Closing Stop with 
our-Arm Handle; Loose Key Stop 
Union Connection for J^-inch Iron 
*ipe at Wall; Wall Expansion Bolts, 
ill exposed metal parts are Nickel 
dated Brass. 

is Described......Each $43.00 

DIMENSIONS 

)iameter of Bowl.12 inches 

)epth of Bowl.3}4 inches 

I/all to Front of Bowl.16 inches 


“CRETA” DRINKING FOUNTAIN 


Crane “Creta” Vitroware Wall Drink¬ 
ing Fountain; Heavy Vitroware Non- 
Squirting Head and Strainer with Brass 
Strainer Connection and Concealed Regu¬ 
lating Screw; Galvanized Cast Iron Trap 
to Wall with Supply Connection; Galva¬ 
nized Iron Supply to Wall with “Triumph” 
Ball-Bearing Self-Closing Stop with Four- 
Arm Handle, Loose Key Stop and Union 
Connection for J<-inch Iron Pipe at Wall: 
Wall Expansion Bolts. All exposed metal 
parts are Nickel Plated Brass. 


As Described.Each $35.00 

DIMENSIONS 

Diameter of Bowl.12 inches 

Depth of Bowl. 33^ inches 

Wall to Front of Bowl.16 inches 



C 9084 
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“YORK” 

VITROWARE ANGLE STREAM 
WALL FOUNTAIN 

SELF-CLOSING 



■- ^ F? j - C-) 

C9100 


Crane “York” Vitro ware Wall 
Drinking Fountain with Integ¬ 
ral Angle Bubbler and Protect¬ 
ing Cowl; Integral Back and 
Return Ends; Vitroware Strain¬ 
er; 134 inch Galvanized Cast 
Iron Trap to Wall; Galvanized 
Iron Supply Pipe to Wall with 
^‘Triumph” Ball-Bearing Self- 
Closing Stop with Four Arm 
Handle; Compression Loose 
Key Stop and Union Connection 
for 34-inch Iron Pipe at Wall; 
Wall Supporting Bolts; China 
Bolt Caps. All exposed metal 
parts are Nickel Plated Brass. 

As Described. . .Each $47.00 


DIMENSIONS 


Inches 

Width. 

111 

Depth Front to Back. 

:i 1.3 ^ 

Height of Back. 

■ 1 7 


J^pth of Bowl..j 31 ^ 


\ 


“LUXTON ” ANGLE STREAM 
DRINKING FOUNTAIN 

SELF-CLOSING 

Crane “Luxton” Drinking Fountain with 12-inch 
Diameter Vitroware Bowl with Integral Angle 
Bubbler, with Protecting Cowl; Galvanized Iron 
Pedestal with Painted Base; Brass Strainer Con- 
Galvanized Iron Waste Connection; 
Triumph” Ball-Bearing Self-Closing Supply Valve; 
Compression Loose Key Stop Valve; 1-inch Gal¬ 
vanized Waste to Floor. 


As Described.Each $30.00 

DIMENS IONS_ 

Height to top of Bowl.40 inches 

Diameter of Bowl. .12 inches 

Depth of Bowl. Scinches 


Th^ Fountain can also be furnished with Base 
Pedestal Painted White Enamel finish when 
specified. Add Each, $1.00. 



CRANE 


[ 


[ 


C 9140 
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i CRANE 


“LUXTON” 

DRINKING FOUNTAIN 

Crane “ LUXTON ” Drinking Fountain with 12-inch 
diameter Vitroware Bowl; Galvanized Iron Pedestal with 
Painted Base; Heavy Vitroware Non-Squirting Head and 
Strainer with Brass Strainer Connection, and Concealed 
Regulating Screw; Galvanized Iron Supply and Waste 
Connection; ^-inch Galvanized Iron Short Supply; 
1-inch Galvanized Waste to Floor. 


As Described, 40 Inches High.Each $24 00 

Can be furnished with Self-Closing Stop on 

.Add 3.00 


Can also be furnished with Pedestal and 
Base, painted White Enamel Finish.Add 


SI. 00 


C 9144 

“LUXTON” ANGLE STREAM 
DRINKING FOUNTAIN 

SELF-CLOSING 


Crane “LUXTON” Drinking Fountain with 12-inch 
Diameter Vitroware Bowl with Integral Angle Bubblei*. 
wth Protecting Cowl; ^-inch Galvanized Supply to 
Wall with Chicago Union, “Triumph” Ball-Bearing Self- 
Closing Supply Valve, Loose Key Compression Stop, and 
Wall Flange; Brass Strainer Connection; Galvanized Iron 
Waste Connection; 1 M-inch Galvanized “P” Trap with 
Waste to Wall; Nickel Plated Wall Flange. 

As Described.Each $28.00 

DIMENSIONS 

Diameter of Bowl Outside.12 inches 

Depth of Bowl. 31^ inches 

Note. —This Fountain can also be furnished with Sup¬ 
ply and Waste, painted White Enamel Finish when speci¬ 
fied. Add Each, $1.00. 



CRANE 


C 9150 



“LUXTON” DRINKING FOUNTAIN 

Crane “LUXTON” Drinking Fountain with Vitroware 
Bowl; Special Heavy Vitroware Non-Squirting Head 
and Strainer with Brass Strainer Connection and Con¬ 
cealed Regulating Screw; Galvanized Supply and Waste 
Connection; ^-inch Galvanized Supply to Wall with 
Chicago Union; Self-Closing Stop and Wall Flange; 1 H- 
inch Galvanized “P” Trap with Waste to Wall; Wall 
Flange. 


As Described.Each | $23.00 

Add if Supply and Waste with Painted Whdtel 

Enamel Finish.Each 2.00 

Deduct if less Self-Closing Stop on Supply.| 3.00 

DIMENSIONS 

Diameter of Bowl, outside.12 inches 

Depth of Bowl, inside. 314 inches 
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“DURUS” DRINKING FOUNTAIN 



C SI 82 


Crane “Diirus” Vitroware Wall Pat¬ 
tern Drinking Fountain with Integral 
Back, Concealed Hangers, and Wall 
Bolts; Heavy Vitroware Non-Squirting 
Heads with Concealed Regulating Screws 
and Cast Brass Supply Connections; 
? 8-inch Iron Pipe Size Brass Supplies 
to Wall with Self-Closing Stops and 
Wall Escutcheons; Self-Closing Ice 
Water Faucet with Regulating Screw; 
Waste Strainer; iFf-inch Brass “P’’ 
Trap with Cleanout and Cast Wall 
Escutcheon. All exposed metal parts 
are Nickel Plated Brass. 

As Described.Each $139.00 

DIMENStONS 

Length.24 inches 

Width. 15 inches 

Height of Back.lo inches 


“MEDIA” DRINKING FOUNTAIN 


Crane ^'Media’’ Vitrow'are Wall Pattern 
Drinking Fountain with Integral Back, In¬ 
tegral Strainer and Trap with IJ^-inch 
Waste Connection; Wall Bolts; ‘AVhitne}'’” 
Self-Closing Combination Drinking Foun¬ 
tain and Ice Water Faucet with Supply and 
Waste to Wall, the Supply being inside of 
Waste. All exposed metal parts are Nickel 
Plated Brass. 


As Described.Each $03.00 

DIMENSIONS 

Width, Front to Back.13 inches 

Length.Ig inches 

Height Back. g inches 


NOTE—This Fountain can also be fur¬ 
nished in the 12xl3-inch size with 8-inch 
back. 



C 9190 



“MEDIA” 

DRINKING FOUNTAIN 

Crane ^^Media’^ Vitroware Wall Pattern 
Drinking Fountain with Integral Back; Con¬ 
cealed Wall Hangers, and Wall Bolts; Self- 
Closing “Triumph” Combination Bubbler 
and Faucet with Regulating Screw; Brass 
Outlet Strainer; 134^-inch Brass “P” Trap 
with Cleanout and Cast Wall Escutcheon. 
All exposed metal parts are Nickel Plated 
Brass. 

As Described.Each $45.00 


DIMENSIONS 

Width of Bowl. 

Height of Back. 

Width, Front to Back. 


12 inches 
8 inches 

13 inches 
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. _C»AN£ 


C 9350 


ANTI-FREEZING DRINKING FOUNTAIN 

Crane Cast Iron Anti-Freezing Pedestal Drinking Fountain with all connections 
below frost line. 

This Fountain is recommended for installation where there is danger of frost 
and is furnished in various lengths to suit conditions. 

The Fountain is operated by a Foot Pedal and combines in one Fixture the 
Frost Proof and Sanitary Features. 


Height Above Ground. 


34 

Painted All Over. 

Two-foot Extension Below Ground 


$40.00 

Painted All Over. 

Three-foot Extension Below Ground. 

.Each 

42.00 

Painted All Over. 

Four-foot Extension Below Ground. 


44.00 

Painted All Over. 

Five-foot Extension Below Ground. 


47.00 

Painted All Over. 

Six-foot Extension Below Ground. 


49.00 


Furnished with Hand Operating Ring in Combination with Foot Pedal at the 
same price. 
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DRINKING FOUNTAIN ATTACHMENTS 



C 9464 


Crane Combination Ball 
Faucet. All exposed metal 


Bearing Self-Closing Drinking Fountain and Ice Water 
parts are Nickel Plated Brass. 


As Described. 


Each S20.00 



C 9466 


Crane Drinking Fountain with Concealed Regulating Screw and Rail Bearing 
bell-Closing Valve. All exposed metal parts are Nickel Plated Brass. 


As Described. ~~ ^ 


ach $12.00 


I 



C 9468 

WALL PATTERN 



C 9472 
BASIN PATTERr 


&ane Special Brass Drinking Fountain, with “Aqua” Self-Closing Faucet, 
with Regulating Screw, China Nozzle, with Receptor, and Offset Drain Tube 
All exposed metal parts are Nickel Plated Brass. 


Wall Pattern . 

Basin Pattern 


Each $12.00 
Each 13.00 
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CRANE 


DRINKING FOUNTAIN HEADS 



Crane ‘'Constant Stream’^ Head with Vitroware Noz¬ 
zle with Six Waste Ports; Concealed Regulating Screw and 
connection for J^-inch Iron Pipe. All exposed metal parts 
are Nickel Plated Brass. 


As Described.Each| $4.00 




As Described. . .. .. . _ ..Each| $1.50 


Crane “Constant Stream^’ Head with Vitroware 
Nozzle with H-inch Drain Hole; Concealed Regulat¬ 
ing Screw and Connection for ^-inch Iron Pipe. All 
exposed metal parts are Nickel Plated Brass. 

As Described...Each| $4~()0 


Crane Nickel Plated Brass Concealed Retruiatincr 
with Connection for J^-inch Iron Pipe for “Constant Stream’’ 
Head. 


C9508 


Crane Heavy Integral Vitroware “Constant Stream” 
Non-squirting Head and Strainer with Concealed Regulat¬ 
ing Screw and Brass Connections for ^ inch Iron Pipe. 


I$4.00 



Each 



Sanitary Drinking 


I $1.00 


C9510 
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DRINKING FOUNTAIN TRIMMINGS 



This new Crane Sanitary Drinking Fountain 
Bubb er is the latest word in founta n construction. 
The water is supplied in a stream which forms 
an arc. The user drinks from the highest point. 

Furnished regularly with Regulating Screw 
and tapped for ^ inch I ron Pipe. 

Each . 118 QQ 


Crane Brass “Aqua’' Pattern Self-Closing 
Bubbling Drinking Fountain Head with China 
Supply Nozzle, “Aqua” Self-Closing Stop with 
Concealed Regulating Screw and Lever Handle; 
^g’inch I. P. Female Connection. 


Plated 34 inch Iron Pipe 
Special “Triumph” Ball Bearing Self- 
v^iutiing Stop with Nickel Plated Finishing 
Flange for Pedestal Drinking Fountains. 


As Described 


Each 


Per Dozen 


1$74.00 


Crane “Triumph” Improved Angle Pattern Self-Closing 
Ice Water Faucet with Four Ball Handle with China Index 
and Regulating Screw, and Integral Cast Brass Flange 
with Shank Tapped Female for 34 inch Iron Pipe. All 
exposed metal par ts are Nickel Plated Brass. 

Each. I $6.00" 


The flow of water may be regulated under any pressure 
by adjusting the Concealed Regulating Screw, after remov¬ 
ing the hexagon plug with a wrench. Turn the Regulating 



C9604 


bcrew to the right to diminish, or to'the left to increase the flow of water 
The water supply may be shut off entirely with the Regulating Screw, thus 
eliminating the necessity of a separate shut-off valve which is necessary to‘re- 
washer the faucet. These faucets not only save the cost of an independent shut-off 
valve but they are more compact and convenient than any other ice water faucet 



Crane Rough Brass J^-inch Iron Pipe 
Size Loose Key Stop with Nickel Plated 
htnishing Flange and Nickel Plated Loose 
Key for Pedestal Drinking Fountains. 

Each.~.13 75 


i 


C 9610 
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CRANE 


CRANE VITROWARE CLOSET BOWLS 



“CORSYN” CLOSET 

Water Surface, 9x12 
inches. 

Depth of Water Seal, 
314 inches. 


“SANETO” CLOSET 

Water Surface, 9x12 
inches. 

Depth of Water Seal, 
3 inches. 


Water Surface, lOJ^x 
llj^” inches. 

Depth of Water Seal, 
inches. 




“EXPEDIO” CLOSET 

Water Surface, 10x1 IJ^^ 
inches. 

Depth of Water Seal, 
3 inches. 


“OKOLONA” CLOSET 

Water Surface, 8x9 
inches. 

Depth of Water Seal, 
2^2 inches. 


“EXPEDIO” CLOSET 

WITH EXTENDED LIP 

Water Surface, 10xl3J^ 
inches. 

Depth of Water Seal, 
3 inches. 


“MAURETANIA” 

CLOSET 

Water Surface, 91^x93^2 
inches. 

Depth of Water Seal, 
2^2 inches. 


“ILLINI” CLOSET 

Water Surface, 8x9 
inches. 

Depth of Water Seal 
2}/2 inches. 


“HOSPITAL” CLOSET 

Water Surface, 7x13 
inches. 

Depth of Water Seal, 
3 inches. 
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SPECIAL FEATURES ON CRANE CLOSETS 




RAISED REAR VENT BACK INLET 

The Raised Rear Vent when attached to 
room. 




RAISED FRONT FLUSHING LIP 
(PATENTED) 

The Patented Raised Front Flushing 
Crane Closets, prevents the soiling 
or the seat or floor and is cleansed at each 
flush. 


EXTENDED LIP 

1 Front Lip increases the 

length of the bowl and makes it a more 
sanitary flxture. 




BACK INLET AWAY FROM WALL 


BACK INLET FLUSH WITH WALL 




wail as rSown '“a • * ‘ to“r■ough^ln thrS^lnc^ 


When installed as in cut “A” any variation is easily taken care of. 
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C 10202 


“EXPEDIO” 

VITROWARE WALL CLOSET 

(patented) 

Crane ‘‘Expedio’' Heavy Vitroware Wall Closet with Jet, Extended Lip and 
Side Inlet; “Air-Controlled’’ Direct Flushing Valve with Integral Stop, Metal Handle 
Wall Flange and Elbow Flush Connection; Ebcny “Whale-Bone-Ite” Open Front 
Serpentine Seat with Concealed Hinge; Wall Bumper; Crane “Hulbert’' Long Turn 
Drainage Fitting with Integral Supporting Flange; Three ^-Inch Supporting 
Studs with Cap Nuts and Washers; Asbestos Graphite Treated Gasket; Electro 
Galvanized Outlet Nipple. All exposed metal parts are Nickel Plated Brass. 


As Described, less Crane ^^Hulbert” Fitt ing..Each | $101.00 

Approximate Weight.Pounds | 186 

IMPORTANT 


When ordering, state if Ebony or Mahogany 
Finish Seats are wanted; also if Crane “ Hulbert’^ 
Fittings are wanted Black or Galvanized. 



Black 

Gal¬ 

vanized 

Add for 5x4-inch Crane “Hul- 

bert^’ Single Fitting with 
Flange. 

$22.00 

$28.00 

Add for 4x4-inch Crane “Hul- 

bert” Single Fitting with 
Flange.. 

19.00 

25.00 

Approximate Weight. .Pounds 

85 

85 

















































CRANE 



As Described, less Crane ^^Hulbert'^ Fitting. .Each|$97.00 

Approximate Weight.Pounds | 195 


IMPORTANT 

When ordering, state if Ebony or Mahogany 
Finish Seats are wanted; also if Crane ^^Hulbert’’ 
Fittings are wanted Black or Galvanized. 



Black 

Gal¬ 

vanized 

Add for 5x4-inch Crane “Hul- 
bert’^ Single Fitting with 
Flange. 

$22.00 

$28.00 

Add for 4x4-inch Crane “Hul- 

bert” Single Fitting with 
Flange. 

19.00 

25.00 

Approximate Weight. .Pounds 

85 

85 
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C 10232 

“EXPEDIO” 

VITROWARE WALL CLOSET 

(patented) 

Crane ‘^Expedio'’ Heavy Vitroware Wall Closet with Jet and Side Inlet; “Air- 
Controlled” Direct Flushing Valve with Integral Stop, China Handle, Wall Flange 
and Elbow Flush Connection; Ebony “Whale-Bone-Ite’^ Saddle Seat No Cover 
with Bar H'nge and Rubber Bumpers; Wall Bumper; Crane “Hulbert” Long Turn 
Drainage Fitting with Integral Supporting Flange; three 5^-inch Supporting Studs 
with Cap Nuts and Washers; Asbestos Graphite Treated Gasket; Electro Gal¬ 
vanized Outlet Nipple. All exposed metal parts are Nickel Plated Brass. 
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C 10262 

“EXPEDIO” 

VITROWARE WALL CLOSET 

(patented) 

Crane “Expedio’’ Heavy Vitroware Wall Closet with Jet, Extended Lip, 
4x3-inch Integral RaisedRear Vent and Side Inlet; ^^Air-Controlled’^ Direct Flush¬ 
ing Valve with Integral Stop, China Handle, Wall Flange and Elbow Flush Con¬ 
nection; Ebony ^‘Whale-Bone-Ite” Open Front Serpentine Seat with Concealed 
Hinge on 9-inch Centers; Wall Bumper; Crane ^^Hulbert” Long Turn Drainage 
Fitting with Integral Supporting Flange; three ^-inch Supporting Studs with 
Cap Nuts and Washers; Asbestos Graphite Treated Gasket; Electro Galvanized 
Outlet Nipple. All exposed metal parts are Nickel Plated Brass. 


As Described, less Crane *^Hulbert” Fitting.Each|$121.00 

Approximate Weight.P ounds | 195 


IMPORTANT 


When ordering, state if Ebo^ or Mahogany 
Finish Seats are wanted; also if Crane ^‘Hulbert” 
Fittings are wanted Black or Galvanized. 



Black 

Gal¬ 

vanized 

Add for 5x4-inch Crane “Hul- 

bert” Single Fitting with 
Flange . 

$22.00 

$28.00 

Add for 4x4-inch Crane *‘Hul- 

berP' Single Fitting with 
Flange . 

19.00 

25.00 

Approximate Weight. .Pounds 

85 

85 













































CRANE 


413 



'CRANE 


I.' .^... '■ ; 

C 10292 

“EXPEDIO” 

VITROWARE PRISON WALL CLOSET 

(patented) 

Crane “Expedio” Heavy Vitroware Prison Wall Closet with Jet, Back Inlet 
and Integral beatj Concealed ^^Air-Controlled’^ Direct Flushing Valve with 
Integral Stop and Metal Handle; Flush Connection; Crane ''HulberF' Long Turn 
Drainage Fitting with Integral Supporting Flange; three s^-inch Supporting 
Studs with Cap Nuts and Washers; Asbestos Graphite Treated Gasket; Electro 
Galvanized Outlet Nipple. All exposed metal parts are Nickel Plated Brass. 


As Described, less Cra ne ''HulberF' Fitting.Each|$80.00 

Approximate Weight..Pounds | ~1%' 

IMPORTANT 


When ordering, state if Crane ^‘HulberP’ 
Fittings are wanted Black or Galvanized. 



Black 

Gal¬ 

vanized 

Add for 5x4-inch Crane 
“Hulbert” Single Fitting 
with Flange. 

$22.00 

$28.00 

Add for 4x4-inch Crane 

“Hulbert” Single Fitting 
with Flange. 

19.00 

25.00 

Approximate Weight 

Pounds . 

85 

85 
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C 10400 


“CORSYN” 

VITROWARE SYPHON JET CLOSET 


Crane Corsyn” Vitroware Noiseless Syphon Jet 
Closet; Vitroware Low Tank with Supports; Con¬ 
cealed High Pressure Back Supply Ball Cock with 
Integral Stop; Flush Valve; Double Acting All White 
China Operating Lever; All White China Straight 
Hush Connection and Escutcheon; All White Sani- 
toure Finish Seat and Cover with Concealed Hinge- 
Rubber Bumpers; Cast Brass Floor Flange with Gas¬ 
ket, Bolts and China Bolt Caps. 


As Described... .... 

Approximate Weight 


. .EachI$102.00 

Founds I 225 
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C 10402 


“CORSYN” 

VITROWARE SYPHON JET CLOSET 


Crane “Corsyn” Vitroware Noiseless Syphon Jet Closet; Vitroware Low Tank 
with Supports; High Pressure Bottom Supply Ball Cock with Integral Stop; 
Flush Valve; Double Acting China All White Operating Lever; H inch I. P. 
Size Supply Pipe to Floor with Floor Escutcheon; All White China Straight 
Flush Connection; All White Sanitoure Finish Seat and Cover with Concealed 
Hinge; Rubber Bumpers; Cast Brass Floor Flange with Gasket, Bolts and China 
Bolt Caps. All exposed metal parts are Nickel Plated Brass. 


As Described. . . 

As Described, except with Bottom China Pu^ 

Ap proxi m ate W eight. 


. .Each I $103.00 

Operating Lever. .Each | 108.00 

■.Pounds I 225 
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C 10422 


“CORSYN” 

VITROWARE SYPHON JET CLOSET 

Crane “Corsyn'^ Vitroware Noiseless Syphon Jet Closet with Raised Rear Vent; 
Vitroware Low Tank with Supports; Concealed High Pressure Back Supply Ball 
Cock with Integral Stop; Flush Valve; Double Acting All White China Operating 
Lever, China Vent Collar; All White China Straight Flush Connection and Flange; 
Mahogany ''Whale-bone-ite” Square Back Saddle Seat and Cover with White 
Metal Hinge and Adjustable Posts; Cast Brass Floor Flange with Gasket, Bolts, 
and China Bolt Caps. 


As Described. 


Approximate Weight. 
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C 10500 


“PURUS” 

VITROWARE SYPHON JET CLOSET 

(patented) 

Crane “Purus’" Vitroware Syphon Jet Closet with Extended Lip; “Air Control¬ 
led"" Direct Flushing Valve with Integral Stop, Metal Handle and Wall Escutcheon; 
Ebony “Whale-Bone-Ite"" Serpentine Seat, No Cover, with Bar Hinge and 
Rubber Bumpers; Wall Bumpers; Cast Brass Floor Flange with Gasket, Bolt 
and China Bolt Caps. All exposed metal parts are Nickel Plated Brass. 


As Described. 

.Each I $78.00 

Approximate Weight. 

























418 


CRANE 


“PURUS” 

VITROWARE SYPHON JET CLOSET 

(patented) 


Crane “Purus” Vitroware Syphon Jet Closet; “Air Controlled” Direct Flush- s 
mg Valve with Integral Stop, Metal Handle and Wall Escutcheon; Ebony ^ 
“Whale-bone-ite” Saddle Seat, No Cover with Bar Hinge and Rubber Bumpers; 
Wall Bumper; Cast Brass Floor Flange with Gasket, Bolts and China Bolt 
Caps. All exposed metal parts are Nickel Plated Brass. 


As Described.;.T; ;;T: . . ;. 77 -^ ;. E^h|$76.00 ’ 

Approximate Weight. 

This combination can be furnished with “Purus, Jr.” Bowl (13M inches hiehl ’ 
at same price. ^ ^ i 


C 10510 
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C 10602 

“SANETO” 

VITROWARE SYPHON JET CLOSET 


Crane “Saneto’’ Vitroware Syphon Jet Closet with Extended Lip; Vitroware 
Low Tank with Supports; High Pressure Bottom Supply Ball Cock; Flush Valve; 
Double Acting China Operating Lever; ^-inch I. P. Size Supply Pipe to Wall 
having Wheel Handle Compression Stop and Wall Escutcheon; 2-inch Flush Con¬ 
nection; Ebony ^‘Whale-Bone-Ite’^ Serpentine Seat, No Cover, with Bar Hinge 
and Rubber Bumpers; Cast Brass Floor Flange with Gasket, Bolts and Cap Nuts. 
All exposed metal parts are Nickel Plated Brass. 


As Described. 

.Each|$89.00 

Approximate Weight. 
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C10612 


“SANETO” 

VITROWARE SYPHON JET CLOSET 


Crane Saneto Vitroware Syphon Jet Closet; Vitroware Low Tank with Sup¬ 
ports; High Pressure Bottom Supply Ball Cock with Integral Stop; Double Acting 
China Operating Lever; ^ inch I. P. Size Supply Pipe to Floor with Floor Escut- 
cheon; 2 inch Flush Connection; Birch Mahogany Finish Plain Seat and Cover 
with Bar Hinge and Rubber Bumpers; Brass Floor Screws with Cap Nuts and 
Washers. All exposed metal parts are Nickel Plated Brass 


As Described. 

Approximate Weight. 


..EachI $74.00 

Pounds I IS5 
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C 10632 




“SANETO” 

VITROWARE SYPHON JET CLOSET 

■ Crane “Saneto” Vitroware Syphon Jet Closet with Raised Rear Vent; Vitroware 
Low Tank with Supports; High Pressure Bottom Supply Ball Cock; Flush Valve- 
* w Operating lever; Vent Collar; ^-inch I. P. Size Supply Pipe' 

to WaU having Wheel Handle Compression Stop and Wall Escutcheon; 2-inch 
ri^h Connection; Birch Mahogany Finish Saddle Seat and Cover with Bar Hinge 
and Rubber Bumpers; Cast Brass Floor Flange with Gasket, Bolts and China 
Bolt Caps. All exposed metal parts are Nickel Plated Brass. 


As Described. 

Approximate WeighF 


..Each I $105.00 

Pounds I 200 
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“SANWALL” 

VITROWARE SYPHON JET WALL OUTLET CLOSET 

(patented) 

Crane ^^Sanwall’' Heavy Vitroware Syphon Jet Wall Outlet Closet with Angle 
Wall Flange, Extended Lip and Side Inlet; "'Air-Controlled^' Direct Flushing 
Valve with China Handle, Integral Stop, Wall Escutcheon and Elbow Flush 
Connection; Ebony ^"Whale-bone-ite" Serpentine Open Front Seat with Con¬ 
cealed Hinge; Wall Bumper; Cast Brass Outlet Flange, Gasket, Bolts, and China 
Bolt Caps. All Exposed metal parts are Nickel Plated Brass. 


As Described. 


Approximate Weight. 



Recommended for factories and public buildings where an extra large closet 
is wanted; closet bowl measuring 153^ x 10 inches inside. 

Can furnish special with floor outlet if wanted. 


















I 



C 10940 


“SPIRO” 

VITROWARE BLOWOUT CLOSET WITH JET 

(patented) 


. I®"®, Heavy Vitroware Blowout Closet with Jet, Extended Lip and 

StS^wll’l “tolled” Direct Flushing Valve with China Handle, Integral 

Fr^f^ Escutcheon and ^ush Connection; Ebony “Whale-bone-ite” Open 
F ont Serpentine Seat with Concealed Hinge; Wall Bumper; Cast Brass FlLr 

x"keip?.?d B™ 


As Described 


Approximate Weight .. ..*75.00 


Pounds I 


75 


Recommended for factories and small bath rooms in hotels where space is 
limited, the distance from the finished wall to front of bowl with regular riin being 
22 inches and with extended lip 24% inches. ^ 


[ 
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C 11010 


“MAURETANIA” 

VITROWARE REVERSE TRAP CLOSET 

Crane “Mauretania’’ A'itroware Reverse Trap Syphon Action Wash-Down 
Closet; Vitroware Low Tank with Supports; High Pressure Bottom Supply Ball 
Cock with Integral Stop; Flush Valve; Double Acting China Operating Lever; 
^-inch I. P. Size Supply Pipe to Floor with Floor Escutcheon; 2-inch Elbow Flush 
Connection; Birch Mahogany Finish Plain Seat and Cover with Bar Hinge and 
Rubber Bumpers; Brass Floor Screws with Cap Nuts and Washers. All exposed 
metal parts are Nickel Plated Brass. 


As Described. 


If with C13620 Enameled Iron Tank. 

.Each! 61.00 

Approximate Weight. 
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_ CRANE _^ 

“OKOLONA” 

VITROWARE WASH-DOWN CLOSET 

Crane ^^Okolona^^ Yitroware Syphon 
Action Wash-down Closet with Jet and 
Extended Lip; Yitroware Low Tank with 
Supports; High Pressure Bottom Supply 
Ball Cock; Plush Yalve; Double Acting 
China Operating Lever; %-inch I. P. Size 
Supply Pipe to. Wall having Wheel Han¬ 
dle Compression Stop and Wall Escutch¬ 
eon ; 2-inch Flush Connection; Ebony 
‘' Whale-Bone-Ite'' Serpentine Seat, No 
Cover, with Concealed Hinge; Br.ass 
Screws with Cap Nuts and Washers. All 
exposed metal parts are Nickel Plated 
Brass. 

As Described. Each | $62.00 

Approximate Weight-Pounds | 19^ 


“OKOLONA” 

VITROWARE WASH-DOWN CLOSET 

(PATENTED) 



Crane ^'Okolona’^ Yitroware Syphon 
Action Wash-down Closet with Jet and 
Extended Lip; ^‘Air-Controlled’’ Direct 
Flushing Yalve with Integral Stop, Metal 
Handle and Wall Escutcheon; Ebony 
“ Whale - Bone - Ite ” Serpentine Open 
Front Seat with Concealed Hinge; Wall 
Bumper; Brass Floor Screws with Cap 
Nuts and W,ashers. All exposed metal 
parts are Nickel Plated Brass. 


As Described. 


Approximate Weight.. 

. . Pounds 1 95 



C 11130 
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C 11140 


“OKOLONA” 

VITROWARE WASH-DOWN CLOSET 

(patented) 


r Vitroware Syphon Action Wash-down Closet with Jet; “Air 

Controlled Direct Flushing Valve with Integral Stop, Metal Handle and Wall 
Escutcheon Plain Oak Seat and Cover with Bar Hinge; Rubber Bumpers; Brass 
BrlsI* Washers. All exposed metal parts are Nickel Plated 


i ============= 

As Describ ed. 

Approximate Weight 


. .Each|$53.00 

Pounds! 90 
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C 11180 


“ILLtNI” 

VITROWARE WASH-DOWN CLOSET 

T Action Wash-down Closet; Vitroware Low 

n Pressure Bottom Supply Ball Cock; Flush Valve' 

Double Acting China Operating Lever; ^-inch I. P. Size Supply Pipe to Floor 
with Floor EsciBcheon; 2-inch Elbow Flush Connection; Birch Mahogany Finish 
P am Seat and Cover with Bar Hinge and Rubber Bumpers; Brass Floor Screws 
with Cap Nuts and Washers. All exposed metal parts are Nickel Plated Brass 


As Described. 



Approximate Weight. 


. ■ -EachlSei.OO 

Pounds I 175 
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As Described. .Each | $47.00 

Approximate Weight.. . .. Pounds | 120 


VITROWARE WASH-DOWN CLOSET 

Crane '‘Illini’' Vitroware Syphon Action Wash-down Closet; White Finish 
Composition Low Tank with Supports; High Pressure Bottom Supply Ball Cock; 
Flush Valve; Double Acting China Operating Lever; ^-inch I. P. Size Supply 
Pipe to Floor with Floor Escutcheon; 2-inch Elbow Flush Connection; Birch 
Mahogany Finish Plain Seat and Cover with Bar Hinge and 'Rubber Bumpers; 
Brass Floor Screws with Cap Nuts and Washers. All exposed metal parts are 
Nickel Plated Brass. 


C 11200 
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“ILLINI” 

VITROWARE WASH-DOWN CLOSET 

Crane ‘‘mini” Vitroware Syphon Action Wash-down Closet; Enameled Iron 
Low Tank wUh Concealed Hanger; High Pressure Bottom Supply Ball Cock; 
f "w *^^*''*‘ Operating Lever; K-inch I. P. Size Supply Pipe 

Handle Compression Stop and Wall Escutcheon; 2-inch 
Elbow Flush Connection; Birch Mahogany Finish Plain Seat and Cover with Bar 
Hmge and Rubber Bumper; Brass Floor Screws with Cap Nuts and Washers 
All exposed metal parts are Nickel Plated Brass. 


As Described.. 

Approximate Weight 


. .Each|$65.00 

Pounds I 155 
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C 11220 


“ILLINI” 

VITROWARE WASH-DOWN CLOSET 

Crane “Illini” Vitroware Syphon Action Wash-down Closet; Oak Low Tank 
with Supports; 10 ounce Copper Lining; High Pressure Bottom Supply Ball Cock; 
Flush Valve; Double Acting China Operating Lever; ^4 Inch I. P. Size Supply 
Pipe to Wall having Wheel Handle Compression Stop and Wall Escutcheon; Elbow 
Flush Connection; Plain Oak Seat and Cover with Bar Hinge and Rubber Bump¬ 
ers; Brass Floor Screws with Cap Nuts and Washers. All exposed metal parts 
are Nickel Plated Brass. 


As Described, Golden or Natural Oak.Eac h] $48.00 

Approximate Weight.P ounds| llT" 
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C 11288 


“SANWALL” 

VITROWARE SYPHON JET PRISON CLOSET 

Crane ‘^Sanwall” Vitrovvare Syphon Jet Wall Outlet Prison Closet with 
Extended Lip, Angle Wall Flange and Integral Seat; Crane Air Controlled 
Concealed Direct Flush Valve with Metal Prison Type Turn Handle; Cast Brass 
Outlet Flange; Gasket; Bolts; China Bolt Caps. All exposed metal parts are 
Nickel Plated Brass. 


As Described. 

. 

.Each 1 $75.00 

Approximate Weight. 


.Pounds 1 130 
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C 11298 


“NEAPOL” 

VITROWARE PRISON WASH DOWN CLOSET 

Crane ‘‘Neapol’^ Extra Heavy Vitroware 
Prison Wall Outlet Wash Down Closet with 
Integral Seat j 20 x 9 x lO-inch Plain Hard- 
^vood Concealed Tank Lined with 10-ounce 
Copper Lining and Supported on Brackets; 

Bough Brass Flush Pipe and Flush Connec¬ 
tion; Nickel Plated Push Button Pull; Cast 
Brass Outlet Flange; Gasket and Bolts. All 
exposed metal parts are Nickel Plated Brass. 

As Described..Each | $70.00 

Approximate Weight.Pounds | iM" 

NOTE: Can also be furnished with Floor 
Outlet when so specified. 
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C 11510 


“WALSYN” 

VITROWARE SYPHON JET WALL CLOSET 

(patented) 


Heavy Vitroware Noiseless Syphon Jot Wall Closet; Vitro- 
High Pressure Top Supply Ball Cock; Flush 
Sorl^?’ p* Chain With China Ball Pull and Guide; Ebony “Whale-bone-ite” 
Saddle Pattern Seat, no Cover, with Concealed Hinge; l^-inch Offset FlushPipe 
with Holder and Bumper; Crane “Hulbert” Long Turn Drainage Fitting with 
Supporting Flange; Four inch Supporting Studs with Cap Nuts and Washers; 
Asbestos Graphite Treated Gasket; Electro Galvanized Outlet Nipple. All ex’ 
posed metal parts are Nickel Plated Brass. 


As Described, Less Crane ^^HulberP^ Fitting . .' .Each|$168.00 

If with 19x10x11 inch Quarter Sawed Oak Wood T ank.Each I 160.00 

Approximate Weight .Pounds | 165 


IMPORTANT 

When ordering state if Crane ‘^Hulbert^' Fittings are wanted Black or Galvanized. 



1 Black 

Galv. 

Add for 5 X 4 inch Crane ‘‘Hulbert" Single Fitting with Flange 

*22.00 

*28.00 

Add for 4 X 4 inch Crane “Hulbert’ Single Fitting with Flange 

19.00 

25.00 

Approximate Weight.Pounds 

85 

85 
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C 11540 


“WALSYN” 

VITROWARE SYPHON JET WALL CLOSET 

(patented) 


V “Walsyn” Heavy Vitroware Noiseless Syphon Jet Wall Closet with 

fetended Lip and Back Inlet; 19x10x11-inch Plain Hardwood Closet Tank with 
12-punce Copper Lining; High Pressure Top Supply Ball Cock; No. 5 Brass Syphon 
Valve, Push Button with Rod to Tank; Rough Brass Flush Pipe with Elbow 
Connection and Holder; Ebony “Whale-bone-ite” Open Front Serpentine Seat with 
Concealed Hinge; Wall Bumper; Crane “Hulbert” Long Turn Drainage Fitting 
with Supporting Fknge; Four %-inch Supporting Studs with Cap Nuts and 
Washers; Asbestos Graphite Treated Gasket; Electro Galvanized Outlet Nipple 
All exposed metal parts are Nickel Plated Brass. ^ ’ 


As Described,, less Crane ^^Hulb ert^^ Fitting. .~ Eanh |<li;i.^4 nn 

Approximate Weight. Pounds | - 


IMPORTANT 

When ordering state if Crane “Hulbert” Fittings are wanted Black or Gal- 
vanized. 


Add for 5x4-inch Crane ^^Hulbert^^ Single Fitting with Flangp | 
A^for 4x4-inch Crane '‘Hulbert” Single Fitting with Flange. | 
Approximate Weight.Pounds I 


Black 

$22.00 

19.00 

85 


Gal¬ 

vanized 

$28.00 

25.00 

85 
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f 



C 11590 


“PURUS” 

VITROWARE SYPHON JET CLOSET 

< Crane ^'Purus’^ Vitroware Syphon Jet Closet; 20x9x 10-inch Oak High 
Tank with Wall Supports; 10-ounce Copper Lining; High Pressure Top Supply 
Ball Cock; Galvanized Iron Gooseneck Syphon; Chain and Oak Pull; Plain Oak 
Seat and Cover with Bar Hinge and Rubber Bumpers; li^-inch Flush Pipe and 
Escutcheon; Flush Pipe Support and Rubber Bumpers; Brass Floor Screws with 
K'ap Nuts and Washers. All exposed metal parts are Xickel Plated Brass. 


As Described, Golden or Natural Oak Finish .77 . Each | $77.00 

If with Vitreous China Tank. ..Each I 94.00 

If with C 13724 Enameled Ir on Tank.Each | 91.00 

Approximate Weight.Pounds | IM' 
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C 11654 


“SANETO” 

VITROWARE SYPHON JET CLOSET 


Vitroware Syphon Jet Closet; 20x9x10 Inch Oak High Tank 
with Wall Supports; lO-Ounce Copper Lining; High Pressure Top Supply Ball 
Cock; Galvanized Iron Gooseneck Syphon; Chain and Oak Pull; Plain Oak Seat 
and Cover witli Bar Hinge and Rubber Bumpers; IJ^-inch Flush Pipe and 
Escutcheon; Flush Pipe Support and Rubber Bumpers; Brass Floor Scre^ with 
Cap Nuts and Washers. All exposed metal parts are Nickel Plated Brass. 


As Described, G olden or Natural Oak Finish 

If with Vitreous China T ank. 

If with C13724 Enameled Iron T ank. 

Approximate Weight. .. 


■. Eachisrs 00 

Eachl 93 00 

■ Each| 90 00 

Pounds 1 125 
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C 11760 


“OKOLONA” 

VITROWARE WASH-DOWN CLOSET 


T in^oTo ir? K Wash-Down Closet with Extended 

^.n 1 !?• ™ ®"PP‘^ Brackets; Chain and 

^II, U-inch Plain Oak Cantonment” Open Front Seat with Hinge; IJ^-inch 
Flush Pipe with Elbow and Escutcheon; Flush Pipe Support and Rubber Bumpers; 
Brass Floor Screws with Cap Nuts and Washers. .\11 exposed metal parts are 
iNickel Plated Brass. 


As Described. 

Approximate Weigh? 


■ Each I $62,00 

Pounds I 125 
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C 11764 


“ILLINI” 

VITROWARE WASH-DOWN CLOSET 

Crane Vitroware Syphon Action Wash-down Closet; 20x9x10 Inch 

Oak High Tank with Wall Supports; 10-ounce Copper Lining; High Pressure Top 
Supply Ball Cock; Galvanized Iron Gooseneck Syphon; Chain and Oak Pull; 
Plain Oak Seat and Cover with Hinge and Rubber Bumpers; 134"inch Flush Pipe 
with Elbow and Escutcheon; Flush Pipe Support and Rubber Bumpers; Brass 
Floor Screws with Cap Nuts and Washers. All exposed metal parts are Nickel 
Plated Brass. 


As Described, Golden or Natural Oak Finish.Each |$50.00 

Approximate Weight..Pounds] 115 























CRANE 


C 12100 


“SANETO” 

VITROWARE SYPHON JET CLOSET 

(PATENTED) 


Crane Saneto Vitroware Syphon Jot Closet with Extended Lip; 8x24-inch 
Galvanized Stee^ressure Tank and Bracket; Heavy Quarter Sawed Oak Serpen¬ 
tine Seat with Heavy Box Hinge and Reinforcing Plate; Seat Operating Valve 
or Simply from Wall; IJ^-inch Flush Pipe and Support with Rubber Bumpers; 
Cast Brass Floor Flange with Gasket, Bolts and Cap Nuts. All exposed metal 
parts are ISiickel Plated Brass. 


As Described .. 

If Tanks are wanted Fin ished with White Enamel Pninf. 

Approximate Weight. . 


Each I$102.00 

Add! 1-75 

Pounds I 125 


^^"^bij^ations require a working pressure of thirty pounds or 
more. When ordering, state pressure under which combinations are^to operate. 
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“SANETO” 

VITROWARE SYPHON JET CLOSET 

(Patented) 


C 12106 


Crane ‘^Saneto’’ Vitroware Syphon Jet Closet; 8 x 24 Inch Galvanized Steel 
Pressure Tank and Bracket; Heavy Quarter Sawed Oak Saddle Seat with Heavy 
Box Hinge and Reinforcing Plate; Nickel Plated Seat Operating Valve for 
Supply from Wall; inch Nickel Plated Offset Flush Pipe; Seat Bumper; Cast 
Brass Floor Flange with Gasket, Bolts and Cap Nuts. 


As Described. 


$91.00 

If with Supply from Floor with Nickel Plated Supply Pipe with Wheel 
Handle Stop.Kach 

93.50 

If Tanks are wanted Finished with White Enamel Paint 

.Add| 

1.75 

Approximate Weight. 


125 


Especially adapted for depots, institutions, factories, etc., where hard usage 
may be expected. 


Pressure Tank Combinations require a working pressure of thirty pounds or 
more. When ordering, state pressure under which combinations are to operate 
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C 12116 


“SANETO’’ 

VITROWARE SYPHON JET CLOSET 

(patented) 


Crane Saneto Vitroware Syphon Jet Closet; 8x24-inch Concealed Galvanized 
Steel Pressure Tank and Bracket; Heavy Quarter Sawed Oak Saddle Seat with 
wX pf and Reinforcing Plate; Seat Operating Valve for Supply from 

Wall, Flush Pipe with Elbow Connection through Wall; Wall Bumper; Cast Brass 


As Described. 


■ Each I $94 00 


^ximate Weight . . .. .Poundsl 150 

Pressure Tank Combinations require a working pressure of thirty oounds or 
operate.^^^'' ordering, state working pressure under which combinatiLs are to 
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C 12120 

“JUVENIS” 

VITROWARE SYPHON JET CLOSET 

(patented) 




Crane ^^Juvenis’^ Vitroware Syphon Jet Closet (133^ Inches High) with Ex¬ 
tended Lip; 8x24-inch Galvanized Steel Pressure Tank and Bracket; Ebony 
‘‘Whale^Bone-Ite’^ Se pentine Seat with Box Hinge; Rough Seat Operating Valve 
for Supply'from Wall; Galvanized Flush Pipe with Holder and Bumpers; Cast 
Brass Floor Flange, Gasket, Bolts and Cap Nuts. 


As Described. 

.Each! $102.00 

Approximate Weight. . . 

.Pounds 1 140 


Pressure Tank Combinations require a working pressure of thirty pounds or 
more. When ordering, state working pressure under which combinations are to 
operate. 
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C 12128 


‘‘JUVENIS” 

VITROWARE SYPHON JET CLOSET 

(patented) 


Galvl^L7rfp yitro^^re Syphon Jet Closet; 8x24-inch 

Seat Bracket; Heavy Quarter Sawed Oak Saddle 

Seat with Heavy Box Hinge and Reinforcing Plate; Seat Operating Valve for 

BraS Cast 


As Described. .. 

If Tanks are Wanted Fin ished with White Enamel Paint. 
Approximate Weight... 


■. Each I $92.00 

• Addl 175 

Pounds I 120 
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C 12140 


“OKOLONA” 

VITROWARE WASH-DOWN CLOSET 

(patented) 

Crane “Okolona” Vitroware Syphon Action Wash Down Closet with Jet; 
8x24-inch Galvanized Steel Pressure Tank and Bracket; Heavy Quarter Sawed 
Oak Saddle Seat with Heavy Box Hinge and Reinforcing Plate; Seat Operating 
Valve for Supply from Wall; l^-inch Flush Pipe and Support with Rubber Bump¬ 
ers; Cast Brass Floor Flange with Gasket, Bolts and Cap Nuts. All exposed metal 
parts are Nickel Plated Brass. 


As Described. 


$81.00 

If with Supply from Floor with Nickel Plated Supply Pipe with Wheel 

Handle Stop.Each 

84.00 

If Tanks are wanted finished with White Enameled Paint, .... 

.Add 

1.75 

Approximate Weight. 

.... Pounds 

115 


The ^‘Okolona Jr/^ Juvenile size bowl 13inches high can be furnished if 
wanted at same price. 

Pressure Tank Combinations require a working pressure of thirty pounds or 
more. When ordering, state working pressure under which combinations are to 
operate. 


























C 12200 


CRANE 


“ATLAS’* 

EXTRA HEAVY VITROWARE WASH-DOWN CLOSET 

(PATENTED) 

8x2«nch Gtlvani’zed^'stppf Vitroware Syphon Action Wash-down Closet; 


If With Nickel Plated Supply Pipe from Floor with Wheel Handle Stop. 


Each 


If Tanks are wanted finished with White Ename l Paint. .... -Add 

Approximate Weight. ~- 


$88.00 

90.50 


1.75 


Pounds I 125 


n.»yCSlotS‘‘'“"*eM- »k«e h.rd u..g. 
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C 12250 


“SANETO” 

VITROWARE SYPHON JET CLOSET 

(PATENTED) 

In ^OvJr“f^ ^"■T P'pes With Holders; Seat Bumper; Porcelain Emmeled 

HatefEra^f'"" “P°-d metTl partr^rlSi 


As Described. 


Approximate Weight. -' .p | 

Can also be furnished Junior height, measuring inches high, at same price' 
This c^bination is especially designed for localities where water pressures 
are not sufficient to operate Pressure Tanks. They may also be used under hieh 
pressure if vo unm of Water Supply to Ball Cock is Lt dWn sufficiently bv a S on 
Cock in Supply Pipe to prevent continuous syphoning in the tank va ve°^ Where 
rs~ «bsolutel7necess"ary to lira reguTatinrS 
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C 12290 


“OKOLONA” 

VITROWARE WASHDOWN CLOSET 

(PATENTED) 

Crane ‘^Okolona'^ Vitroware Washdown Closet with Jet; Reinforced Quarter- 
sawed Oak Saddle Seat with heavy Box Hinge; Seat Operating Valve; Flush and 
Equalizing Pipes with Holders; Seat Bumper; Porcelain Enameled All Over Iron 
Tank; Special Tank Trimmings; High Pressure Bottom Supply Ball Cock; Supply 
to Wall with Wheel Handle Compression Stop and Wall Flange; Cast Brass Floor 
Flange, Gasket and Bolts. All exposed metal parts are Nickel Plated Brass. 


As Described. 


Approximate Weight. 



Can also be furnished in Junior height, measuring 13M inches at same price. 

This combination is especially designed for localities where water pressures 
are not sufficient to operate Pressure Tanks. They may also be used under high 
pressure if volume of water Supply to Ball Cock is cut down sufficiently by a Stop 
Cock in Supply Pipe to prevent continuous syphoning in the tank valve. Where 
pressure is 60 pounds or more, it is absolutely necessary to use a regulating stop 
in supply. 


























VITROWARE CLOSET BOWLS 



CLOSE ROUGHING-IN SYPHON JET 
CLOSET 


C 12716 


PLAIN OVAL SYPHON JET CLOSET 


C 12718 


Price, Vitroware Close Koughing-in Syphon Jet (Jloset Bowl only 

Price, Vitroware Plain Oval Syphon Jet Closet Bowl only. 


■ Each I $30.00 

■ Each I 30.00 


The Above Prices are for Bowls only with seat attachments but do not include 
Spuds NET EXTRA. When ordering please specify size Spud wanted. 
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VITROWARE CLOSET BOWLS 



REVERSE TRAP SYPHON 
ACTION WASH DOWN CLOSET 


C 12724 

Each.$18.50 


CLOSE ROUGHING SYPHON 
ACTION WASH DOWN CLOSET 


C12734 

Each.$21.50 



SYPHON ACTION 
WASH DOWN CLOSET 


C 12736 



SYPHON ACTION 
WASH DOWN CLOSET WITH JET 


C 12738 


Each 


$16.50 


Each, 


$19.00 


The above prices are for Bowls only with seat attachments but do not include 
Spuds. Spuds aid Crates Net Extra. When Ordering Please Specify Size Snud 
Wanted. 
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CRANE 


C 12800 


FROST-PROOF 

AUTOMATIC WATER CLOSET 

Crane Tall Round Iron Hopper, Enameled Inside; Oak Self Raising Seat with 
Iron Remforcement; Automatic Valve with Valve Shelf and Clamp and Operat¬ 
ing Cham with Turnbuckle; 5-foot length of 4-inch Extra Heavy Soil Pipe with 
Flange cast on one end; “P” Trap with Handhole and Cover, Tapped for Drip Pipe 


As Described. 

Approximate Weight 


■ Eachl $57 00 

Pounds I 150 
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C 12806 


FROST-PROOF OUTFIT 
NO. 1 

Crane Enameled Inside, Painted Outside, 
Tall Oval Flushing Rim Hopper; Hardwood 
Seat with Reinforcement; Automatic Flush and 
Supply Valve, assembled with 3-foot, 3-inch 
Valve Rod and Casing with Lead Waste Connec¬ 
tion; 8x24-inch Galvanized Steel Pressure Tank 
and Flush Pipe. 


As Described. .. . 7 . .Each 

(Trap and soil pipe not included.) 
Approximate Weight.Pounds | 


$39.00 

100 


FROST-PROOF OUTFIT 
NO. 2 

Crane Enameled Inside Painted Outside Tall 
Oval Flushing Rim Hopper; Hardwood Seat with 
Reinforcement; Automatic flush and Supply 
Valve assembled with 3-foot, 3-inch Valve Rod 
and Casing with Lead Waste Connection. 


As Described. Each 

(Trap and S oil Pipe not included.) 
Approximate Weight.Pounds 


$25.00 

60 



Outfits with hoppers having four-inch outlets for calking into bell end of soil 
pipe wdl be furnished unless otherwise ordered. Flanged Hoppers can be furnished 
at same price. 
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CRANE “AIR CONTROLLED” FLUSHING VALVE 

(PATENTED^ 



C 13100 

BACK INLET WITH STOP COCK 
AND CHINA HANDLE 


C13106 
TOP INLET, NO STOP COCK, 
BRASS HANDLE 




SIDE INLET WITH STOP COCK 

and china handle 


These valves are furnished either rough or nickel nlnfpd wi+v. ^ i 

va ves to maintain the full depth of water seal in the trapway and the full wafpr 
surface m the bowl, so necessary to sanitary conditions in^the^cfoset" ^ 

«j.!”S. •»» 


This valve being ''air controlled'' 
bad water conditions prevail, as the 
in the water. 


makes its use possible in localities where 
time of closing is not affected by sediment 


in.u,. long „„ ^ ...a„ j,; “z", 

In tiirect flushing valve installations, it must be remembered that it i<? nnt 
valve which flushes the closet, but the velocity and vZme of the water wJpK 
passes through the valve. The "Air Controlled'' Flushing hi ,'at. 

^S'ZStntlSiSg thtSj,Xin 

entirely, making it adaptable for use on low pressures'’"®*^ 

sssss-sasiassa 

Valves are made of Metal suitable for Salt Water Service when so specified. 
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CLOSET TANKS 

“CORSYN” 

VITROWARE TANK 
BOTTOM SUPPLY 



Crane “Corsyn” Extra Large Vitroware 
Low Tank with Supporting Screws; Flush 
Valve; High Pressure Full Elevated Bottom 
Supply Ball Cock with Integral Stop; 
Double Acting China Operating Lever; 
Nickel Plated % inch I. P. Size Brass Supply 
Pipe to Wall and Wall Escutcheon; 2 inch 
Nickel Plated Brass Flush Connection. 


As Described. 

.Each 1 $41.00 

Approximate Weight. 

.... Pounds 1 115 


C 13530 


“CORSYN” 
VITROWARE TANK 
BACK SUPPLY 

Crane “Corsyn’^ Extra Large Vitroware 
Low Tank with Supporting Screws; Flush 
Valve; High Pressure Full Elevated Back 
Supply Ball Cock with Integral Stop; Dou¬ 
ble Acting China Operating Lever; 2-inch 
Nickel Plated Flush Connection. 


As Described.Each|S44.00 

Approximate Weight.Pounds I 115 


“CRACO” VITROWARE TANK 

BOTTOM SUPPLY WITH INTEGRAL STOP 

Crane “Craco” Vitroware Low Tank 
with Supporting Screws; Flush Valve; High 
Pressure Elevated Bottom Supply Ball 
Cock with Integral Stop; Double Acting 
China Operating Lever; Nickel Plated 
inch No. 14 Gauge Seamless Brass Supply 
Pipe to Floor with Escutcheon; 2-Inch 
Nickel Plated Flush Connection. 


As Described.Each | $30.00 

Approximate Weight.Pounds | 95 




Cl 3570 
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CRANE 


“CRACO” VITROWARE TANK 

BOTTOM SUPPLY 


Crane “Craco’^ Vitroware Low Tank with 
Supporting Screws; Flush Valve; High Pres¬ 
sure Elevated Bottom Supply Ball Cock; 
Double Acting China Operating Lever; 
Nickel Plated ^ Inch No. 14 Gauge Seam¬ 
less Brass Supply Pipe to Floor with Escut¬ 
cheon; 2 Inch Nickel Plated Flush Con¬ 
nection. 


As Described. 


Approximate Weight. 

.... Pounds 1 100 



C13672 



C13574 


“CRACO” VITROWARE TANK 

back supply with 

INTEGRAL STOP 

Crane ‘‘Craco’* Vitroware Low Tank with 
Supporting Screws; Flush Valve; High Pres¬ 
sure Elevated Back Supply Ball Cock with 
Integral Stop; Double Acting China Oper¬ 
ating Lever; 2-Inch Nickel Plated Flush 
Connection. 


As Described. 

.Each] $31.00 

Approximate Weight.. 

.Pounds 1 95 


COMPOSITION CLOSET 
TANKS 

White, Mahogany and Oak. 

C 13602 No. 6 Composition Tank furnished 
in White, Mahogany and Oak finishes. 

Prices on application. 



C13602 
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CLOSET TANKS 




ENAMELED IRON LOW TANK 


Enameled Iron Low Closet Tank with Con¬ 
cealed Hanger; Flush Valve; High Pressure Ball 
Cock; Double Acting China Operating Lever; 
Nickel Plated ^ inch Number 14 Gauge Seam¬ 
less Brass Supply Pipe to Floor with Escutcheon; 
2 inch Nickel Plated Flush Connection. 

As Described 24x173^x95^ inches. 

Enameled Inside. Each $35.50 
all-over. Each $34.00 


IRON HIGH TANK 


C 13724 

Enameled Iron High Closet Tank with Sup¬ 
porting Screws; Galvanized Gooseneck Flush 
Valve; Bottom Supply High Pressure Ball Cock, 
Lever; Nickel Plated Chain and Oak Pull. 

Enameled Enameled 
all-over Inside 

Each Each 

As Described, 18 x 10 x 9 in.$23.00 $19.00 

As Described, 20 x 10 x 10 in. 26.00 23.00 

Can also furnish with top supply Ball Cock. 


WOOD LOW TANK 


C 13646 

Round Corner Low Closet Tank, Polish Finish 
10 ounce Cop^r Lining; Rubber Ball Flush 
y^alve; High Pre.ssure Elevated Ball Cock; 
Double Acting China Operating Lever; Nickel 
Plated inch Number 14 gauge Seamless Brass 
Supply Pipe to floor with Escutcheon; 2 inch 
Nickel Plated Flush Connection. 

As Described—Natural or Golden Oak. 

Each $26.00 

Can be furnished lined with 12, 14 or 16 ounce 
Copper or with Lead. Prices on application. 

WOOD HIGH TANK 

r ■ .1 


C 13750 

Round Corner High Closet Tank with Mould¬ 
ing, and Brackets Polish finish; 10 ounce Copper 
lining; Galvanized Gooseneck Flush Valve; Bot¬ 
tom Supply High Pressure Ball Cock; Lever; 
Nickel Plated Chain and Oak Pull. 

As Described—Natural or Golden Oak—17 x 8 x 
10 inches— o}4 gallons Capacity. Each $16.50 
As Described—Natural or Golden Oak—20 x 9 x 
10 inches— 7}4 gallons Capacity. Each $18.50 
Add if furnished with Backboard instead of 

Brackets.$ 1.50 

Can be furnished lined with 12, 14 or 16 ounce 
Copper or wit • Lt ad. Prices on application. 
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CRANE 


TANKS, VALVES, ETC. 


GALVANIZED 
SYPHON FOR 


GOOSE NECK 
HIGH TANKS 



C 13800 


Size... 


Galvanized Gooseneck Syphon. 

Brass Gooseneck Seats—and Couplings 


“SUCCESS” 

COPPER CONE 

WITH N. P. BRASS TRIMMINGS 
H.296 



^ ^3808 Each 


H-296 Size, 1inch complete.. j 4.60 
CONE ONLY Each 

H-296 Size, inch.|$ 2.00 

H-296 Size, onch.| 3.00 


BRASS SEAT FOR 
GOOSE-NECK 




C 13802 


Inches I 1}4 | 13 ^ 

TEachl $1.50 I $2 .25~^ 
• Each I 1.45 2.15 


RUBBER FLOAT 


C 13831 


m ^ Float Valve for Low 

lanks. Two inch Flush Connections. 


Price 


Each I $2.40 
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CLOSET ACCESSORIES 



CLOSET TANK LEVER 

Closet Tank Trip Lever.. . Each | $1.20 


i 

i 

I 

i 



C 13900 


NICKEL PLATED BRASS 
PUSH BUTTON DEVICE 
WITH INDEX 

For operating Closet Tank, 
placed back of wall or partition 

For Wall I-in. or under, Each | $2.50 

ForWall^in. orunder.Each I 3.00 

ForWall6in.orunder.Each [ 4.25 

State thickness of parti- 

tion when ordering. 



C 13902 

NICKEL PLATED BRASS 
LINKS 

For Closet Pulls 
Per Link. 1 ft. long ■ . |$().^ 



C 13904 


NICKEL PLATED 
WEIGHTED LEVER 
HANDLE PULL 

For operating Closet Tank, 
placed back of wall or partition 


Each.I $7.00 



C 13970 



C 13972 


C 13974 



C 13990 


C 13970 Enameled Wood. Each | $0.45 

C 13972 Wood, Oak or Cherry with Rubber King.Each | 

C 13974 Imitation Celluloid.Each | 1.30 

C 13990 Nickel Plated Plain Pull Guide with Celluloid Ball Pull.Each | r).~00 

C 13990 Nickel Platad Plain Pull Guide with China Ball Pull.Each | 5.75 
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CRANE 


BALL COCKS 

FOR LOW TANKS 


Each 



ELEVATED HIGH PRESSURE 
COMPOUND LEVER 


C 14110 

WITH REFILL TUBE 

.$2.35 



ELEVATED HIGH PRESSURE 
COMPOUND LEVER WITH INTEGRAL STOP 


C 14112 


WITH REFILL TUBE 

Each. 


$3.05 




ELEVATED HIGH PRESSURE, 
COMPOUND LEVER 


BACK SUPPLY 


Each 


$2. lo 


Each 


$2.35 
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BALL COCKS 
FOR HIGH TANKS 


HIGH PRESSURE COMPOUND LEVER 
TOP SUPPLY 



C 14162 


* 3.00 


HIGH PRESSURE COMPOUND LEVER 
BOTTOM SUPPLY 



C 14166 
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CRANE 


CLOSET ACCESSORIES 



C 14200 
STAMPED 



C 14202 

RUBBER WASHER 



C 14206 

FLOAT WITH ROD THROUGH FLOAT 



C 14210 

RUBBER WASHER 


COPPER FLOATS 


6 


Size.Inches I 

C 14200, Price .... PerDozenI g5.50|$11.0oi$i7.(X)i$22.00|' 


I I i) I 10 I 12 


— ,—' .. . - .u ui^^^.uui |$61.00l$89 

r 9 0 01 I5.00|$25.00 | 40 001 on 

U 14204, Price .... ler Doz en I 7.2a| 8.25| 17.001 2 7.001 87 001 47 nnl «n 
CJ4206, Price .... P^FDozen| 18.00| 22.001 20 .001 29 001 .12 nni nni .o 
C 14210, 4x5 inches, Threaded M-20 . . J I / 

C 14210 Floats will be furnished Threaded for Cast Rod at same price. 


BRASS STEMS FOR 5 AND 6 INCH FLOAT BALLS 


C 14230 


% inch Rod any length up to 14 inches. | ,yo 

For larger size Balls, I. P. Size Brass or Iron Pipe is furnished in lengths to order. 


C 14234 

REFILL TUBES 

I__ 

C 14238 

RUBBER BALL STEM 


Price, }4 inch Ball CockReiill tube, any Ipngf h np to 14 inchcc 
Price, Rubber Ball Stem...— 


Each I $0.25 

Each I . 20 


sigisisigi 









































































CRANE 





C 14274 


Nickel Plated, Adjustable from 

2 to 3 inches, Center to Cen¬ 
ter .Each 


REGULAR LENGTH 6 INCHES 


$4.65 


Nickel Plated.Each |$1.15 


NOTE.—If without Coupling Nuts, deduct 20 cents for each Nut from List. 


SLIP JOINT CLOSET CONNECTIONS 

^ __ FOR LOW TANKS 

2 INCH ELBOW 2 INCH OFFSET 


461 


“CHINA-CASED” FLUSH CONNECTIONS 

(PATENTED) 


STRAIGHT 


OFFSET r-li/a'-a' 


ELBOW 


C 14250 


C 14254 


- C 14256 

ror^tfn 

finlugu& and c loset and adds the 

S traight, complete with China casings, rough bras s tubing, nuts and washers | .$6 no 

Qtfset, C to C. with China ca sings, rough brass tubing, nuts and washers. . | 6.00 
Elbow,^mpiete with China casings rough brass tubing, nuts and washers.r~6.50 


C 14270 

REGULAR SIZE 5X7 INCHES 

Nickel Plated. Each | $1.60 

For each additional inch on either I 
Leg, per inch.Add | .10 

2 INCH SPECIAL LONG ELBOW 
SIZE 6 X 81/2 inches 


Nickel Plated.Each |$1.60 

2 INCH ADJUSTABLE OFFSET 


C 14272 

REGULAR LENGTH 6 INCHES 


Nickel Plated, 1, 1^2, 2 or 2H 

inch Offset. Each 

|$1.50 

Nickel Plated, 3, 3^ or 4 inch 

Offset.Each 

1.60 

Nickel Plated, 4H. 5, 5}^ or-6 

inch Offset..“. Each 

1.70 

Longer Offsets to order. 


2 INCH STRAIGHT CONNECTION 
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CRANE 


SLIP JOINT CLOSET CONNECTIONS 

FOR HIGH TANKS 
DEGREE 


BRASS CLOSET SLIP NINETY 
ELBOWS 
POLISHED OR NICKEL PLATED 
INCH CENTER TO END 


BRASS CLOSET SLIP FORTY-FIVE 
DEGREE ELBOWS 
POLISHED OR NICKEL PLATED 




C 14300 


90° ELBOWS 


C 143C2 


For 114 inch 8pud and inch F lush PinP i:.- -u 

For IH inch tjpud and 1^ inch Flush Pipe,. ~., qo 

For IH inch Mpiid and 1»^ in ch i-'liish Pipe ... - ./on 

For 11^ inch Spud and inch Flush Pipe . . .. ^ \ ’ Wnr-h I i Q<i 

45° ELBOWS 

For IH inch Bpud and inch F lush ir. -u ,.x 

For 114 inch Spud and 1^ in ch Flush Pino.. -~ F.a^Kl^ 'no 

For 114 inch Spud and inch Flush Pipe . ' ^ ^ ^ ^ .Each! 1 95 

RUBBER CLOSET CONNECTIONS 


ELBOWS 



SHOWS No. 4 A 
C 14320 


STRAIGHT 

CONNECTIONS 



SHOWS No. 7 
C14322 


No. 4A 

Long. 


No. 4 

Medium. 


No. 3 

Short. 


No. 26 

Long (Light Pattern) .Per Dozen| 7 00 


FOR INCH FLUSH 


No. 6AA Medium. . 


FOR 2 INCH VENT 

No. G 

lo slip over 2 inch Iron or Lead 



Pipe. 


$15.00 

No. 6A 

To slip over inch LeadI 



Pipe. 


15.00 


No. 7 

For 114 inch Plush. . 


No. 7A 

P'or 13 ^ inch Flush. . . 


9.00 

No. 8 

J<or 2 inch Vent to slip over 2 inch Iron orl 



Pead Pipe. . 


14,00 


ADJUSTABLE RUBBER ELBOWS OHLIGER CONNECTIONS ROBB CONNECTIONS 




C 14324 


C 14328 



Khort..PerDoz.|S6.50 II For m inch Flush. Per Doz. I $ 2 : TO || 































































































































CRANE 


463 


WATER CLOSET FLUSH AND SUPPLY PIPES 


FLUSH 


SUPPLY 


SUPPLY PIPES FOR 
LOW TANKS 

PLAIN WITH COCK 



C 14350 C 14352 C 14360 C 14362 C 14370 


FLUSH PIPES 

Made in IH and IJ^-inch O. D. Sizes of various gauges of Tubing, Finished 
or Nickel Plated. 

Prices on application. 


SUPPLY PIPES 

Made m ^ and J^inch I. P. Size and ^ Tubing of various gauges Finished 
or Nickel Plated. 

Prices on application. 

For pipes with a larger offset than 3^ inches extra charge will be made. 


SUPPLY PIPES FOR LOW TANKS 

Made in ^ and J^inch Iron Pipe Size; also No. 14 Gauge Tubing, either to 
Floor or to Wall, both with and without Stop Valve. 

Prices on application. 

In ordering flush and supply pipes always send coupling nut from both flush 
and supply tank spuds, and state distance (when offset pipes are wanted) from 
center of flush and also supply spuds to back of tank. 
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SINGLE 


PIPE STRAPS AND HOLDERS 

PIPE STRAPS 

DOUBLE 


5 ^ 

L. 


WITH BUMPER 


WITH BUMPER 


C 14380 


• ■ — J 

C 14382 




C 14384 



C 14386 


Size, Outside Diameter. i- tt — i- — r—— 7- , . , . . . • 


Size. Tnnhps 

Price, Nickel Platea, ±"iain. Double O. t). 
Sizes. . Pgj. 

fcce. mted.' ' With' 'Bumper^ 


Per 100 I.I.I 13,00 


13.751 15.00 


Double O. D. Sizes. .Per 


|i Hxh li^xHUi^xH 


$13. 00 1$13.50 I$14.00 I$14.50 


16.00 


16.501 17.001 17.50 




$15.50 


$16.00 


18.50 


19.00 


LIGHT 


FLUSH PIPE HOLDERS 

HEAVY 



C 14402 



SUPPLY PIPE HOLDERS 
LIGHT HEAVY 


C 14404 


C 1 406 


Size...... .T". . ■ - 

Price, N ickgrplated. T.ighf, 
l^rice. Nickel Plated. Hea?^ 


FLUSH PIPE HOLDERS 



FLUSH AND SUPPLY 


Size.. 

Price, Nickel Pl ated. JJght 
Frice, Nickel PlatM, Heavy ^ 


Inches I H i. f 

^15ach I $0.95 
• Each I 1.40 


PIPE HOLDERS 

Z H I. P. I O. D. I 1^ O. D. I 11 ^ O n 

_ _^Q ^5 I $ 0.95 rso .95 r$0.95 

140 I 1.40 I 1.40 I 1.4fr~ 


CLOSET 

REDUCING 

SPUD 



C 14420 


CLOSET REDUCING SPUD 


• • • • •. .Inches 12 xri^;i 12 x 1 UTi i^xl ^ 

rice. JSickel Plated Each |$0 .95 |$ 0.95 [ $ 0.95 

CLOSET BOWL SPUD 


CLOSET BOWL SPUD 




NICKEL PLATED 
CLOSET SLIP 
JOINT NUT 


C 14430 


NICKLE PLATED CLOSET SLIP JOINT NUT 


^ize.Inches 


1 % f 1 u~ r 2 - 

Price.Each 

[$0.50 

1*0.55|$0.55|$0.95 


FLANGES OR PLATES FOR CLOSET SPUDS 


For 1 H inch Sp uTf: 
For 1 inch Spud T 

For 2 inch Spii^ 


Per dozen |$1.00 

Per dozen! 1.25 
Per dozen | 1.60 



C 14422 


FLANGES OR PLATES 
FOR CLOSET SPUDS 

SPUN BRASS 
NICKEL PLATED 
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FLOOR AND OUTLET FLANGES FOR CRANE CLOSETS 


WITH ASBESTOS RING 
GASKET, BOLTS AND WASHERS 


WITH CORRUGATED 
RUBBER GASKET, BOLTS AND WASHERS 


C 14460 


C 14472 


Brass..Each I $4.60 

Malleable Iron.Each | 2.0 0 

Galvanized Malleable Iron, Each j 2,55 
Female flange same price. 

Size of flange, 4x7 inches, slotted for 
on 6J^-inch bolt circle. 


Brass. 

. Fach 1 $4.35 

Malleable Iron . 

. ICach 1 

1.75 

Galvanized Malleable Iron 

.Each| 

2.30 


Male flange same price. 

on 6-inch circle with four cored holes 



C 14476 

Brass for Lead Pipe with Asbestos Gasket. Each | $1.75 


_C 14480 

Brass for Lead Pipe. Rubber Gasket. , 


Each III. 30 



SOLID HEAD 
STUDS 


C 14500 
Per 

Hundred 

$13.00 


CLOSET SCREWS, WASHERS, ETC. 

NICKEL PLATED 


SOLID HEAD 
BOLTS 


CLOSET SCREW WASHERS 

OVAL CHINA BOLT CAP 


C 14502 

Per 

Hundred 

$4.95 


C 14504 

Per 

Hundred 

$13.00 


14506 
Per 
Hundred 
$1.55 


C 14508 

Per 

Hundred 

$1.85 


C 14510 
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NO. 1 HINGE 


NO. 2 HINGE 


NO. 3 HINGE 


CRANE SEAT 



NO. 16 HINGE 


NO. 4 HINGE 


NO. 13 HINGE 


NO. 7 HINGE 


14 HINGE 



NO. 17 HINGE 


NO. 19 HINGE 


NO. 20 HINGE 
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C 14700 


SQUARE BACK PLAIN SEAT AND COVER WITH NO, 1 HINGE 


Number 

Style 

of 

Hinge 

Thickness 

of 

Seat 

Plain 

Oak 

Quarter 

Sawed 

Oak 

Birch 

Mahog¬ 

any 

Finish 

Genuine 

Mahog¬ 

any 

1 

Cherry 

1 n iru 

White 

“Sani- 

toure” 

Jit 

Add for 

Adjust¬ 
able Seat 
Posts 
For 
Raised 
Vent 

C14700 

JNo. 

1 

1}4 inch 

$9.25 

$11.00 

$ 9.50 

[$il.50 

$10.00 

$14.50 

$1.40 

C14701 

No. 

1 

1}^ inch 

10.25 

12.50 

r 10.50 

^13.00 

10.25 

15.00 

1.40 

C14702 

No. 

3 

l}4 inch 

r 9.25 

11.00 

9.50 

11.50 

10.00 

r 14.50 

1.40 

C14703 

No. 

3 

l }/2 inch 

10.25 

r12.50 

"10.50 

ri3.00 

10.26 

15.00 

1.40 

C14704 

No. 

4 

1}4 inch 

11.00 

13.00 

^11.25 

"“13.00 

r 10.50 

r16.50 

r 1.40 

C14705 

No. 

4 

1}/^ inch 

12.00 

14.25 

12.25 

ri4.25 

11.50 

ri7.oo 

1.40 

C14706 

No. 

7 

1}4 inch 

13.26 

16.00 

13.50 

14.50 

12.00 

21.50 

^1.40 

Cl4707 

No. 

7 

IJ^ inch 

14.25 

16.50 

14.50 

15.75 

13.00 

22.00 

1.40 

C14708 

No. 19 

inch 

10.00 

12.00 

10.25 

11.75 

9.25 

15.00 

1.40 

Cl4709 

No. 19 

114 inch 

11.00 

13.25 

11.25 

^13.25 

"10.26 

15.50 

,1.40 


C 14720 



SQUARE BACK PLAIN SEAT WITH NO. 2 HINGE 


Number 

Style 

of 

Hinge 

Thickness 

of 

Seat 

Plain 

Oak 

Quarter 

Sawed 

Oak 

Birch 

Mahog¬ 

any 

Finish 

Genuine 

Mahog¬ 

any 

Cherry 

White 

“Sani- 

toure” 

Add for 
Adjust¬ 
able Seat 
Posts 
For 
Raised 
Vent 

C14720 

No. 2 

1}4 inch 

$ 7.75 

$ 9.00 

8 8.00 

$10.75 

$ 8.60 

$13.26 

$1.40 

C14721 

No. 2 

l }/2 inch 

9.76 

10.50 

9.25 

12.75 

10.50 

14.25 

1.40 

C14722 

No. 8 

114 inch 

11.50 

12.75 

11.50 

14.50 

12.25 

19.25 

1.40 

C14723 

No. 8 

] ]4 inch 

7.50 

9.00 

" 8.00 

16.25 

r13.75 

20.00 

1.40 

C14724 

No. 20 

1}4 inch 

8.25 

9.50 

8.25 

11.25 

9.00 

13.25 

ri.40 

C14725 

No. 20 

1}4 inch 

9.50 

10.75 

9.50 

13.00 

10.50 

15.00 

1.40 


Oval or Round Back furnished at same price. 
When ordering, specify Finish Seat is wanted. 
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C 14730 


SQUARE BACK SADDLE SEAT AND COVER WITH NO. 4 HINGE 


N umber 

Style 

of 

Hinge 

Thickness 

of 

Seat 

Plain 

Oak 

Quarter 

Sawed 

Oak 

Birch 

Mahog¬ 

any 

Finish 

Genuine 

Mahog¬ 

any 

Cherry 

White 

“Sani- 

toure” 

Add for Adjust¬ 
able Seat Posts 
For Raised Vent 

C14730 

i\0. 

4 

134-inch 

$11.50 

$1.1.50 

$11.50 

$13.50 

$11.00 

$17.00 

$1.40 

C14731 

No. 

4 

13^-inch 

12.60 

ni4.50 

13.00 

15.00 

12.00 

17.50 

1.40 

C14732 

No. 

1 

lJ4-inch 

10.00 

11.50 

10.00 

12.00 

10.50 

15.00 

1.40 

Cl4733 

No. 

1 

13^-inch 

11.00 

13.00 

11.00 

13.50 

11.00 

15.50 

1.40 

Cl4734 

No. 

3 

134 -inch 

10.00 

11.60 

^ 10.00 

r 12.00 

10.50 

15.00 

1.40 


3| 

134-inch 1 

11.001 

13.001 

11.001 

13..501 

11 001 

If^ AOI 

1 4f\ 


Cl4736[No. 71 1^-inch 

Cl4737|No. 71 1^-inc h 

Cl4738|No. 191 13^-inch 


C14739|No. 19| 13^-inch I 11.50| 14.00| 13.00| 13.50 


-T—-1- !_!_ I 1 . 

14.001 16.501 14.0 01 15.001 12.501 22.001 no" 

15.001 14.001 15.001 15.501 13.50| 22.501 1.40 


10.501 12.501 ll.ooj 14.^1 10.001 15.50| 1 .40 

11 00| Ig QQ| J ^ 



C 14750 


SQUARE BACK SADDLE SEAT WITH NO. 2 HINGE 


C14755|No. 201 1 i^-inch 


10.001 10.50 


Number 

Style 

of 

Hinge 

Thickness 

of 

Seat 

Plain 

Oak 

Quarter 

Sawed 

Oak 

Birch 

Mahog¬ 

any 

Finish 

Genuine 

Mahog¬ 

any 

Cherry 

White 

“Sani- 

toure” 

Add for Adjust¬ 
able Seat Posts 
For Raised Vent 

Cl4750 

iNo. 2| 134 -inch 

$ 8.50|$ 9.50 

$ 8.50|$11.50 

$ 9.00 

$14.00 

$1.40 

C14751 

JNo. 2| 

134-inch 

10.501 

11.00 

10 50| 

13.50 

11.00 

15.00 

1.40 

Cl4752 

JNo. IM-inch 

12.001 

13.50 

12.001 

15.00 

13.00 

20.00 

1.40 

C14753 

JNo. 8| 

or\l 

134-inch 

8.001 

9.50 

8.501 

17.00 

14.00 

20.50 

1.40 


. 9.501 14.001 1.40 

10.001 13.501 11001 15~50| Tlo” 


Oval or Round Back furnished at same price. 

When ordering, specify finish Seat is wanted. 
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C 14760 


SQUARE BACK CRESCENT SEAT AND COVER WITH NO. 13 HINGE 


Number 

Style 

of 

Hinge 

Thickness 

of 

Seat 

Plain 

Oak 

Quarter 

Sawed 

Oak 

Birch 

Mahog¬ 

any 

Finish 

Genuine 

Mahog¬ 

any 

Cherry 

White 

“Sani- 

toure” 

Add for Adjust¬ 
able Seat Posts 
For Raised Vent 

C 14760 

No. 13 

134 -inch 

$13.90 1 $15.85 

$14.20 

$18.40 

$15.40 

$18.40 

$1.4<J 

C 14761 

No. 13 

134 -inch 

14.951 

17.20 

15.25 

20.15 

16.74 

19.00 

1.40 

C 14762 

No. 4 

134 -inch 

11.601 

13.50 

11.90 

16.05 

13.10 

17.40 

1.40 

C 14763 

No. 4 

134 -inch 

12.651 

14.85 

12.95 

17.85 

14.40 

19.15 

1.40 



C 14770 


SQUARE BACK CRESCENT SEAT WITH NO. 14 HINGE 


Number 

Style 

of 

Hinge 

Thickness 

of 

Seat 

Plain 

Oak 

Quarter 

Sawed 

Oak 

Birch 

Mahog¬ 

any 

Finish 

Genuine 

Mahog¬ 

any 

Cherry 

White 

“Sani- 

toure” 

Add for Adjust¬ 
able Seat Posts 
For Raised Vent 

C 14770 

No. 14 

134 -inch 

$12.10 

$13.30 

$12.25 

$15.05 

$13.00 

$16.75 

$1.40 

C 14771 

No. 14 

134 -inch 

13.30 

14.75 

13.45 

17.00 

14.50 

17.20 

1.40 

C 14772 

No. 20 

134 -inch 

8.85 

10.05 

9.00 

11.80 

9.75 

13.95 

1.40 

C 14773 

No. 20 

134 -inch 

10.05 

11.50 

10.20 

13.75 

11.20 

14.40 

1.40 


Oval or Round Back furnished at same price. 
When ordering, specify finish Seat is wanted. 
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C1478i) 


SQUARE BACK OPEN FRONT SERPENTINE SEAT AND COVER WITH 

NO. 16 HINGE 


Number 

Style 

of 

Hinge 

Thickness 

of 

Seat 

Plain 

Oak 

Quarter 

Sawed 

Oak 

Birch 

Mahog¬ 

any 

Finish 

Genuine 

Mahog¬ 

any 

Cherry 

White 

“Sani- 

toure” 

Add for Adjust¬ 
able Seat Posts 
For Raised Vent 

C14780 

No. 16 

13 ^-inch 

15.70 

17.95 

16.00 

20.90 

17.50 

liO.OO 

1.40 

C14781 

No. 4 

IJ^-inch 

13.40 

15.60 

13.70 

18.60 

15.15 

24.95 

1.40 



C14785 


SQUARE BACK OPEN FRONT SERPENTINE SEAT WITH NO. 17 HINGE 


Number 

Style 

of 

Hinge 

Thickness 

of 

Seat 

Plain 

Oak 

Quarter 

Sawed 

Oak 

Birch 

Mahog¬ 

any 

Finish 

Genuine 

Mahog¬ 

any 

Cherry 

White 

“Sani- 

toure” 

Add for Adjust¬ 
able Seat Posts 
For Raised Vent 

C14785 

No. 17 

13^-inch 

13.55 

15.05 

13.70 

17.30 

14.75 

20.75 

1.40 

C14786 

No. 20 

13 ^-inch 

10.75 

12.25 

10.90 

14.50 

11.95 

16.75 

1.40 


xi-uuiJVA jujaujv luiiiisneu au same price. 
When ordering, specify finish Seat is wanted. 



C1488D 


IM-INCH square back seat and cover with nickel plated 

CAST BRASS OFFSET HINGES 


Plain Oak, Natural Oak, Golden Oak or Imitation Cherry, Polish 

- Finish.Each; 

1$ 7.40 

Quarter Sawed Oak or Genuine Cherrv. 

9.30 

Genuine Mahogany, Piano Finish. | 

11.45 
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WHALE-BONE-ITE SEATS 

One piece, no joints, thick covering. Guaranteed against cracking, splitting, 
crazing or warping, and to be impervious to moisture and acid proof; life long 
durability. Handsome appearance, concealed hinge. 



SADDLE PATTERN 


RING PATTERN 


C 14912 

_ __ring pattern 

Ebony Finish , Without Cover.. 

Mahogan y Finish, Without Cover 

Ebo ny Finish, With Cover. ~ —~~ 

Mahogany Finish, With Cover. 

— _ SADDLE P ATTERN 

Ebony Finish, With C over. 

Mahogany Finish, With Cover . 

Ebony Finish, Without C over. 

Mahogany Finish, Without Cover. 


C 14914 


.. Each I $18. 

. .EachI 21. 

..Eachl 33. 

. .Each| 38. 


.. .Each|$35.00 

Each I 42"7 oO 

. ■ .Eachl 20.00 

...Eachj 24.00 


OPEN FRONT AND BACK NON-FOUL PATTERN 



C 14918 


__ OPEN FRO NT AND BACK NON-FOUL 

Ebony Finish. .... — 

Slahogany Finish. 


PATTERN 

.Each I $25 00 

.Each] 28.00 


IS IS IS? Ig 
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WHALE-BONE-ITE SEATS 



C 14922 

OPEN FRONT “SERPENTINE” PATTERN 


Ebony Finish, Without COTer.. 

Mahogany Einish, Without Cove r 

Ebony Finish, With Cover 

Mahogany h'inish, With Cover. 


Each I $20,50 
Each! 24.75 
Each I 35.50 

Each! 40.50 



OPEN FRONT “CRESCENT” PATTERN 


Ebony Finish, Witiwit C over.. „ 

Mahogany Finish, Without Cover . .T! . ! 

Ebony b'mish. With Cover!.. .. 23.00 

Mahogany h'lnish. With Cover. . ! \ ..i 

A dd If Beat is i^r>t^dJoi^Bowjsj^Rai.secl fVont Flushing Lips, Ea ch! ^2^ 
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CLOSET SEATS 


C 14970 


C 14982 


Crane All White Sanitoure Finish, Ring Seat and Cover with Concealed 

.Each $19.50 

Crane White Sanitoure Finish, Square Back Saddle Seat and Cover 
with Nickel Plated Bar Hinge and Rubber Bumpers.Each 17.00 



C 14986 


•NT* Sanitoure Finish Square Back Plain Seat and Cover with 

Nickel Plated Hinge and Rubber Bumpers.Each $16.00 

White Sanitoure finish used on these Seats is a pure white substance which is 
applied by patented process in sheet form under Hydraulic Pressure. It will not 
crack or turn yellow and is guaranteed not to split, chip, crack or flake. 
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CLOSET SEAT BUMPERS 



CLOSET SEAT LID BUMPERS 


LARGE 


SMALL 



C 15306 


C 15308 



C 15330 


For general use with Ring Seats or 
Seats with Covers which lay back against 
Wall. 



C 15332 

For use on Low Wood Tanks. 



C 15334 


No. 2 Bumpers, 4 inches C. to C. 
For Extended Lip Closet Seats when 
used without Covers. 

No. 3 Bumpers, 8 inches C. to C. 

For Raised Flush Lip Closet Seats 
when used without Covers. 



C 15336 


No. 4 is 7 inches long over all. 

No. 8 is 3 ^ inches long over all. 

For use with Seats for Closets with 
Raised Vent and Extended or Raised Lip. 


Prices on Application. 
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24 Inch Size | 18 Inch Size 


1 Special 

1 Selection 

Regular 

Selection 

Special 

Selection 

Regular' 

Selection 

Set of 3 Urinals, as described.| 

$452.00 

$413.00 

1 $378.00 

1 $348.00 

Set of 2 Urinals, as described.| 

309.00 1 

284.00 

259.00 1 

1 240.00 

Approx. Weight, 3 Urinals..Pounds 1 

1600 

1 1400 


I Approx. Weight, 2 Urinals. .PoundsI 1150 | 1000 

I If with Vitroware Removal Gratings for Brass Strainers, Add per stall. .. .$1.50 

it These Urinals are the latest and most approved design. They have few parts 
- consequently few joints and are more easily erected and with less danger of break- 
^ age than with Urinals having a greater number of parts. 

DIMENSIONS 


Height over all.42 Inches 

Depth below floor line.3^ Inches 


Note.—24 inch Regular Selection Urinals will be shipped unless otherwise 
specified on order. 

i 


C 15510 


WHITE PORCELAIN URINAL STALLS 

Crane Light Weight White Solid Porcelain Urinal Stalls with Integral Drip 
Receptors and separate Extended Interlocking Shields between Stalls; Outlet 
Strainers; Fan Flush Spreaders; Vitroware Automatic Top Supply Urinal Tank 
supported on Knee Brackets; Flush Pipe with Supports. All exposed metal parts 
are Nickel Plated Brass. 
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“UTILAS” 

WHITE PORCELAIN URINAL STALLS 

Shields, 

Outlet Spte.d.„; 


«et of 3 Urinals. As Describftd 


24 Inch Size 


Special 

Selec¬ 

tion 


^ r .jj ■ , . . |$417 .00 

Set of 2 Urinals, As Desc ribed. ooc pn i nn I nn i 

1. w.tn V.troware itemovable Gratings tor Brass ytrainers. Add piF^iiriT^ 

DIMENSIONS 


Regular 

Selec¬ 

tion 


$378.00 


18 Inch Size 


Special 

Selec¬ 

tion 


$338.00 


Regu lai 

Selec¬ 

tion 


$308.00 


215.00 


Heigtft above floor. ~~ 

Depth below floor l ine. 

Approximate w eight, 3 Urinals. 
Approximate weight, 2 Urinals. 


Inches | 

Inches | 

Pounds I 

Pounds I 


24 Inch Size 
431 ^ 

__ 

1625 

1100 


18 Inch Size 
42 ' 

^ 4 ^ ; 

1130 ' 

770 
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C 15550 


WHITE PORCELAIN URINAL STALLS 

Crane Light Weight White Porcelain Urinal Stalls with Integral Drip Receptors and 
Extended Shields; 3 inch Outlet Strainers; Fan Flush Spreaders; Vitro ware Automatic 
Urinal Tank with Brass Knee Brackets; Flush Pipes with Supports. All exposed metal 
parts are Nickel Plated Brass. 



24*' Size 

18" Size 

Special 

Selec¬ 

tion 

Reg. 

Selec¬ 

tion 

Special 

Selec¬ 

tion 

Reg. 

Selec¬ 

tion 

Set of 3 Urinals, as described 

425.00 

389.00 

353.00 1325.00 

Setof 2 Urinals, as described 

1284.00 

260.00 

226.001218.00 

Single Urinal, as described. 

1142.001130.001118.001109.00 


If with Vitro ware Removable Gratings] for Brass Strainers 
add per Stall $1.50. 


Approximate Weight I 

3 Urinals.Pounds! 

1450 1 

1450 

1300 

1300 

Approximate Weight 

2 Urinals.Pounds! 

1100 

1100 

1 1000 

1 1000 

Approximate Weight 

Single Urinal.... Pounds 1 

550 1 

550 

500 * 

500 


DIMENSIONS 



Height over all.42 inches 

Depth below floor line.3M inches 


NOTE.—24 inch Regular Selection Urinals will be shipped unless otherwise specified 
on order. 
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C 15660 


WHITE PORCELAIN URINAL STALLS 

(patented) 

Stalls with Integral Drip Recep 
Contro rUrinal Direct Flushing Valves Spreaders; “An 

Controlhng Stops. All exposed mefal parts aTfNSle^pBfcs"'* 


As Described. “ — 

--- S. .. Per Stall 


24 in ch size 
Regular 
Selec¬ 
tion 


18 inch siz e 
Special IRegul 


Selec¬ 

tion 


Selec 

tior 


1 ^ 6.001 $ 13 ( 00117 ^ 


1.501 


Approximate Weight P er’Stall. 

rpi 1 --— - - —nr- 1 ^ yjyj < ^pu ; 45Q 

teen pr.^uced. '^For hotete schLTs^'factork?''^' T sanitary, that haa y 

mg,te.nn„,b..aeened. r."ady ii.t.lled 


dimensions 


Height over all. 

Depth below floor line 


specmed^ntrder Urinals 


.42 Inches 

.Inches 

will be shipped unless 


otherwise 
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Size. 

.Inches 1 18x30 

t 24x30 

As Described. 

.|$114.00j$147.00 

Approximate Weight. 

.Pounds 1 200 

1 250 


These Urinals can be furnished in batteries of one or more. By setting Urinal 
in batteries 6 inches apart all foul joints are eliminated. No unsanitary junction 
with the floor is necessary. 

Urinals can also be furnished with Back Inlet at same price. 


“CORRECTO” 

VITROWARE URINAL 

Crane ^^Correcto” Vitroware Wall Pattern Urinal with Integral Trap and 
Strainer; Supported on Concealed Hangers; Inlet and Outlet Connections; Vitro¬ 
ware Automatic Urinal Tank; Flush Pipe with Support. All exposed metal parts 
are Nickel Plated Brass. 


C 15600 
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MANHATTAN 

VITROWARE SYPHON JET 
URINAL 

Crane “Manhattan” Vitroware Syphon Jet 
Urinal; Top Inlet Connection and Back Outlet 
Connection; Round Corner High Tank with 
Chain and Pull; Brass Brackets; Brass Flush 
Pipe. All exposed metal parts are Nickel 
Plated Brass. 


As Described.... 


Approximate Weight. . 



C 15660 


MANHATTAN 

VITROWARE SYPHON JET 
URINAL 

Crane Manhattan^^ Vitroware Syphon Jet 
Urinal; Top Inlet Connection and Bottom Out¬ 
let Connection; Round Corner Automatic Top 
Supply Wood Urinal Tank; Brass Brackets; 
Brass Flush Pipe; Brass Outlet Connection. All 
exposed metal parts are Nickel Plated Brass. 


As Described. . 


Approximate Weight. 



C 15662 
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I 


i 



; 


C 15700 

“SANTO” 

VITROWARE URINAL 

Crane '‘Santo” Vitroware Wall Pattern Washout 
Urinal with Integral Trap and Strainer; Back Inlet and 
Outlet Connections; Vitroware Automatic Urinal Tank; 
Flush Pipe; All exposed metal parts are Nickel Plated 
Brass. 

As Described, th ree part, less Marble Stalls... | $155.00 
Approximate Weight less Marble.Pounds! 300~ 

These Urinals can be furnished in batteries of one or 
more. A battery of six of these Urinals can be flushed 
by one tank. 

A separate Controlling Valve should be provided for 
each Tank, in a convenient place to shut off the water 
when necessary. 
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C 15736 


SLATE URINAL 

secSz lit,; “s: otL 2*“<?•• 

ated Wash Down Pipe with Tee with Pl^nn^, + pi t- «lesired; Perfor- 


.7~f;^ — i—i 

As descr ibed Ribbon Slate.| 122 001 

Approximate Shipping Weight . Pounds 


J_I 

143.001 


8 


10 


12 


165 001 186,001 199.00 


For each 2 feet additional, add $16.00. 


goo I 900 I 1200 I 1500 "TT^ 


Can also be furnished in clear black slate or marble. Price on application. 


DIMENSIONS 

Height. 

Depth..... .. 

Backs and Ends.• • • • 

Base. 


.. 5 feet 

. .. 20 inches 
1 inch thick 
• • • . 13 ^ inch 


purpo^f The n.tt '® especially adapted for Sch 
mendld forSa^^.t^ * arrangement is particularly co 

^d Bale of^TTr naP u‘.‘® tl^^t the Bs 

ana uase ot Ur nal extend slightly over the edees eo 

pellmg all Wash and Drip to fall directly into Putt 
Guttfr^'^f-”^ Slate mak^es it far sSr to any^Me 
Gutter. It IS non-absorbent and cannot rust or corroi 



SECTIONAL VIEW 
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jc^rs^ 


ENAMELED IRON 
ROLL RIM LIPPED URINAL 

Crane Porcelain Enameled Inside 
Iron One-Piece Roll Rim Lipped Urinal 
with 10-inch Back and Concealed Hang¬ 
ers; Plain Oak Automatic Urinal Tank; 
Flush Pipe with Perforated Wash Down 
Pipe; Bee Hive Waste Strainer; 13^2- 
jnch “P’’ Trap to Wall with Cleanout 
and Escutcheon. All exposed metal 
parts are Nickel Plated Brass. 


C 1K760 


Length. .Inches | 24 | 30 | 36 | 42 | 48 | 60 

Number of Lips.| 1 I 1 I 2 | 2 1 2 | 3 

As Described.|$71.00|$76.00l$82.00|$87.00|$92.00|$107.00 

Approximate weight.Pounds | 145 | 165 | 185 | 195 | 220 | 255 



C 15766 

ENAMELED IRON 
ROLL RIM LIPPED URINAL 

Crane Porcelain Enameled Inside Iron One-Piece Roll Rim Lipped Urinal with 
10-inch Back and Concealed Hangers; Perforated Wash Down Pipe with Holders 
and Loose Key Compression Stop; Bee Hive Waste Strainer and Tail Piece. All 
exposed metal parts are Nickel Plated Brass. 


Length.Inches | 24 | 30 | 36 | 42 | 48 | 60 

Number of Lips. j 1 | 1 | 2 | 2 | 2 j 3 

As Described. I $39,001 $44.001 $49.001 $54.001 $59.001 $73.00 

Approximate weight.Pounds I 100 | 125 | 140 | 150 j 160 j 200 
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CRANE 




URINALS 


C17612 

“Manhattan” Vitroware Syphon Jet Urinal 
Brass Back Inlet and 2 inch Back 
Rfl for iron pipe. 

Above ian also b4 fliiiished with top*fnlM 


u ,017614 

Syphon Jet Urinal 
tom Ouiit Spu^“‘’ 2inchBot- 

.. 



C 17620 


Each.”"'* Coni^tionl 


$28.30 



Cl 7640 

Urinal with 

Size?13a Tlin ® ^ Spuds. 

.. 



..TT e. ^7. Cl 7630 

Washout Urinal with 

Spud^ ^ ^^*®tSpudand 2 inch Bottom Outlet 

.. 



,,., Cl 7644 

»4^nSTon^Pr“" ^/Pr*^ Urinal with Lip and 

. $23.50 


: 


1 

1 

1 
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iJRiNivi, tanks 


C 17680 

WOOD 


I f oo** 

VITROWARE 


op^e^airwUh hyphen and 



Plain Oak Polish Fin. 

10 oz. Copper Lined, 
supported on nickel 
plated aniile supports 

Vitroware supported 

on concealed hanger 
and nickel plated 
angle supports 

1, 12x53^x 8 inch with 134^ inch connection 

$22.20 

$30 95 ^ 

No. 2, 12xtj>^x 9 inch with IM inch connection 

22.20 i 305 

No. 8, 15x8 X 9 inch with 1}4 inch connection 

237l5 ^ 305 

iMo. 4, i/x» xlO inch with 1^ inch connection 

26.40 1 37.15 

No. 5, 20x8 xlO inch with 13^ inch connection 

29.30 1 41.05 


additions to w o od tank prices 


ror Piano Einish.. 

Add 

$ .75 

Por (Quarter Sawed Oak 

Add 

1.85 

For Genuine Mahoganv.. 

..Add 

r 3.25 


For Bentwood Quartered Oak. . . 

Add 

$3.75 

For each additional 2 ounce Copper. 

. .Add 

.95 

P’or Genuine Cherry.. 

Add 

1.85"' 


and 5 with IJ^inch connection ^ lurnisnea witn l*4-mch connection and Nos. 4 
Flulh Pi^’CoHar^ l)^-inch Flush Pipe Collar and 1^-inch size take l^-inch 


C 17688 




Crane 


ENAMELED |RON TANK (NOT ILLUSTRATED) 

Cast Iron Automatic Urinal Tanks with Automatic Trimmings. 



Painted 

in and out 

Enameled 

inside 

1 Enameled 
all over 

Ko. 2, 123^x 6^x 8^ inch. 

$19.80 

$22.50 

1 $24.45 

No. 3,13 X 7>^x 9 inch.. 

r 20.10 

22.90 

24.80 

No. 4,15 X 7^x113^ inch.. . . 

22.15 

25.95 

27.55 

No. 5, 143^x »^xll3^ inch.. . 

22.50 

26.40 1 

1 28.65 

No. 6,16 X 9^x113^ inch.... 

23.70 

27.45 1 

29.40 

Ko. 8, 17 xlO xl33^ inch. 

25.75 

29.85 1 

31.65 

Ko. 10, 20^x 93^x18}^ inch.. . . 

29.60 

33.95 1 

36.10 


r= -— - ; • ;. ._ OO ■ I O O . 

ii«nameled outside, Painted inside tanks same price as Enameled All Over. 


C 17692 


r r. galvanized IRON TANK (NOT ILLUSTRATED) 

Crane Galvanized Iron Automatic Urinal Tanks with Automatic Trimmings. 


Ko. 1, 12x5Hx 8 inch. 


I Painted 


Ko. 3, 15x8 X 9 inch. 


$19.00 


Ko. 5, 20x8 xlO inch. 


Galvanized 


21 00 


$ 21.00 


23.50 


25 00 


29.00 
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CRANE 


URINAL FLUSH PIPES 


NttI TANK 
I'/iQAL FLUSJH 

-H4iV 14 x 14 DJA 
” DOUBLE 

COLLAR 




/ 


i-WASH DOWN URINAL 
LAYOUT N9I 

C 17751 


N9l TANK 
cal. FLUSH 



C 17752 


N9 2 TANK 



C 17753 


^ N?3 TANK 
2^QAL|. FLUSH 

blA COLLAR 



4>wash down Urinals 
LAYOUT N9 4- 

C 17754 


N9«4.TANK 
4^ GAL. FLUSH 



C 17755 


Urinal Flush Pipes for our Special Automatic Urinal Tanks shown on page 485 
IH inch and smaller furnished regularly, offset 43^ inches and with inch collar 
\]4 inch has 6 inch offset and 1% inch collar. ‘"C” dimensions carried in stock 
2 ft. 6 inches and 4 ft. lengths. dimensions carried in stock 15 inch and 30 

inch lengths. ‘‘A” dimensions carried in stock 30 inch lengths. 
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URINAL FLUSH PIPES 


N9STANK 
5j?6AL. FLUSH 

S" 1-*—' 

j |dia.collar 



NS 6A 


6 WASH DOWN URINALS 
LAYOUT N2 6 
C 17756 


. N? I TANK 
I 2 GAL. PLUSH 

*2 DIA COLLAR 


Nfi6 


I SYPHON UKT 
URINAL 
LAYOUT NO 7 

C 17757 


N23 TANK 
3 GAL. PLUSH 



2 SYPHON UET URINALS 
LAY OUT N? 8 

C 17758 


, NO 4. TANK 
gal. flush 

-T^ ' 



^COLLAR 

i|aD. 

notansSa 


LAY OUT N9S 
C 17759 


N93-TANK 
3 gAl. flush 




||dIA COLLAR 
^I^O.D. 


HO0 


I-PEDESTAL URINAL 
LAYOUT NO 10 


C 17760 


N2 5-TANK 
^GAL. FLUSH 

—^ e"\ 


1^ DIA.COLLAR 



N*6' 


2-PEDESTAL URINALS 
LAYOUT N91I 
C 17761 


Urinal Flush Pipes for our Special Automatic Urinal Tanks shown on page 485 
IH inch and smaller furnished regularly offset 43^ inches and with 13^ inch collar. 
13^ inch has 6 inch offset and inch collar. dimensions carried in stock 

2 ft. 6 inches and 4 ft. lengths. dimensions carried in stock 15 inch and SO 

inch lengths. dimensions carried in stock 30 inch lengths. 
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CRANE 


PERFORATED BRASS FLUSH PIPES 


FOR URINALS 



C17830 



Length 

Feet 

H inch 
Polished 
Brass 

K inch 
N. P. 
Brass 

% inch 
Polished 
Brass 

% inch 
N. P. 
Brass 

Perforated Brass Pipe with Cap, Loose Key 
Compression Stop and Two Band Supports. . . 

2 

$3.45 

$3.75 

$4.80 

$5.50 

Perforated Brass Pipe with Cap, Loose Key 
Compression Stop and Two Band Supports. . . 

3 

4.35 

4.65 

5.95 

6.70 

Perforated Brass Pipe with Cap, Loose Key 
Compression Stop and Two Band Supports. . . 

4 

5.25 

5.55 

7.10 

7.90 

Perforated Brass Pipe with Cap, Loose Key 
Compression Stop and Two Band Supports. . . 

5 

6.15 

6.45 

8.25 

9.10 

Perforated Brass Pipe with Cap, Loose Key 
Compression Stop and Two Band Supports. . . 

6 

7.05 

7.35 

9.40 

10.30 

Perforated Brass Pipe .with Cap, Loose Key 
Compression Stop and Two Band Supports. . . 

8 

8.85 

9.15 

11.70 

12.70 

Perforated Brass Pipe with Cap, Loose Key 
Compression Stop and Two Band Supports. . . 

10 

10.65 

10.95 

14.00 

15.10 



C17832 



}/^ inch 

% inch 

Brass Supports for Perforated Flush Pipes on 
Enameled Iron Urinal Backs, Polished or Nickel 
Plated.Each 

$0.80 

$1.50 


URINAL FLUSH PIPES 



C 17836 

Made in sizes up to two Inches and for any number of stalls. In ordering send Counllng Ring for Tank. 
State length of Perforated Pipe, and amount of Offset required in Center Flush Pipe from Tank. 

Made to order only. PoliShe<l Brass or Nickel Plated. Prices on application. 

FAN SPREADERS FOR 
PORCELAIN URINAL 
STALLS 


C17850 




FOR ^-INCH O. D. SUPPLY 
_THROUGH BACK_ 

Polished Brass or Nickel Plated I 

(shank 3H inches).Each j $3.00 


C17852 

FOR ?^-INCH O. D. SUPPLY 
THROUGH TOP 


Polished Brass or Nickel Plated 

(shank 314 inches).Each 

Polished Brass or Nickel Plated 
(shank 7^4 inches).Each 


$3.00 

3.50 
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COMPRESSION URINAL COCKS 



C 17862 



C 17866 



C 17868 


FOR IRON PIPE WITH 
STUFFING BOX 


CONNECTION FOR 
BRASS SPUD 
URINAL 


LOOSE KEY, IRON PIPE WITH 
STUFFING BOX 


COMPRESSION URINAL COCKS WITH STUFFING BOX 


Size, 3^-Inch. 

Finished 

Nickel 

Plated 

Price, For Lead Pipe. Per Doz 

«33.00 

$36.60 

trice. For Iron Pipe. Per Do/ 

31.80 1 

1 35.40 

iPrice, Loose Key for Iron Pipe. Per Do/ 

37.20 1 

40.80 

trice, With Connection for Brass Spud Urinals 

(C 17866) Add.Per Doz. 

7.20 

7.20 

Ii without Stuffing Box, Deduct. Per Doz 

4.80 1 

4.80 



COMPRESSION URINAL COCK “BOSTON” SELF-CLOSING “DOHERTY” SELF-CLOSING 

URINAL COCKS URINAL COCKS 


COMPRESSION URINAL COCKS WtTH STUFFING BOX 


Size, J^-Inch. 

Finished 

Nickel 

Plated 

Price, Compression with Union; adjustable Flange 

Nut and Bent Coupling. .. 

Per Doz. 

$71.40 

$79.20 

trice. With Loose Key. 

Per Doz. 

76.80 

84.60 ' 

Price, If without Stuffing Box, Deduct. 

Per Doz. 

4.80 

4.80 

SELF-CLOSING URINAL COCKS 

Size, J^-Inch. 

Finished | 

Nickel 

Plated 

Price, “Boston’' Self-closing for Iron Pipe. 

Per Doz. 

f S37.80 

1 $43.80 

Price “Doherty” Self Closing for Iron Pipe. 

Per Doz. 

i 42.60 1 

48.60 
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CRANE 


URINAL INLET CONNECTIONS 



FOR BRASS SPUD URINALS 


C 17900 


C 17902 


FOR H OR H-INCH IRON 
PIPE THREAD 


WITH SLIP JOINT FOR 
OR 1-INCH O. D. 
TUBING 


Pol. Brass or N. P., Pol. Brass or N. P., 

Each.$2.25 Each.$2.45 

Made with 1 or 13^-inch I. P. Size Swivel Nut 
to fit Brass Spuds on Urinal; specify size wanted. 



ADJUSTABLE 
SLIP JOINTS 


C 17910 

Pol. Brass or N. P., 

Each.$5.00 

For Brass Spud Urinals 
with 1 or IJ^-inch 
Inlets. 


ADJUSTABLE INLET CON¬ 
NECTION FOR SYPHON 
JET URINALS 



C 17914 


Polished Brass or N. P., Each.$5.85 

With Tail for I. P.Each.$6.35 

Made for IJ^-inch and IJ^-inch 
Brass Spuds. 

Always specify size wanted. 


ADJUSTABLE OUTLET 
CONNECTION FOR 
SYPHON JET URINALS 



C 17930 


t-oiished Brass or N. P., Each.$5.80 
With Tail for I. P.Each.$6.30 

Made for IJ^-inch and 2-inch Brass 
Spuds. 

Always specify size wanted. 


URINAL TRAPS 



C 17948 

C^t Brass Urinal Trap with Coupling for Brass Spud, Slip Joint at wall, 
Ulean-Out and Bent Coupling. 

Polished Brass or Nickel Plated.Each.$10.85 

WITH VENT AND WASTE TEE FOR LEAD PIPE 

Polished Brass or Nickel Plated.Each.$11 50 

If with Vent and Waste Bushed for I. P.Each $12 25 

Made for Urinals with 1K> 1}^ and 2-inch outlets. Always state size wanted. 
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URINAL STALL STRAINERS 


DIAMETER OF TOP FLANGE INCHES 



C 17950 C 17952 

FOR LEAD PIPE ADJUSTABLE 

FOR LEAD PIPE 



C 17954 

ADJUSTABLE 
FOR IRON PIPE 


17956 


ADJUSTABLE 
FOR SOIL PIPE 


C17950, Nickel Plated, for 3 inch Lead Pipe. Each I $4.95 

_ Nickel Plated, for 2 inch Lead Pipe. ..Each| 4.60 

C17952, Nickel Plated, for 3 inch Lead Pipe. Eachl 5.60 

Nickel Plated, for 23^ inch Lead Pipe. Each I 5.50 

Nickel Plated, for 2 inch Lead Pipe. Each I 5.40 

C17954, Nickel Plated, for 3 inch Iron Pipe. Eachl 5.70 

Nickel Plated, for 23^ inch Iron Pipe.~. Each | 5.40 

Nickel Plated, for 2 inch Iron Pipe. Eachi~5.00 

C17956, Nickel Plated, for 3 inch S oil Pipe..Each| 5.40 

Nickel Plated, for 2 inch Soil Pipe...Eachj 5.35 


NOTE.—Above Strainers furnished in the 3 inch size unless otherwise specified. 



COMBINATION 

strainer and trap 


VITROWARE STRAINERS 


C 17970 


17990 


C 17992 


FOR PORCELAIN FOR WALL PATTERN 

STALL URINALS URINALS 


Combination Urinal Stall Strainer and Trap; Iron Body with 

41^ inch Brass Adjustable Strainer and removable top; 2" I. P. size 
Female Outlet. Each 

10.00 

Vitroware Strainer for use with Porcela-n Urinal Stalls.Each 

1.50 

Vitroware Strainer for use with Vitroware Wall Pattern Urinals. . . .Each 

1.50 
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RAISED STRAINER 


FLAT STRAINER 


C 18100 


BRASS STRAINERS 


BRASS BELL TRAP 


C 18102 

FLAT STRAINER 


Flat 

Flat 


Strainer for Urinal Stall Base—1^x33^ inch Flange. ..Per Doz. IS24 001^97 no 
Strainer for Urinal Stall Base inch Flange.. Per Doz. [ 30 001 36 00 


BRASS BELL TRAP 


Brass Bell Trap with Strainer for Urinal Stall 

Flangie and Strainer. 

Base—Finished 

$7.75 

Rrass Bell Irap with Strainer for Urinal Stall Base—N. P Flaneel 
and Strainer.;..Eachl 

S8.75 


RAISED STRAINER 

Raised Strainer for Urinal Stall Base— 1 V(x3 inch Flan ge... Per Doz. I $30.00 Ll36 00 
Raised Strainer for Urinal Stall Base—13^x3 inch Flang e.. .Per Doz. I 42 00 1 48 00 
Raised Strainer for Urinal Stall Base—2 x4 Inch Flange. . .Per Doz.l 60.no| 66 no 


F- 


RAISED STRAINERS 


WITH FLANGE WITH TRAP SCREW FOR IRON PIPE 




2 

2)4 

1 3 1 31^ 1 A 

Price, Finished, with Flansce. Per Dozen 

8.40 


12.00118.00 

24.00 

Price, Nickel Plated, with Flans^e.Per Dozen 

10.20 


16.00122.20 

30.00 

Price, l^inished with Trap Screw.Per Dozen 

15.00 

21.00 

30.001 

48.00 

Price, Nickel Plated with Trap Screw.. Per Dozen 

17.40 

24.00134.00 . 

54.00 

Price, finished, for Iron Pipe.Per Dozen 

ri3.20 

18.00126.40 . 

45.00 

trice, Nickel Plated, for Iron Pipe.Per Dozen 

15.00 

21.00|30.00|. 

51.00 
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CLOSET AND URINAL STALL LEGS 


RUNNING 


CORNER PARTITION 



C 18260 


C 18262 


Brass Tube Closet anc^ Urinal Stall Legs. 



C 18264 


C 18266 


For Marble or Slate. 12 inches 

POLISHED BRASS OR NICKEL PLATED 


Each.■ |$4.QQ II Each. ■ ■ ■ |$4.40 || Each..., |$5.00 || Each,... |$6. 15 || Each.,.. |$4.00 

galvanized iron, % INCH IRON PIPE STANDARDS_ 


Each.... |$2 .10 II Each. ... |$2.25 II Each.... |$ 2.60 II Each.... |$3.00 || Each....|$2. 


C18262 always specify whether for Right or Left Hand Corner. Always 
spepfy thickn^s of Marble or Slate. Galvanized Iron Legs made for 1 inch Marble or 
u Prices do not include Bolts and Nuts. The above Brass Legs are 

made for % inch, 1 inch, 1 % inch and 1 M inch Marble or Slate. 


O 


URINAL STALL BOLTS 


CLOSET SCREWS 


O 

C 18280 
DOUBLE HEAD 



Pol. or N. Brass I 

.Per doz. | S2 


C 18282 
SINGLE HEAD 


C 18284 


Pol. or N. P. I 

.Per doz. | $1,60 


Polished or N. P. I 

. Per doz. I SI. 25 


BRASS NUTS FOR URINAL STALL BOLTS 



C 18290 C 18292 C 18294 


C18290, Rough Hexagon.. Per dozen | $0.40 

Cl8292, Polished or N. P. Hexa-1 

gon.Per dozen | . 80 

C18294, Polished or N. P. Octa-I 
gon.Per dozen I 2.75 


INCH BRASS ROD, CONTINUOUS 
THREAD FOR URINALSTALLBOLTS, ETC. 



C 18296 


Per foot.ISO. 35 
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CRANF 


URINAL STALL TRIMMINGS 



C 18300 
ANGLE 

LIGHT PATTERN 



C 18302 
ANGLE 

STANDARD PATTERN 


Light Pattern. ComT3let e with Bolts and Nuts. 
Standard P attern, Complete with Bolts and Niil^ 
Heavy Pattern, Complete with Bolts and Nuts .~~ 


Polished I Galv. 

or N. P. Brass | Iron 
Each! $0.80 1$0.60 

■ Each I . 80 i TeoT 

Each I 2700 I 1.50 



C 18306 

4X 2-INCH FLAT PLATE 



C18308 
3-INCH FLAT PLATE 


1 Bolishe^d 

Galv. 

Iron 

^ X z in. i<iat Plate. Complete witn hiolts and Nuts.. Eanhl-- 

X 3 m. i^iat Plate, Complete with Bolts and Nuts F/aTurj-- 

$0.80 

r .70 



C 18310 

TOP RIGHT, OR BOTTOM 



C 18312 

LEFT HAND TOP LEFT, OR BOTTOM RIGHT HAND 



C 18314 

TOP, OR BOTTOM CENTER 



C 18316 

EXTRA HEAVY TOP, OR BOTTOM CENTER 


FOR TO 1M-INCH MARBLE OR SLATE 



Polished 

or N. P. Brass 

^ 1 OA 

Galv. 

Iron 

Belt Hand, Complete with Bolts and 

Nuts’ with bolts an^ 

^rop, or Bottom Center Comnlotn wlfli nt ' ' ’ — 

1.20 

$1.10 

1.10 

— £: — -w. v^uiu piete will! Jiolts and Nuts 

EH-ra Heavy top, or Bottom Jenter, Complete with bolts anj 

1.20 

Q on 

I 1 20 


•j . 

1.70 
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BRASS CLOSET STALL TRIMMINGS 

NICKEL PLATED BRASS 



18330 

SINGLE OR REVERSE 
ACTING SPRING HINGES 


C 18332 

SCREW 
WITH SLEEVE 


C 18334 

BLANK HINGES 


Per Pair.|$8.QQ 


Per Pair.|$3.25 




C 18340 

STRIKE FOR USE 
WITH BOLT 


STRIKE FOR DOORS 
SWINGING IN 


Each.. 


.|$2.0 0 Ea^ETTTTT. |$2.00 



C 18342 

MORTISE BOLT 


C 18344 C 18346 

INDICATOR DIAL WITH BOLT RIM BOLT 


.Each.IS1.40 Each.T.|$2.oo 

When ordering always give thickness of Marble, Slate or Wood and Doors' also 
state whether Hinges are to hold Doors open or closed. Hinges are made Single 
or Reverse Action; Single Action Holds Doors Closed; Reverse Holds Doors 
Open. 

Polished Brass Trimmings, same prices as Nickel Plated. 
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CRANE 


BRASS CLOSET STALL TRIMMINGS 



C 18348 


C 18360 


NICKEL PLATED BRASS 


C 18354 


DOOR PULL 


COMBINATION HOOK AND 
RUBBER DOOR BUMPER 


^SINGLE OR REVERSE 
ACTING SPRING HINGES 
FOR WOOD STILES 


Each.I $0,85 Each.| $1.80 


Per Pair. .. I S6.25 



C 18366 

BLANK HINGE 


SINGLE OR DOUBLE 
ACTING SPRING HINGE 


C 18364 


DOUBLE, SINGLE OR 
DOUBLE ACTING SPRING 
HINGE 


SINGLE OR DOUBLE ACTING SPRING HINGES 


For 1 to ly, inch iJoors. P,, 

For IM inch Doors .Per P^IFTaTTm 

_ DOUBLE, SINGLE OR DOUBLE ACTING SPRING HINGE 

Double, Single or Double Act ing Spring Hinges. Pgr 50 

Double Blank Hinges to be used in connection with above.Per Pair I g 75 


_ BLANK HINGE 

For 1 to m inch Doors. . p,-^! 

For IM inch Doors.Per Pair! 8.00 

Polished Brass Trimmings same prices as Nickel Plated. 
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C 19110 


WHITE PORCELAIN KITCHEN SINK 

Crane White Solid Porcelain Kitchen Sink with Integral Back and Drainboard; 
Porcelain Legs and Wall Supports; Two J^-inch Compression Adjustable Flange 
Bibbs; Waste Strainer; IJ^-inch Vented “S” Trap to Floor with Floor Escutcheon. 
All exposed metal parts are Nickel Plated Brass. 



Special 

Selection 

Regular 

Selection 

As Described. 

$217.00 i $179.00 

Approximate Weight. PniinH« 

680 1 680 


DIMENSIONS 


Extreme Length 

Width. 

Sink. 

Height of Back.. 


5 feet 2 inches 
2 feet 2 inches 
.32 X 20 inches 
.9 inches 




































498 


CRANE 



C 19140 


WHITE PORCELAIN KITCHEN SINK 

Crane White Solid Porcelain Extra Deep Kitchen Sink with 4i^inch Integral 
Back and Porcelain Legs and Wall Supports; Combination Compression Supply 
Fixture having Spray Replator, Four Ball China Indexed Handles, J^inch 
Female Union Couplings and Escutcheons; Waste Strainer; 1 J^-inch 
P Trap with Cleanout and Wall Escutcheon; 30-inch Ash Drainboards for 
Right and Left Hand End, with Telescope Legs and Trimmings. All exposed 
metal parts are Nickel Plated Brass. 


As Described, Regular Selecti on 

As Described, Special Selecti^ 

Approximate Weight. 


DIMENSIONS 


Width Over All.27 Inches 

Length Over All. 37 inches 

Depth Inside. 9 inches 


■ .Each I $187.00 

• •Each I 198.00 

Pounds I 435 





































CRANE 


499 



C 19152 


WHITE PORCELAIN KITCHEN SINK 

Crane White Solid Porcelain Kitchen Sink with 9-inch Integral Back; Porce¬ 
lain Legs and Wall Supports; Combination Compression Supply Fixture with 
Swinging Spout and Indexed All-China Handles; Waste Strainer; 13/^-inch 
Trap wdth Cleanout and Wall Escutcheon; 30-inch Ash Wood Drainboard with 
Telescopic Support and Trimmings. All exposed metal parts are Nickel Plated 
Brass. 


Size. 


As Described, Regular Selection. 

.1 $139.00 1 

$149,00 1 

$159.00 

Special Selection. 


158.00 1 

180.00 

Approximate Weight. 


415 i 

450 
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C 19180 


ENAMELED IRON KITCHEN SINK 


Crane Porcelain Enameled Iron One Piece Apron Sink with Right and Left 
Hand Drainboards and 12 -inch Integral Back; Porcelain Enameled Iron Adjust¬ 
able Legs and Concealed Wall Hangers; “Agilis’' Quick Compression Double 
Faucet with Swinging Spout and Indexed China Lever Handles; Waste Strainer; 
IJ^-inch Trap with Cleanout and Wall Escutcheon. All exposed metal parts 
are Nickel Plated Brass. 


Size. 

As Described. 

Sink with Strainer Only., 

Approximate Weight. . . .. 


HnchesI 22x26 | 20x30 | 22x32 

■ Eac hlSm ool^ieO 00|$166 00 

.Eachl 121.001 148.001 154.00 
Pounds I 365 | 525 | 550 


APPROXIMATE DIMENSIONS 


Size of Sink. 

Size of Drainboards 
Length. 

Width. 


Inches I 22x2 6 | 20x30 | 22x32 
Inches I 19x22 | 20x24 | 22x25 
Inches I 60 \~ 743^ I 7SH 
Inches I 22 | 20^ | 22^ 


Legs regularly furnished are adjustable so that the sink 
from 30 to 36 inches above the floor. 


may be set with Rim 


I- 
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r 



C 19190 


ENAMELED IRON KITCHEN SINK 

IWWnw r" Enameled Iron One Piece Apron Sink with Drainboard and 
1 /^- Enameled Iron Adjustable Legs and Concealed 

wS’“P” Tran^with pf ““ *fi flange Plain Bibbs; Waste Strainer; 

am Nickel PlJtecTBraL '’^”"* Escutcheon. All exposed metal parts 


.Inches | 20x30 


As Described. ~ 

Sink, with Strainer On ly. .. 

Approximate WeighC.. Poundst 


$87.00 


81.00 


325 


22x32 


$106.00 


99.00 


340 


APPROXIMATE DIMENSIONS 


^ .■. .Inches I 20x30 | 22x32 

^e of Dramboard. . .. inches | 20x24 I 22x25 

. Inches! 521^ I 

—..Inches! 20M I 22^ 


Width. 


30 to 36 iSs aLve™£ adjustable, so that sink may be set with Rim from 
SidJ.^SVh^h^’fs^S^ either Right or Left Hand 
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CRANE 


ENAMELED IRON KITCHEN SINK 



C 19200 


Crane Porcelain Enameled Iron One 
Piece Apron Corner Sink with Drain- 
board, 12 -inch Integral Back and End; 
Porcelain Enameled Iron Adjustable 
Leg and Concealed Hangers; 3^-inch 
Compression Adjustable Flange Plain 
Bibbs; Waste Strainer; IJ^-inch 
Trap with Cleanout and Wall Escutch¬ 
eon. All exposed metal parts are Nickel 
Plated Brass. 


Size.Inches 

20x30 

1 22x32 

As Described. 

$95.00 

isiio.oo 

Sink with Strainer 



Only. 

87.00 

1 105.00 

Approximate Wt. lbs. 

330 

1 335 


ENAMELED IRON KITCHEN SINK 


Crane Porcelain Enameled Iron One 
Piece Apron Corner Sink with Drain- 
board, 12 -inch Integral Back and End; 
Porcelain Enameled Iron Adjustable 
Leg and Concealed Hangers; 3^-inch 
Compression Adjustable Flange Plain 
Bibbs; Waste Strainer; 1^-inch 
Trap with Cleanout and Wall Escutch¬ 
eon. All exposed Metal parts are Nickel 
Plated Brass. 


Size.Inches 

20x30 1 22x30 

As Described. 

$105.00 

$ 110.00 

Sink with Strainer 

Only. 

ICO.CO 

105.00 

Approximate Wt. lbs. 

330 

335 



C 19206 


APPROXIMATE DIMENSIONS 


Size of Sink. 

.Inches 1 20x30 | 

22x32 

Size of Drainboard. 

.Inches] 20x24 j 

22x25^* 


.Inches | 5234 1 

55M' 

Width. 

.Inches] 2034 1 

22 M 


Legs regularly furnished are adjustable so that sink may be set with Rim from 
30 to 36 inches above the floor. 


These Sinks can be furnished for either Right or Left Hand Corner. Specify 
which is wanted. 
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ENAMELED IRON KITCHENETTE SINK 


Crane Porcelain Enameled 
Iron One Piece Apron Sink 
with 12-inch Integral Back; 
Concealed Wall Hangers; 
inch Compression Adjustable 
Flange Plain Bibbs; Waste 
Strainer; l>^-inch ‘T” Trap 
with Cleanout and Wall Es¬ 
cutcheon. All exposed metal 
parts are Nickel Plated Brags. 


C 19220 


Sink with S trainer only 

Approximate Weight. . .. 


... Pounds 


50.00 


225 


APPROXIMATE DIMENSIONS 

Size of Sink. on u 

Size of Drainboard . 

Length. . 

SpeSSVhtch 

ENAMELED IRON 

kitchenette sink 

Crane Porcelain Enameled 
Iron One Piece Roll Rim Sink 
with 12-inch Integral Back; 

Concealed Wall Hangers; 3^- 
inch Compression Adjustable 
Flange Plain Bibbs; Waste 
Strainer; Ij^-inch “P” Trap 
with Cleanout and Wall Es¬ 
cutcheon. All exposed metal 
parts are Nickel Plated Brass. 


C 19230 


As Described. 


Inches 120x24 


^nk with Strainer on ly. 

Approximate Weight. 


Pounds I 195 


approximate dimensions 

Size of Sink. on^o^ • u 

Size of Drainboard. .oovon 

Length Over All... ;;;; . 

W^idth Ovpr All .inches 

Sinks can be furnished with'Drainboard' '''' ' '' 

Specify which is wanted. 


on either Right or Left Hand End. 
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ENAMELED IRON KITCHEN SINK 


Crane Porcelain Enameled Iron Roll Rim Double Drainboard Sink with 12-inch 
Integral Back; Painted Iron Adjustable Legs and Concealed Wall Hangers; 
J/^-inch Compression Adjustable Flange Plain Bibbs with Four Ball China 
Indexed Handles; Waste Strainer; IJ^-inch ^‘P” Trap with Cleanout and Wall 
Escutcheon. All exposed metal parts are Nickel Plated Brass. 


Size... ... .Inches! 22x26 

As Described.|$76.00 

Sink and Strainer only.| 67,00 

Approximate Weight.Pounds | 325 


APPROXIMATE DIMENSIONS 


Size. 

Sink. 

Drainboard 

Back. 

Length..... 
Width. 


22x26 inches 
22 x22 inches 
22x19 inches 
... 12 inches 
... 60 inches 
... 22 inches 


Legs regularly furnished are adjustable so that sink may be set with Rim from 
30 to 36 inches above the floor. 
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C 19250 


ENAMELED IRON KITCHEN SINK 

Back^Pafnrd'iron^TruSbYe and"r°“ 12-inch Integral 

Compression Adjustable Flange Plam BibbsIt Hangers; ^-mch Quick 

with Cleanout and Wall Efratcheon All j ^^-’nch “P” Trap 

Plated Brass. i^-scutctieon. All exposed metal parts are Nickel 


Size. 


As Described . 


Inches | *20x24 


Sink with Strainer Onl y....' ( ,$54^ 


Approximate Weight. —~ .-Each | _47^00 

-— . Pounds J 230 


20x30 
$58 00 


51.00 


275 


APPROXIMATE DIMENSIONS 


Size of Sink. 


Si^e of Drainboard-— .. ^^24 I 2 n v.Sn 

Lingth. .:--- —.Inch es I 20x20 | 20x24 

Width .. .I n ches I I 52 

■ Inches I 20 | 20^ 


from^lo to 36 fncLs^abovethTfloor ®®t with Rim 


1 above the floor. 

Fn ^ be furnished with Drainboard 

End. Specify which is wanted. 


on either Right or Left Hand 
Can be furnished with Enameled Adjustable T.ecrQ i j 

T*' 'T 

20x24 inch sink ,s supported on concealed hangers but not separate legs. 
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CRANE 


ENAMELED IRON KITCHEN SINK 

Crane Porcelain Enameled Iron One 
Piece Roll Rim Corner Sink and Drain- 
board with 12 Inch Integral Back and 
End; Painted Iron Adjustable Leg 
and Concealed Wall Hangers; Inch 
Compression Plain Bibbs with Adjustable 
Flange; Waste Strainer; Inch 
Trap with Cleanout and Wall Escutch¬ 
eon. All exposed metal parts are 
Nickel Plated Brass. 

Size.Inches! 20x30 

As Described.| $70.00 

Sink and Strainer Only.j 64.00 

Approx. Weight.Pounds | 300 


APPROXIMATE DIMENSIONS 


Sink 1 

Drainboard j 

Length 

i Width 

20x30 Inches 1 

20x24 Inches 

52 Inches 

1 20 Inches 


Legs regularly furnished are adjustable so that Sink may be set with Rim from 
30 to 36 inches above Floor. These Sinks can be furnished for either Right or Left 
Hand Corner. Specify which is wanted. 

ENAMELED IRON KITCHEN SINK 

Crane Porcelain Enameled Iron One Piece Roll Rim Corner Sink and Drain- 
board with 12 Inch Integral Back and End; Painted Iron Adjustable Leg and 
Concealed Wall Hangers; Inch Compression Plain Bibbs with Adjustable 
Flange; Waste Strainer; 1}^ Inch Trap with Cleanout and Wall Escutcheon 
All exposed metal parts are Nickel Plated Brass. 


Size.Inches | 20x30 

As Described.| $70.00 

Sink with Strainer Only. I 64.00 

Approximate Weight.Pounds I 300 


APPROXIMATE DIMENSIONS 

Size of Sink.20x30 Inches 

Size of Drainboard.20x24 Inches 

Length. 52 Inches 

Width. 20 Inches 


Legs regularly furnished are adjust¬ 
able so that Sink may be set with Rim 
from 30 to 36 inches above Floor. These 
sinks can be furnished for either Right 
or Left Hand Corner. Specify which is 
wanted. Can be furnished with Drain- 
board at either Right or Left Hand 
Corner. 



C 19266 



C 19260 
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ENAMELED IRON CORNER KITCHEN SINK 



ENAMELED IRON KITCHEN SINK 

All exposed metalTarts alt Mckel E-utcheon 


c 19280 


-Luiueiaiii i!.nameiea iron Une 
Piece Apron Sink with 12-inch Integral 
Back and End; Porcelain Enameled Iron 
AdjustaMe Leg and Concealed Hanger: 

Adjustable Flange Plain 
Bibb^ Waste Strainer; ll^-inch ‘T’’ Trap 
with Cleanout and Wall Escutcheon. All 
exposed metal parts are Nickel Plated 


^^ze.Inches | 


18 X 3 0 
! 169.00 


20x30 


Sink with Strainer I 

Only.I 60 no 

02.00 

Approx. Wt. .. 

Pounds 1 175 1 

180 

approximate dimensions 

Size of Sink | 

Length ( Width 

18 X 30 inches | 

31 inches | lS‘j4 inches 

20 X 30 inches 1 30^ inches | 20^ inches 


lurnisnea are adjust- 
able, so that Sink may be set with Rim 
from 30 to 36 inches above Floor, These 
binks can be furnished for either Right 
or Left Hand Corner. Specify which is 
wanted. r 




As Described. 

••|$48.00|S4y.001*50.001*57 00 

•Sink with Strainer only. 

...| 42.001 

41.001 43.001 50.00 

Appro.ximate Weight..Lbs. 1 170 | 

170 1 175 I 200 

Size. 


As Described. 

Sink with Strainer only. 


Approximate Weight 

. Lbs.| 

220 1 210 1 245 

approximate dimensions 

Size of Sink f 

Length 

1 Width 

18 X 30 inches | 

30 inches 

1 18 inches 

20 X 24 inches 1 

24 inches 

1 20 inches 

20 .X 30 inches | 

30 inches 

1 20 inches 

20 X 36 inches 1 

36 inchos 

1 20 inches 

_ 20 X 40 incdes | 

40 inches 

1 20 inches 

22 X 36 inches 1 

36 inches 

I 22 inches 

22 X 42 inches | 

42 inches 

1 22 inches 


C 19290 
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CRANE 



C 19320 


ENAMELED IRON KITCHEN SINKS 

) 

Crane Porcelain Enameled Iron One Piece Roll Rim Sink with 12-Inch Integral 
Back; Concealed Wall Hangers; 3^-Inch Fuller Adjustable Flange Plain Bibbs; 
Waste Strainer; IJ^Inch 'T’’ Trap with Cleanout and Wall Escutcheon; Enameled 
Iron Interchangeable Drainboard on Concealed Bracket. All exposed metal parts 
are Nickel Plated Brass. 


Size 

As Described 

Sink and 

Drainboard with 
Strainer Only 

16x24 Inch.i 

$35.00 1 

$28.00 

18x24 Inch. I 

35.50 1 

28.50 

18x30 Inch.1 

39.00 1 

33.00 

20x20 Inch.1 

37.00 1 

31.00 

20x24 Inch.1 

! 39.00 1 

32.00 

20x30 Inch.1 

42.00 1 

35.00 

20x36 Inch.1 

45.00 1 

39.00 

20x40 Inch.| 

51.00 1 

45.00 

22x30 Inch.| 

46.00 1 

39.00 

22x36 Inch.1 

49.00 ! 

41.00 

22x42 Inch.| 

55.00 i 

48.00 


Drainboards regularly furnished 24 inches long. Can be furnished with 18-inch 
Drainboard when so ordered. 
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C 19346 


ENAMELED IRON KITCHEN SINK 

Crane Porcelain Enameled Iron One Piece Roll Rim Corner Sink with ^9 Tnnh 

Pkifs 1? • W Hangers, J^-Inch Fuller Adjustable PlLge 

eon lT"i -d Wall Escutch! 

eon. All exposed metal parts are Nickel Plated Brass. 


Sizes 

Te X 24 Inch 

18x24 In ch 

18x30 I nch. 
18x36 Inch, 

X 30 Inch, 
X 36 Inch, 
20 x 40 Inch. 


As 

Described 


Sink with 
Strainer Only 


I 836.00 

1 36.5 0 

1 37.00 

1 45.00 

1 43.00 

I 47.00 

I 53.00 


$30.00 

30.50 

31.00 

37.00 

35.00 

40.00 

43.50 


Can also be furnished with Painted or Enameled 


Iron Adjustable Legs. 








































































510 


CRANE 



C 19350 


CAST IRON FLAT RIM SINKS 


Crane Porcelain Enameled Iron Flat Rim Sink with Nickel Plated Brass 
Strainer and Tail Piece. Sinks regularly furnished Painted Outside. 


Size, Inches 

Price Each 

Approximate 
Weight, Pounds 

12x18 

$ 7.45 

29 

14x20 

9.25 

32 

16x24 

10.00 

43 

18x24 

10.60 

46 

18x30 

10.40 

56 

18x36 

14.50 

66 

20x24 

11.50 

58 

20x30 

11.75 

64 

20x36 1 

16.25 

76 

20x40 1 

21.60 

82 

22x36 1 

17.25 

86 

24x48 1 

29.00 

115 


Add for Patent Overflow and Plug Strainer with Rubber Stopper.$2.75 

Above sinks can be furnished Painted Inside and Outside. Prices on appli¬ 
cation. 
















































CRANE 


511 

ENAMELED IRON SINK BACKS 



C 19360 


deep pattern for flat rim sinks, 12 INCHES HIGH 
2 INCHES DEEP 


Length. ~ t , . 

. Inches I 18 | 20 


Each|$5.30|$5.90 


22 


$6.45 



C 19362 


ENAMELED IRON SHALLOW PATTERN 
CORNER SINK BACK FOR 
FLAT RIM SINK 



C 19364 


SHALLOW PAT- 
TERN corner end piece FOR 
USE IN CONNECTION WITH C 19362 


SHALLOW PATTERN CORNER END PIECE, 12 INCHES HIGH 
IJ^ INCHES DEEP 


Length 

Price.. 


Inches] 16 j 18 20 

.Each|$5.25|$5.75 $6.40 


tf® regularly furnished with two cock holes 8 inches center to center 
Pn^ p- * 0 “ and End Piece add to list of C 19360 Back, the list on C 19364 
End Piece. In ordering specify whether right or left hand Eild Piece ?s £sS 
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C 19500 


NICKEL SILVER DOUBLE PANTRY SINK 

Crane Nickel Silver Double Pantry Sink with Nickel Silver Covered Drain- 
boards, “S” Dividing Partition, Back and Aprons; White Metal Legs; White 
Metal Standing Wastes and Overflows, Waste Connection and Trap; White Metal 
Combination Supply Fixture with Swinging Spout. 


As Described 


I$448.00 


Also made in Heavy Planished Copper, Red Metal Fittings. Price on applica- 


DIMENSIONS 


Length Over All 

Width. 

Sinks. 


... 78 inches 
... 27 inches 
16x20 inches 
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C 19578 


PORCELAIN ENAMELED IRON 
TWO-COMPARTMENT PANTRY SINK 

n One-Piece Two-Compartment Pantry Sink with 

Stopper. ’ “ "ith Outlet Plug and Rubber 


Size 


As Described. 


■ Inches I 32x20x7 I 48x18x6 


Approximate Weight. 


Each I $32.00 $37.00 


94 


119 


42x22x6 


$37.00 


123 
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CRANE 


NICKELSILVER AND PLANISHED COPPER PANTRYSINKS 


NICKEL SILVER OR PLANISHED COPPER OVAL 
PANTRY SINK WITH CONNECTED OVER. 
FLOW, WASTE PLUG AND TAILPIECE 




Nickel 

Silver 

Planished 

Copper 

12x18 inches.. 

.. Each 

$24.00 

$20.50 

12x20 inches.. 

.. Each 

26.00 

21.50 

14x16 inches.. 

.. Each 

27.50 

23.00 

14x20 inches.. 

14x24 inches.. 

.. Each 1 

.. Each 

1 28.50 

1 34.00 

24.00 

28.00 

16x24 inches.. 

.. Each 

1 38.00 

30.00 

16x?0 inches.. 

.. Each 

1 43.00 

35.50 

18x30 inches.. 

.. Each 1 

1 47.00 

38.00 

If less Connected Overflow, Waste 
Plug and Tailpiece.... Deduct 

2.00 


C19580 

NICKELED SILVER OR PLANISHED COPPER 
SQUARE PANTRY SINK ENCASED IN WOOD 
BOX, WITH “S’* DIVIDING PARTITION, 
TWO NICKEL PLATED STANDING WASTES 
AND OVERFLOWS WITH COUPLING 
AND TAIL PIECE AND TWIN WASTE 
CONNECTION 


Can be furnished Tinned Copper at same 
prices as planished copper. 



C 19582 


NICKEL SILVER OR PLANISHED COPPER SQUARE 
PANTRY SINK WITH NICKEL PLATED 
STANDING WASTE AND OVERFLOW 
WITH TAILPIECE 




Nickel 

Silver 

Planished 

Copper 

12 X 36 Inches. 

$108.00 

$102.00 

12 X 40 Inches. 

120.00 

113.00 

14 X 30 Inches. 

112.00 

106. 00 

i4 X 32 Inches. 

118.00 

112. 00 

14 X 36 Inches. 

122.00 

114.00 

14 X 40 Inches. 

125.00 

117.00 

14 X 48 Inches. 

130.00 

120. 00 

16 X 40 Inches. 

130.00 

120.00 

16 X 44 Inches. 

133.00 

123. 00 

16 X 48 Inches. 

138.00 

128. 00 

18 X 40 Inches. 

135.00 

126. 00 

18 X 48 Inches. 

144.00 

132.00 

18 X 54 Inches. 

150.00 

136. 00 

18 X 60 Inches. 

156.00 

140.00 

20 X 48 Inches. 

149.00 

135.00 

20 X 54 Inches. 

156.00 

140.00 

20 X 60 Inches. 

160.00 

142.00 



Nickel 

Silver 

Planished 

Copper 

12x18 inches.. 

.. Each 

$27.50 

$14.50 

i2x20 inches.. 

.. Each 

29.50 

15.50 

14x16 inches.. 

.. Each 

27.50 

14.50 

14x20 inches.. 

.. Each 

32.00 

17.00 

14x24 inches.. 

.. Each 

36.00 

19.00 

16x24 inches. . 

.. Each 

39.00 

20.50 

16x30 inches.. 

.. Each 

46.00 

24.00 

18x30 inches.. 

.. Each 

50.00 1 

1 25.50 


C 19584 


Can be furnished Tinned Copper at same 
prices as planished copper. 


NICKEL SILVER OR PLANISHED COPPER PANTRY 
SINK WITH RECESS, NICKEL PLATED STAND¬ 
ING OVERFLOW AND WASTE WITH 
COUPLING AND TAILPIECE 




Nickel 

Silver 

Planished 

Copper 

14x20inches.. 

.. Each 

$41.00 

$25.00 

14x24 inches. . 

.. Each 

45.00 

27.00 

16x24 inches.. 

.. Each 

48.00 

29.00 

16x30 inches.. 

.. Each 

53.00 

32.00 

18x30 inches. . 

.. Each 

56.00 

35.00 


Note.—Measurements given are inside 
dimensions and do not include Recess. 


C 19586 
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SINK DRAINBOARDS 



C 19620 

Crane 30-inch Ash Folding 
Drainboard with Nickel Plated 
Hinges and Trimmings and Tele- 
scopic Support. 


C 19622 


Crane 30-inch Ash Folding 
Dminboard with Hinges on End, 
Hinges and Trimmings Nickel 
Plated. 


.$40.00 Each.$34.00 


Can be furnished special sizes to order. 



C 19624 


Special Interchangeable 
Ash Drainboard with Hinged Bracket, 
which permits of Drainboard being 
raised for the purpose of cleaning 
about end and rim of Sink. Bracket 
hnished with White Enamel Paint. 

— __I Each 

18x20 in. complet e with bracket. |$8.65 
18x24 in. complete with bracket. j 9 .00 
20x24 in. complete with brack et. | 9.75 
^x30in. complete with bracket. 110.5 0 
20x36 in, comple te with bracket. 111.00 
22x30 in. complete with bracket, [ll.od 
22x36 in. complete with bracket. 111.50 



C 19630 


Crane Porcelain Enameled Iron Inter¬ 
changeable Drainboard with Wall 
Support, for Roll Rim Sinks. 


Width 

Inches 

16 

18 

20 

22 

18 in. 
Long. 

$ 9.00 

* 9.85 

$10.50 

111.35 

24 in. 

Long. 

10.50 

11.35 

12 00 

12.85 
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CRANE 


SINK DRAIN BOARDS, ETC. 

INTERCHANGEABLE DRAIN BOARDS 



C 19632 


ASH WOOD DRAIN BOARD 


Width. 


18 

1 18 

18 

1 18 

18 

1 18 1 

I 20 

Length. 


18 

1 20 

22 1 

24 

30 

1 36 1 

18 

Price. 


$i'.90 |$7.00 

$8.30 |$9.00 |$6.65 

Width. 


20 

1 20 

20 

1 22 

22 1 

22 1 

22 

Length. 


24 1 

30 

36 1 

18 

24 1 

1 30 1 

36 

Price. 


$9.00 |$7.40 

$8.60 |$9.00 |$9.50 



C 19642 


CRANE MOULDED RUBBER DRAIN BOARD MAT 


Inches I 14x18 | 15x20 | 16x22 | 18x22 

. .Eachl $1.90 I $2.10 | | $2l0 


Price 
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SINK FITTINGS 


“SANITARY” SINK FRAME 


NORTH STAR LAUNDRY TRAY STAND 



C19660 




C19672 


SINK FRAMES 

^me IN 0. 1 IS 24 in. long and holds a 16x24 or 18x24 in. sink. Price, ner dozen l.1l;24 m 

sink ^ holds a 16x24 or 18x24 in. 

1 94 nn 

^ ^s^nk ^ and holds an 18x30 or 20x30 in. 

1 .uu 

94 nn 

^^slnk ^ an 18x36 or 20x36 in. j 

1 . UU 

94 nn 

^ sink ^ and holds an 18x42 or 20x42 in. I 

. ou 

27.00 

^ sink i'uihs an 18x48 or 20x48 in. J 

27.00 


NORTH STAR LAUNDRY TRAY STANDS 

win^be uprights which bring the bibbs back enough so that no clothes 

he^hte/®^® interchangeable and uprights are adjustable to four different 


2 part, less uprights. 

2 part, with uprights 

3 part, less uprights. 

3 part, with uprights 


|$4.50 

I 5.00 
I 5.25 

I 5.75 


PUMP SHELF AND BRACKET 



C19696 


^ Designed for attaching to flat or roll rim sinks 
tor supporting a pump. Can be placed on either 
side and adjusted to any desired level. It has a 
bead around the outer and inner edges so all waste 
water will drain into the sink. The numerous 
holes and slots in the shelf make it suitable for 
fitting different makes of pumps. 


Trice, Painted or Bronzed... 


Price, White Enameled. 
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CRANE 


SINK FITTINGS 


SINK BRACKETS 



PLAIN 


CAMPBELL EXTENSION 


C 19700 Q 19702 


PLAIN SINK BRACKETS 

Inches | Up to 161 Up to 22 

..Each! $1.00 I $1.25 


Width of Sink. 

Price, Painted 


EXTENSION SINK BRACKETS 


Width of Extension. 

Price, Plain or Painte d., 

Price, Aluminum Plated 


■ - Inches I_22 

Per Pair I _ $1.30 

Per Pair I On application 


SINK BOLTS 

long short 


r- 



1 

w 



Ik 







t '^1^, 


P 



*1 

|| 


L*... 




C 19740 C 19742 


SINK BOLTS 


Description.J Long, with Two Ir on Nuts I Short, with One Iron Nut 

. I Per Dozen | Per Hundred I Per Dozen IPprRnnHrAH 

.I $ 0.50 I $3:00 ! $0.35 I $2.00- 


Brass, Nickel Plated Heads I .70 | 4.00 | ^55 ^ 








































































CRANE 
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SINK FITTINGS 

OPEN STRAINER 


SINK STRAINERS AND PLUGS 


Description. 

Painted 

Enameled 

Polished 

Brass, 


Brass 

Nickel PI. 

Price, Open Strainers.. .Per Dozen! 

$1.25 1 

$2.25 1 

$3.75 1 

$4.00 

Price, Sink Plugs.Per Dozen] 

3.50 1 

5.00 1 

7.00 1 

8.00 

Extra, if with Sq. Bolts & Nuts . .. j 

.50 1 

.50 1 

.50 1 

.50 



C 19746 




PLAIN 


C 19750 


SINK COUPLINGS 

TAPPED FOR IRON PIPE 


C 19754 


_ SINK COUPLINGS 

Price, Plain Sink Couplings, Painted.Per Dozen | $1,50 

Price, Tapped for 1, 1^, 1^ and 2 inch iron pipe.Each| 1.00 




C 19760 C 19762 C 19764 

1J4 or Inch. Each, $1.30 or 13^ Inch. Each, $3.00 134 or 1}^ Inch. Each, 
Strainers are furnished nickel plated brass. 


WITH N. P. TAIL PIECES 


WITH IRON COUPLING AND WITH IRON COUPLING 
COLLAR FOR LEAD PIPE FOR IRON PIPE 
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CRANE 


grease traps 



C 19850 


IR ON GRE ASE AND SEWER TRAP WITH BRASS HAND hoi r 

HiiSt-- ^.I 16H I WA 

. - . 

Mid-— ..Inches|2I.P. |2Soil|4Soil 

E n ameled Inside.' :;:. ^-^^_ ^ach|$24.55|$21.75|821.7 5 

E ii meledAll Over... 37.W 34 _25^5 

-— . Each| 53.101 50.30| 50.30 



C 19852 


IRON GREASE TRAP 


Size o f Connections... t i . ., 

Enameled Inside. ..— . 

Enameled All Over 


Each I $47,201 $51.25 


I'or Straight Brass Waste Connection.... .. ~~ 

.:::: : ‘S! ^ 


DIMENSIONS 


Length 

Height 

Width. 


lOJ^ Inches 
lOJ^ Inches 
10}^ Inches 





























































































CRANE 
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GREASE TRAPS 



C 19854 


^ON FLUSHING CLEANOUT WATER JACKET GREASE TRAP 


Number. 777 

Diameter Inside. 
Diameter Outside 
Depth Inside,.. 
Depth Outside.,., 

Waste. 

Water Supply. 

Price. 


.I 1 I 2 I 3 I 4 

■ Inches I 10 | 12^4 | 16 j 20 

Inches I 13 | 16 | 20 i 26 

Inches I 12 | 1 4 | 20 | 22 

Inche s I 15 ] 17 \ 23 i 28 

Inches! 2 | 2 | 3 i 3 ' 

Inches] H \ H \ IH \ lii 

.Each|$35.00|$60.0oi$110.0oi$i35.oo 



“SIEBEN” BRASS GREASE TRAP 


6x10 Inches, Finished Brass, with 1}^-Inch Couplings 

10x12 Inches, Finished Brass, with 2 -Inch Couplings 


14x16 Inches, Finished Brass, with 2 -Inch Couplings ’ 


5x10 Inches, Lead Body, with Brass Top and IJ^-Inch Couplings 

■ Each] 10.00 


1 
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CRANE 



C 19880 


GALVANIZED STEEL SCULLERY SINK 

„ ,9P.”® Galvanized Sheet Steel Scullery Sink, reinforced throughout, with Partition 

Galvanized Steel Supporting Frame; Galvanized Soap 
Nickel Plated Compression Bibbs with Adjustable Flanges; Two 
Nickel Plated Connected Wastes and Overflows with Chains and Rubber Stoppers. 


DIMENSIONS 

. 60 54 48 42 36 30 inches 

. 24 24 24 24 24 24 inches 

. 12 12 12 12 12 12 inches 

As Described, less Grease Trap and 

Waste.Each$148.00 $144.00 $139.00 $134.00 $129.00 $124.00 

Approximate Weight. Pounds 250 235 220 205 190 175 



C 19882 


GALVANIZED STEEL SCULLERY SINK 

Crane Galvanized Sheet Steel Scullery Sink, reinforced throughout, with 15-inch Back, 
on Reinjtorced Galvanized Steel Supporting Frame; Galvanized Soap Dish; 5i-inch Nickel 
Plated Compression Bibbs with Adjustable Flanges; Nickel Plated Connected Waste and 
Overflow, with Cham and Rubber Stopper; 2-inch Nickel Plated “P” Trap to Wall with 
C/lcanout. 

DIMENSIONS 

Length. 

Width. 

Depth... 

Board..Each$129.00 $126.00 $119.00 $115.00 $110.00 $105.00 

Approximate Weight.Pounds 250 235 220 205 190 175 

Drainboards are made of Ash, are fitted with Nickel Plated Brass Trimmings and are 
regularly furnished 30 or 36 inches long. 


60 

54 

48 

42 

36 

30 inches 

24 

24 

24 

24 

24 

24 inches 

12 

12 

12 

12 

12 

12 inches 



























CRANE 


523 



C21120 


ENAMELED IRON SINK AND LAUNDRY TRAY 
COMBINATION 


'Tf Porcelain Enameled Iron One Piece Sink and Laundry Tray Combination 
with Integral Back and Apron; Painted Iron Adjustable Legs and Conceded 
Hanger^ Combination Ash Dramboard and Tray Cover; K-Inch Adjustable 

fo^rTaiindrv Sink) Stub Pattern Compression Tray Bibbs 

n KK £ ^ Tray, Waste Strainer with Tail Piece for Sink; Waste Plug with 
Rubber Stopper for Tray; Continuous Waste with IK-Inch “S” Trap to^Idoor 
with Vent. All exposed metal parts are Nickel Plated Brass ^ 


As described. 

Sink and Tray with Drainboard Cover and Strainer only. 

Approximate Weight... . 


. - Each I 

■ .Each I 

Pounds I 


$140.00 

127.00 

430 


at 


Can be furnished with Sink on Right Hand Side and 
same price. 


Tray on Left Hand Side 


DIMENSIONS 


Sink Inside_ j _Tray Inside^Overall 


Length... . 

.... Inches 

122 1 Length. 

..Inches 122 

IBack... 


10 

Width. 

....Inches 

I17HI Width.. 

.Inches 1173^ | Apron.. 

.Inches 

6 

Depth. 

....Inches 

7 1 Depth.. 

.Inches 114 

[Length. 


50 


f 

1 

(Width.. 


22 


i 


L 
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CRANE 



C 21130 


ENAMELED IRON SINK AND LAUNDRY TRAY 
COMBINATION 

Crane Porcelain Enameled Iron One-piece Roll Rim Sink and Laundry Tray 
with Integral Back; Painted Iron Standard and Concealed Hangers; Combination 
Ash Drmnboard and Tray Cover with Hinges and Wall Hook; 3^-inch Adjustable 
Flange ^ain Bibbs; J^-inch Stub Pattern Compression Wash Tray Bibbs; Soap 
Dish on Tray; Waste Strainer with IJ^-inch Extension Tail Piece for Sink; Waste 
Plug with Rubber Stopper for Laundry Tray; l}^-inch Continuous Waste with 
End Outlet; IJ^-inch ^‘P’^ Trap with Cleanout and Wall Flange. All exposed 
metal parts are Nickel Plated Brass. 

As Described. I$136.00 

Sink and Tray with Drainboard Cover, Soap Dish and Strainers, only., . | 112.00 

Can be furnished with Sink on Left Hand Side when so ordered. 

DIMENSIONS 


Length Over Rim (Sink and Tray).50 Inches 

Width: Outside.23}^ Inches 

Inside. 19^ Inches 

Length Inside (Each compartment).21% Inches 

Depth Inside: Sink.6 Inches 

Tray.13% Inches 

Height of Back.8 Inches 

Floor to Top of Rim. 34 Inches 

Approximate shipping weight.350 Pounds 


Specify when ordering if Tray is wanted Drilled for Overflow. Also if wanted 
furnished with adjustable Standard allowing adjustment from 30% to 35% inches 
from floor to top of rim 
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C 21160 


WHITE PORCELAIN LAUNDRY TRAYS 

Crane White^lid Porcelain Laundry Trays with 9-inch Integral Backs; White 
Sohd Porcel^ Legs and Wall Supports; Ji-inch Nickel Plated Brass Quick Com- 
pressiM Bibbs; Br^s Wash Tray Plugs with Rubber Stoppers; l}^-inch Unfinished 
Brass Continuous Waste with End Outlet; 1 J^inch Unfinished Brass “P” Trap with 
Cleanout and Wall Escutcheon. 


Size. 

2 part Regular Selection 

2 part Special Selection . 

3 part Regular Selection . 

3 part Special Selection . 

Approximate Weight, per tray 

Add for End Wringer Base. 

Add for Center Wringer Base. 


.126x26x15130x26x15 

.I $188.001 $2027^ 

~.I 207.001 ^2.00 

•. I 282 001 303,00 

~.I 310.001 334.00 

Poun ds I 370 ] 375~” 

. Each! $9.00 

~.Each I 
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CRANE 


I 



C 21170 


WHITE PORCELAIN LAUNDRY TRAYS 

Crane White Solid Porcelain Roll Rim Laundry Trays; Galvanized Cast Iron 
Supports with Connecting Rods, Washers and Bolts; M-inch Nickel Plated Quick 
Compression Bibbs with J^xJ^-inch Galvanized Combination Hot and Cold Supply 
Fittings; Brass Wash Tray Plugs with Rubber Stoppers; l}^-ineh Unfinished Brass 
Continuous Waste with End Outlet; IJ^-inch “S” Trap with cleanout and Floor 
Escutcheon. 


Size. 


As Described 2 Part Regular Selection.. 


As Described 2 Part Special Selection . . 

.1 190.00 1 

206.00 

As Described 3 Part Regular Selection. 

.1 268.00 1 

290.00 

As Described 3 Part Special Selection . 


308.00 

Approximate Weight per Tray. 


460 

Add for End Wringer Base. 


$9.00 

Add for Center Wringer Base .. 


5.00 


A 
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ENAMELED IRON LAUN¬ 
DRY TRAYS 


Crane Porcelain Enameled Iron 
One Piece Roll Rim Double Laundry 
Tray; Painted Iron Standards; J^-inch 
Compression Bibbs; Soap Dishes; 
Waste Plugs with Rubber Stoppers; 
1^^-inch Twin Two-Branch Waste 
Pipe;m-inch “P” Trap with Cleanout 
and Wall Escutcheon. All exposed 
metal parts are Nickel Plated Brass. 


C 21210 



ENAMELED IRON LAUN¬ 
DRY TRAYS 


Crane Porcelain Enameled Iron 
One Piece Roll Rim Double Laundry 
Tray; Painted Iron Adjustable Stan¬ 
dards; J^-inch Compression Bibbs; 
Soap Dishes; Waste Plugs with Rub¬ 
ber Stoppers; 134-inch Twin Two- 
Branch Waste Pipe; 13^-inch “S^' Trap 
to Floor with Vent to Wall with 
Escutcheons; Hardwood Wringer 
Base. 


As Described. 

Double Tray with Waste Plugs and Soap Dishes only 
Add for O ak End Wringer Base. . 

Approximate Weight. . 

APPROXIMATE DIMENSIONS 

Length (Double Trav). 

Width. . ‘‘y..y. 

Depth. 

Back. 

Floor to Top of Rim. 


Each I $139.00 

Each I 111.00 


52H 

26^ inches 
14J4 inches 
... 8 inches 
.. 34 inches 


C 21212 


As Described. ~ 

Double Tray with Waste Plugs and Soap Dishes Only 

Add for Additional Hard Wood Wringer Base between Sectioni ; 
Approximate Weight. 


..Each! $140 00 

■ Eachl 11200 

...Eachi 9.00 

Pounds I 500 


APPROXIMATE 

Length (Double Tray)... 

Width. 


Depth. 

Back. 

Floor to Top of Rim 


DIMENSIONS 


53 inches 
26 inches 
143^ inches 
8 inches 
34 inches 
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CRANE 



As I 

One 

Tray 

Set of 
Two Trays 

Set of 

Three Trays 

XxO X • .. 

Trays with Waste Plugs and Soap Dishes only. 

1$65.00 

1 55.00 

1 $120.00 1 

1 100.00 

1 $180.00 

1 150.00 

Approximate W ei ght. 


1 215 

1 430 

1 645 


APPROXIMATE DIMENSIONS 


Length (Each Tray).271^ Inches 

Width.26M Inches 

I5epth.14K Inches 

Floor to Top of Rim.34 Inches 


c 21222 


ENAMELED IRON LAUNDRY TRAYS 


Crane Porcelain Enameled Iron Laundry Trays with 8-inch Integral Back- 
Plain Exterior, Supported on Painted Iron Adjustable Pedestals; Compression 
Wash Tray Bibbs, one of the Cold Bibbs having Hose End; Soap Dishes, Waste 
Plugs having Chain and Eubber Stopper; l^-inch Continuous Waste; l^-inch 
Vented “S” Trap with Cleanout and Flanges; Hardwood Wringer Base. All 
exposed metal parts are Nickel Plated Brass. 
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C 21242 


ENAMELED IRON LAUNDRY TRAYS 

Upper Surface Only Enameled. 


Nominal Size.22x24 Inches 

As Described. 

Single 

Tray 

Set of 

Two Trays 

Set of 

Three Trays 

iray with Wringer Holders and Waste 
rlugs only.... 

Approximate Weight.Pounds 

$35.00 1 

26.00 

120 

1 $71.00 

53.00 

1 245 

$105.00 

79.00 

365 ' 


i 


Note.—The height of the Trays 


can be adjusted from 30 to 33 Inches from floor. 





















































530 


CRANE 



C 21276 


ALBERENE STONE LAUNDRY TRAYS 

Crane Alberene Stone Laundry Tray on Painted Iron Legs; Finished Brass 
Plugs with Locknuts and 13^ inch Couplings; Compression Stub Pattern Tray 
Bibbs; 1 J^inch Continuous Waste; IJ^-inch “S’’ Trap with Cleanout and Escut¬ 
cheon. 


THREE PART, 24 INCHES WIDE, 16 INCHES DEEP, WITHOUT BACK 


Length Outside. 

.Inches] 72 | 78 j 84 | 

90 

As Described. 

.Each] $66.00] $76.00] $97.00]$102.00 

Approximate Weight. 

.Pounds] 635 | 680 ] 760 ] 

815 

TWO PART, 24 
WITH 

INCHES WIDE, 16 INCHES DEEP, 

6 INCH INTEGRAL BACK 


Length Outside. 

.Inches 1 48 | 54 | 

60 

As Described. 

.Each]$49.00]$53,00]$57.00 

Approximate Weight. 

.Pounds 1 475 | 509 | 

560 


TWO PART, 24 INCHES WIDE, 16 INCHES DEEP, WITHOUT BACK 


Length Outside. 

.Inches | 48 | 54 | 60 

As Described. 

.Each 1 $43.001 $47.00 ] $51.00 

Approximate Weight. 

.Pounds 1 435 | 464 | 510 

THREE PART, 24 
WITH 12 

INCHES WIDE, 16 INCHES DEEP 

INCH INTEGRAL BACK 

Length Outside. 

.Inches! 72 | 78 j 84 | 90 

As Described. 

.Each] $92.00]$105.00 $112.00]$118.00 

Approximate Weight. 

.Pounds] 695 | 745 ] 830 | 890 


Above prices do not include faucets or traps. 
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GRANITINE STONEWARE LAUNDRY TRAYS 

Tray with Integral Back; Metal Rims 
^ guards; Painted Iron Legs; J^inch Nickel Plated Stub Pattern 

ber^tonner?-W^ste Connection cast in Trays, with Rub¬ 
ber Stoppers, 11^ inch Unfinished Brass Continuous Waste with “S” Trap to Floor. 

THREE PART 24 INCHES WIDE, 16 INCHES DEEP, 6 INCH BACK 

Length Outsid e. — 

As Described. — 


. Inches 


Tray with Waste Connection only. 

Approximate Weight.• • • ^ ^ .. .. . !! ‘ .' .. ^^^‘ ! ^Pounds 


72 


$83.00 


57.00 


700 


THRE E PART 24 IN CHES WIDE, 16 INCHES DEEP, WITHOUT BACK 

Length Outside. ~— 

As Described. ^ ' ~— 


. Inches! 


Tray with Waste Connection only. ! ~ ^ { 42 00 

^oxim ate Weight. ^^^^^ ^^ ^^ ^:Poundsi eoo 

TWO PART 24 INCH ES WIDE, 16 INCHES DEEP, 6 INCH BACK 

i^gtfa Outside.Inches I 


As Described. 


48 


54 


60 


|$44 00|$60.00|$64.00 


Tray with Waste Connection o nly. | 25 OOj 40 001 45 00 

Approximate Weight .Po„nds| 400 | 450 | 475 

jrWO PART 24 INCHES WIDE, 16 INCHES DEEP, WITHOUT BACK 


Length Outside. Inches I ^ 

As Described 


54 


60 


rn-. . .|$46.00|$49.001152.00 

Day with Waste Uonnection only. | 27,001 20 001 .^ 5 ^ nn 

Approximate weight .Po„nds| 350 | 375 1 400 ~ 

• 1 Three part laundry trays are furnished with continuous brass waste with two 
inlets as shown. Two part laundry trays do not require a continuous waste as 
they are fitted with twin waste. For price of continuous waste and trap see 
pages 590 to 597. 
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CRANE 


WHITE PORCELAIN 
SLOP SINKS 

Crane White Solid Porcelain Roll Rim 
Slop Sink, Glazed Inside and Outside 
with 12-inch Integral Back; Adjustable 
Iron Trap Standard, Enameled Inside 
and Outside, with Outlet to Wall Tapped 
for 2-inch Iron Pipe; Nickel Plated 
Brass Strainer; ^inch Nickel Plated 
Brass Compression Adjustable Flange 
Plain Bibbs. 


Size.Inches 

20 x22x12 

22x24x12 

As Described, Reg¬ 
ular Selection. Each 

$79.00 

$86.00 

As Described, Special 
Selection.Each 

85.00 

92.00 

For N. P. Brass Rim 
Guard Add.... Each 

9.50 

9.50 

Approx. Weight. .Lbs. 

315 

352 


Trap Standard can be furnished tap¬ 
ped for 3-inch iron pipe at same prices. 



C 21360 



C 21320 


ENAMELED IRON 
SLOP SINKS 

Crane Porcelain Enameled Iron One 
Piece Roll Rim Slop Sink with 14-inch 
Integral Back; Adjustable Iron Trap 
Standard with Outlet to Wall Tapped 
for 2-inch Iron Pipe; Nickel Plated 
Strainer; 34-inch Nickel Plated Com¬ 
pression Adjustable Flange Plain Bibbs. 


ENAMELED INSIDE ONLY 


Sizes.. .In. 

116x20x12 

18x22x12 

20x24x12 

As 

Described 
.Each 

$48,00 

$57.00 

$63.00 

Without 

Faucets 

42.00 

51.00 

57.00 


ENAMELED ALL OVER 


Sizes. 


16x20x12 

18x22x12 

20x24x12 

As Described. 


$60.00 

r$69.00 

$75.00 

Without Faucets. 


54.00 

63.00 

69.00 

Approximate Weight. 


1 165 

1 195 

1 205 
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ENAMELED IRON FLAT RIM SLOP SINKS 



C 21410 


Strainer, with Iron Sfffng'lnd Cdlar forLelTp1pe''(^nne^f^^^^ 


Size. 


As Described. 


Approximate Weight. 


Inches 116x16x10116x 20x121 lSx22y1^l9nv9!kv7-> 
- I S15 00 I 119.00 I $20.00 | $23.00 


I 45 I 55 I 6.5 I 


Strainer with Rubber Stopper 

end Set «"tlet-°ther sizes are regularly furnished with 

ENAMELED IRON TRAP STANDARDS FOR SLOP SINKS 

r 


4 






C 21420 

ADJUSTABLE 
WITH CLEANOUT 


C 21422 

“S” PATTERN 
WITH HUB VENT 


C 21424 

“S” CLOSED PATTERN 
WITH VENT TO WALL 


Enameled Inside... 

Enameled All Over. 


ADJUSTABLE “P” TRAP STANDARD 


Each I $14.00 


Each I $18.00 


S” PATTERN STANDARD WITH NICKEL PLATED VENT 


Enameled Inside. „ -r-n=^- 

Enameled All Over. . .Each $14.00 

--— .Each I 18.00 - 

pa ttern standard w ith nickel plated vent 

Enameled Inside 


Enameled All Over . Eaeh|$14.00 

....Each I 18.00 
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CRANE 


BATHROOM FIXTURES AND ACCESSORIES 

WHITE VITREOUS CHINA 


TOWEL SHELF 



C 25104 


Opal Shelf 5 inches wide and K inch thick with White Vitreous China one- 
piece Brackets. ' ’ 


18 inches long. 


24 inches long. 


5.50 

30 inches long. 


6.40 

36 inches long. 


7.70 


COMBINATION SHELF 



C 25136 


^ with Tumbler and Soap Holder and 

White Vitreous China Brackets. 


18 inches long. 


$7.40 

24 inches long. 


8.40 

30 inches long. 


9.90 


COMBINATION SHELF 



C 25138 


5 inches wide and ^ inch thick with Two Tumbled Holders and 
White Vitreous China Brackets. 


18 inches long. 


$7.00 

24 inches long. 


8.00 

30 inches long. 


9.50 


These Accessories are far superior to the Nickel Plated Brass as there is no 
metal to tarnish. They are easy to keep clean and are attractive in appearance. 
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BATHROOM FIXTURES AND ACCESSORIES 

WHITE VITREOUS CHINA 



C 25150 

HAND RAIL WITH iy4-INCH OPAL BAR AND WHITE VITREOU S CHINA BRACKETS 

9 Inches Long. . 


12 


Inches Long. . 

16 Inches .Long.;.Each 


4.30 


5.20 



C 25154 

WHITE VITREOUS CHINA HAND RAIL, SIZE 6x3 INCHES. 

__ CAN BE FASTENED TO FACE OF WALL OR TILED INTO WALL. 

Each. —- 


$3.50 



TOWEL BAR WITH 1-INCH OPAL BAR AND WHITE VITREOUS CHINA BRACKETS 

15 Inches Long. 

$3.20 

18 Inches Long. . 

3.40 

24 Inches Long. .g^^^ 

4.00 

30 Inches Long.' 

4.60 

36 Inches Long... 

5.50 



C 25172 


TOWEL BAR WITH 1-INCH OPAL BAR AND THREE WHITE VITREOUS 
_ CHINA BRACKETS 


24 Inches Long. 


$5.50 

30 Inches Long. 


6.00 

36 Inches Long. 


6.50 

48 Inches Long. 


7.50 

60 Inches Long. 


8.50 

NOTE: Special lengths will be made to order. 
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CRANE 


BATHROOM FIXTURES AND ACCESSORIES 

WHITE VITREOUS CHINA 



tumbler and 

TOOTH BRUSH 
HOLDER 


TUMBLER HOLDER TUMBLER HOLDER 


TUMBLER AND 
TOOTH BRUSH 
HOLDER 


C 25226 


C 25202 


.I ^1-40 Each .I $1.40 Each 


I $1.80 Each.I $1.80 


SOAP OR SPONGE 
DISH 



C 25250 


Each.I $1.80 


SOAP DISH 



C 25260 


Less Drain Holes 


.Each 

$1.70 

With Drain Holes 

.Each 

1.80 



C 25264 


Less Drain Holes 


.Each 

$2.00 

With Drain Holes 
.Each 

2.10 


SOAP HOLDER 
WITH LIP 



C 25290 


3x6 Inches.Each 

$ 3.00 

6x6 Inches.Each 

4.00 

6x9 Inches.Each 

10.00 


SOAP HOLDER AND 
GRAB RAIL 



C 25302 


6x6 Inches.Each I $ 5.00 

6x9 Inches.Each I 10.00 



HOLDER WITH LIP 
AND GRAB RAIL 


C 25304 


6x6 Inches.Each I $ 5.00 

6x9 Inches.Each I 10.00 
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WATER BAG HOOK 


Each 


BATHROOM FIXTURES AND ACCESSORIES 

WHITE VITREOUS CHINA 


ROBE HOOK DOUBLE ROBE HOOK 


25320 


C 25326 


^aeh.I $0.50 Each. 



TOILET PAPER 
HOLDER 


C 25360 


C 25350 


TOILET PAPER 
HOLDER 


C 25364 


Each. 


0.50 Each. 


$0.90 Each. 


$3.00 



EXPOSED MODEL 
TOILET PAPER 
HOLDER 


I 


C 25369 


ize 6x6 in... Each |$4.00 



RECESS__ 

TOILET PAPER 
HOLDER 


RECESS MODEL 
TOILET PAPER 
HOLDER 


C 25370 


C 25374 


Size 6x6 in. ..Each |$4.00 Size 6x6 in., .Each |$6.00 
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BATH ROOM FIXTURES AND ACCESSORIES 

WHITE FINISH BRASS 



TYPE “A” BRACKET 


BRACKET 


Style Bracket 


Type 

“B” 


Type 

“C” 


5 X 18 in. Shelf.Each |$10.00 [$10.00 |$11 .50 


5 X 20 in. Shelf.Each | 


5 X 24 in. Shelf,.Each | 


5 X 27 in. Shelf.Each | 


5 X 30 in. Shelf.. 


001 12.001 13.50 

Each I 12.50 I 12.50 1 14 0o ' 
I 11.501 13.00 


6x18 in. Shelf.Each 


6 X 20 in. Shelf.. . Each | . 


6 X 24 in. Shelf.. 

6 X 27 in. Shelf.. 


• Each!.I 13.00 1 14.50 


Each!.I 13.501 15.00 


6 X 30 in. Shelf.Each | . 


SHELVES, BRACKETS AND SHELF RAILS 


C 25602 


C Bracket, 



C 25630 

GUARD RAIL FOR SHELVES 


5 X 18 in. 


S4.75 

6x18 in. 


$6.25 

5 X 20 in. 


6.00 

6 X 20 in. 


6.50 

5 X 24 in. 


6.50 

6 X 24 in. 


7.00 

5 X 27 in. 


6.75 

6 X 27 in. 

.Each 1 

7.25 

5 X 30 in. 


7.25 

6 X 30 in. 


7.75 


These shelves may be securely clamped in the brackets and are held about 3-16 of an 
inch from the wall, allowing the back edge to be cleaned. Glass shelves in contact with 
the wall are very unsightly and unsanitary when dirt collects behind them. 


Brackets with Type “C” Shelves will be furnished unless otherwise specified. 
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BATH ROOM FIXTURES AND ACCESSORIES 

WHITE FINISH BRASS 
TOWEL BARS 



18 ill. 

24 in.. 


C 25660 

Brass Rod, ^-inch diameter 


. .Each I$4.30 


. Each I 4.80 


30 in. . ■ . . .. Eacii [$5.85 

36 in.Each | 7.50 



C 25664 


12 in. 

.Each ($7.50 | 

30 in. 


18 in. 

.Each 1 8.00 1 

36 in. 


24 in. 

.Each 1 8.50 1 

1 - .. r— 


Opal Glass Rods, 1 in. diameter. Cast Wall Standard 


18 in....Each I$7.50 


24 in.. ..Each | 8.00 


30 in. ■ .Each $9.00 

36 in.Each 11.00 



C 25680 


_ Brass Rod, 1 y 

12 in.. Each|$16 00 | 

2 inch diameter 

18 in.Eachl 17.50 1 

.Jttiacn 

36 in.Each 

.oo 

24.00 

24 in.Eachl 19.50 1 



Opal Glass Rods, 1 ^ in. diameter. Cast Wall Standards 


12 in.Eachl $17.50 I 

30 in.Each 

$23.50 

18 in.Eachl 20.00 1 

24 in.Eachl 21.50 | 

36 in.Each 

25.50 




C 25750 

TUMBLER HOLDER 


C 25752 

TUMBLER HOLDER 


Each. 


|$3.25 Each. |$3.25 


With China Tumbler. . . Each| 4.25 With China Tumbler... .Eachj 4.25 


L 
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CRANE 


bathroom fixtures and accessories 

WHITE FINISH BRASS 

COMBINATIONS 



C 25772 



Without Spreader. 

Complete with Spreader.. . 

Without China Tumblers and Spreader 


■ ..Each|$13.75 

Eachl 15,75 

11.50 


C 25790 


C 25794 


Each. 


Less China Tumbler.... 

...Eachl 5.25 


Each. 

$10.75 

Less Spreader. Each 

9.75 

Less Spreader and China Turn- 
.Each 

7.75 
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BATHROOM FIXTURES AND ACCESSORIES 

WHITE FINISH BRASS 


TUMBLER, TOOTH BRUSH AND SOAP HOLDERS 


Each 



CHINA TUMBLER AND 
TOOTH BRUSH SPREADER 


CHINA TUMBLER AND 
TOOTH BRUSH SPREADER 


I $6,50 Each 


$6.50 


TOOTH BRUSH HOLDERS 



C 25810 _ C 25812 

ToothBrush Spreader, . EaclT | $2,00 || Tooth Brush HolderTT^ ....Each | sTTTI 




REMOVABLE 


Each 6 X 43^ in 


Each 5 ^x4^6 


I $4.00 
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BATHROOM FIXTURES AND ACCESSORIES 

WHITE FINISH BRASS 

SOAP DISHES 


C 25902 

CENTER TO WALL. 3 INCHES. EXTRA 
HEAVY, LOCK ROLL 

.I $8.00 


C 25840 

BATH SOAP HOLDER 

Each, 5^ X 4^6 in.| $4.00 


C 25860 

BATH BRUSH OR SPONGE HOLDER 


Each, 10^ X 4^ x 1^ in. 


|$7.25 


TOILET PAPER HOLDERS 


SOAP DISH WITH METAL ENCASED SOLID 
RUBBER BALL FEET. OPAL GLASS 
REMOVABLE LINING 


Each. 4^ X 3^ in.|$2.50 


EXTRA HEAVY. ROLL SPRINGS INTO 
BALL SOCKETS 


Each. 


|$3.75 


C 25904 


C 25850 





























































C 25920 


C 25930 


C 25940 


.I ^^-25 Each.I $1.50 Each.|$o .50 

ROBE HOOKS 
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BATH ROOM FIXTURES AND ACCESSORIES 

WHITE FINISH BRASS 
HOOKS—CAST AND WROUGHT 

WATER-BAG HOOK RAZOR STROP HOOK 

ROBE HOOK 


Each. I $1.50 

ROBE HOOK 


C 25944 


C 25946 


Each.I $3.25 Each. 


■I$4,25 


TOWEL HOOKS 


C 25948 

6 Inches High 
Each. I $2^ 


C 25960 


C 25962 


Inches Long 6 Inches Long 


Each. 


|$1.25 Each 
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BATHROOM FIXTURES AND ACCESSORIES 

SHELVES 



C 26102 

Length 18 inches, width 5 inches, thickness % inch. ^$8 00^ 

Length 20 inches, width 5 inches, thickness ^ inch. 7 00 8*50 

Length 24 inches, width 5 inches, thickness H inch. 7.‘25 g’oo 

Length 30 inches, width 5 inches, thickness % inch.. 8.50 10 00 

Four, six, seven, eight and nine inches wide and special lengths made to order. 



C 26106 

Length 18 inches, width 5 inches, thickness % inch. $8 00 

Length 20 inches, width 5 inches, thickness % inch. 8 30 

Length 24 inches, width 5 inches, thickness H inch.! 8!50 

Length 30 inches, width 5 inches, thickness % inch,. 10.00 


Opaline 

$9.30 

9.60 

9.85 

11.25 



C 26110 

Crystal 

Length 18 inches, width 5 inches, thickness ^ inch. $10.65 

Length 20 inches, width 5 inches, thickness % inch. 10.90 

Length 24 inches, width 5 inches, thickness ^ inch. ll!25 

Length 30 inches, width 5 inches, thickness % inch. 12 50 


Opaline 

$ 12.00 

12.25 

12.50 

13.85 



C 26130 


Length 24 inches, width 5 inches, thickness H inch. 
Length 30 inches, width 5 inches, thickness % inch. 


Crystal 

$13.85 

15.85 


Opaline 

$15.85 

17.85 


Nickel Plated or Crystal Bar Furnished with Crystal Shelf, Opaline Bar with 
Opaline Shelf. Specify kind wanted. Towel Bar % inch diameter. 
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BATHROOM FIXTURES AND ACCESSORIES 

TOWEL BARS 



C 26190 


■ Length..Inches 


I 15 I 18 I 24 


30 


36 


Frice, ^-Inch Nickel Plated Bar.Each] $1.15| $1.30| Sl.goj $1.65| S2.00 



C 26202 


Length. 


18 1 20 1 24 1 

30 1 36 

Price, 5^-Inch Nickel Plated Bar 

.. . .Each|$2.30|$2.55|$2.65l$2.75l$3.00l*.3 

Price, 5^-lnch Crystal Bar. 


! 2.751 1 8.151 

3.551 

Price, H-Inch Opaline Bar. 


1 4.101 1 4.751 

5.55| 



: _ 

C 26210 

..Inches I 18 | 20 | 24 | "so I 36' 

Pr ice, 1-Inch Nickel Plated Bar .Each|$4.20|l4.40lir 65IM 16l« fin 

Price, 1-Inch Crystal Bar. . .Eachl 4.301 4 hf.1 a on| 6 ^ni « in 

Price, 1-Inch Opaline Bar.Each| 5 9 01 6 201 6 701 7 fiOl s ss 






C 26220 


Length. 

Price, IJ^-Inch, Nickel Plated Bar 

...Inchesl 18 | 20 | 24 | 30 | 36 

.Lach||8.60|$8.85|$9.45|$10.25|$ll 95 

Price, IJ^-Inch Crystal Bar 

Price, 1^-Inch Opaline Bar.. 

Each|n.10111.70112.851 14.60| 16 40 
Each|17.00117.80120.001 24.001 27 85 
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BATH ROOM FIXTURES AND ACCESSORIES 

NICKLE PLATED BRASS 


SWINGING TOWEL RACKS 



C 26250 


Price Three arms, length, 14 inches, bars inch.Each|S2.20 

Price Two arms, length, 14 inches, bar s inch.Each I 1.85 

Price One arm, length, 14 inches, bar inch.Each] 1.50 



C 26252 


5^-in. 3^in. 
Bars Bars 


Price Three arms, length, 16 inches. .Each|$3.351$4.85 

Price Two arms, length, 16 inches. Each| 2.751 3.75 

Price One arm> length, 16 inches. Each| 2.201 2.55 


Four, five and six arms made to order. Prices on Application. 
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BATH ROOM FIXTURES AND ACCESSORIES 

KITCHEN SINK SOAP DISH 
NICKEL-PLATED 


Each 



For use between 


$2 20 



C 26602 

Each.$0.65 


NICKEL PLATED BRASS 
PAPER HOLDERS 


C 26604 

Each.$1.60 


C 26610 

Each.$3.55 


C 26612 

Each.$2.90 


BATH TUB SEATS 



C 26650 

Seat.$4.80 

White Enameled Seat. 6.00 

Competition Oak Seat, Nickel 
Plated Iron Straps. 3.00 


C 26640 

Oak Seat. 


White Enameled 


Competition Oak 
Plated Iron Straps.. 
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BATH ROOM FIXTURES AND ACCESSORIES 


NICKEL PLATED BRASS 

HOOKS 



ROBE HOOK 


HOOK 


ROBE HOOK 


C 26680 


$1.25 


ROBE HOOK 



C 26686 


Each.$1.80 



ROBE HOOK 


C 26688 


RAZOR STROP HOOK 


C 26710 


WATER BOTTLE 


C 26714 


Each.$0.65 Each, 

MATCH HOLDER 


$0.35 Each.$1.25 

WHISK BROOM HOLDER 



C 26780 


Each 


,$2.40 


Each 


$0.75 
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bathroom fixtures and accessories 

SANITARY STEEL MEDICINE CABINETS 



CRANE 


C 26902 
STYLE E 
WITH OPEN SHELF 


C 26920 
STYLE F 
WITHOUT OPEN SHELF 


RECESS IN WALL, WITH OPEN SHELF BELOW 


Number 


Extreme 
dimensions 
Outside, Inches 


16 x273^ 


21Mx33H 


233^x353^ 


Size of 
Mirror, 
Inches 


10x14 


14x18 


16x20 


25^x37^ I 18x22 


23 I 27^x39^ I 20x24 


Inside 

dimensions, 

Inches 


14 xl6 


Wall opening 
required, 4^ 
inches deep 


14x25 


18^x21 \ 19x30 


■W%x23 I 21x32 


22^x25 I 23x34 


24^x27 I 25x36 


Price with 
Enameled 
shelves 


$20.50 


28.50 


34.50 


41.00 


47.50 


With pob 
ished plate 
glass she! 
ves add 


$ 4.00 


7.00 


8.00 


Plain door 

without 

Mirror 

deduct 


$ 2.00 
7.00 


10.00 


RECESS, WITHOUT OPEN SHELF BELOW 


Number 


29 

30 


31 


32 


33 


Extreme 
dimensions 
Outside, Inches 


16 x20 


2^25 


23^x27^ 


25^x29^ 


Sixe of 
Mirror, 
Inches 


10x14 


14x18 


16x20 


18x22 


27>^x31H I 20x24 


Inside 

dimensions. 

Inches 


14 xl6 


18^x21 


20^x23 


22^x25 


24^x27 


Wall opening 
required, i}i 
inches deep 


14x17 


19x22 


21x24 


23x26 


25x28 


Price with 
Enameled 
shelves 


$18.00 


26.50 


32.50 


40.00 


46.50 


With pol- I Plain door 

ished plate without 


glass shel-l 
ves add 


Mirror 

deduct 


$2.00 I $2.00 


4.50 I 7.00 


5.50 I 10.00 


6.00 I 14.00 


6.50 I 18.00 


is sSrre°rnd o"f SpeS'" ® frame 

andsmotX^rthim':*^ "P 

opening is 6 feet 2 inches from the floor, which will bring the 
position for the average adult. ^ 

wall t“o [hfr/r-tface of the plastered 
wall to the back of the recess, and they project 134 inches from the wall.^ 
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BATH ROOM FIXTURES AND ACCESSORIES 

SANITARY STEEL MEDICINE CABINETS 



C 26922 

RECESS PATTERN 

RECESS PATTERN 

Recess Pattern. 

DIMENSIONS 

Extreme of Moulded Edges. 

Body. 

Mirror, without Bevel. 

Wall Line to Face. 

Wall Line to Back. 

Opening Required for Installation. 


C 26940 

WALL PATTERN 


Each I $41,00 


.21 in. X 27 in. 

.17 in. X 23 in. 

.16 in. X 22 in. 

.1 in. 

.3^ in. 

173^ in. X 231^ in. x 3^ in. 


WALL PATTERN 


Wall Pattern 


Each I $39.00 


DIMENSIONS 

Extreme of Body.16^ in. x 2S}4 in. 

Extreme Depth. 

Mirror, without Bevel...14 in. x 20 in. 

These cabinets are made entirely of steel secured from corrosion by several 
electro deposit coats of copper and other metals. 

The durable finish is the white. 

The shelf rests are securely fixed, but instantly adjustable. 

The two shelves are pure white Vitrolite glass, impervious to acids and chemicals. 
The mirror door is plain French plate glass, in seamless metal frame, with 
moisture pad, flush-fitting metal back, china knob in combination with spring 
catch, concealed hinge flanges, and loose pin for convenience in detaching the door. 

The body and moulding are integral, thus securing a cabinet without joint, 
seams or cracks. 

They are delivered ready for immediate installation, which is completed by 
using two wood screws in holes provided in the back. 
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BATHROOM FIXTURES AND ACCESSORIES 

SANITARY STEEL MEDICINE CABINETS 



C 26942 


STYLE H—TO SCREW TO FACE OF WALL 

These Sanitary Steel Medicine Cabinets or Bath Room Lockers, are made up 
m the most substantial manner, the corners of the doors and frames being solidly 
welded, and the various parts securely riveted or welded together. 

They are heavily coated inside and out, with the best quality of snow white 
enamel, each coat subjected to a separate baking in gas heated ovens. 

The result is a pure white, smooth, hard finish, which never cracks nor peels. 
It may be washed and cleaned with soap and water or with furniture polish and 
should be wiped dry after each cleaning. 

The door closes flush with the face of the cabinet, into a rabbeted jamb, and 
IS beveled inward one half inch around the mirror, giving it a handsome appear¬ 
ance. 

The door is furnished with a plate glass mirror, with beveled edges, or plain, 
if preferred. White doors, with no mirror will be supplied if desired. 

The mirrors are made of the best polished plate glass and are carefully selected. 
Trimmings are of solid bronze, polished and Nickel Plated and attached with 
nickel plated screws and bolts. 

The shelves are adjustable, and may be placed at different heights to suit the 
purpose. 

When not otherwise specified the shelves are of white enamel steel. 

All Lockers are furnished Right Hand. Left Hand Lockers will be supplied 
at an additional charge. 


Number 

Extreme outside 
dimensions, 
Inches 

Size of Mirror, 
Inches 

Inside 

dimensions, 

Inches 

Price with 
enameled 
shelves 

With polished 
plate glass 
shelves add 

Plain door 
without Mirror 
deduct 

50 

21Hx24}4 

14x18 1 

20}4x23 

1 $28.50 

1 $5.00 1 

$ 7.00 

51 

23}^x26J^ 

16x20 1 

221^x25 1 

34.00 1 

6.00 1 

10.00 


All lockers listed are right hand. Left hand lockers, $1.50 extra. Lock and 
key, $2.50 extra. 
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CRANE 


bathroom fixtures and accessories 

BATH STOOLS 


WHITE SANITOURE FINISH 


White Sanitoure Finish is a preparation of celluloid put on in sheet form bv 
a patent process. It will not crack, chip or flake or turn yellow with time. 



WITH RUBBER PLUGS IN LEGS 


C 27102 


WITH RUBBER CAPS ON LEGS 


C 27104 


Each 


$20.50 Each 


$19.00 


CRESCENT 
WITH RUBBER 


BATH STOOL 
PLUGS IN LEGS 


WITH RUBBER CAPS ON LEGS 



C 27106 


C 27108 


Each, 


$22.00 


Each 


$17.00 
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bathroom fixtures and accessories 

MIRRORS 




I 

White Sanitoure i 

Finish Frame 

_ i 

White Enameled 1 

Hand Polished I 

Frame i i 

Size, 16x24 In. .Ea.| 

$30.00 

$26.50 

Size, 18x30 In. .Ea.l 

39.00 

32.50 

Size, 18x36In. .Ea.l 45.50 

46.50 

Size, 24 X 30 In. . Ea. | 48.00 

46.50 


C 27230 



Size, 16 X 24 In..Ea. 


Size, 18x30 In..Ea. 


Size, 18 x36 In..Ea. 


40.50 


33.50 


43.00 


Size, 24 X 30 In..Ea. 


39.00 


50.00 


C 27234 




White Sanitoure 

Finish Frame 

White Enameled 
Hand Polished 
Frame 

Size, 16 Inches. 


$26,001 •• 

Size, 18 Inches.. 


30.00|$21.00 

Size, 20 Inches.. 


34.001 . 

Size, 22 Inches.. 

...Each] 

39.501 33.50 

Size, 24 Inches.. 


56.001 ...T 

Size, 30 Inches.. 


68.001 ..... 


C 27240 


The above Mirrors 
cation. 


can be furnished in various other sizes. 


Prices on appli- 
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CONCEALED TYPE V 

Soap is delivered by pressing the push button at the top. A slight movement 
delivers a fixed quantity into the hand without drip or waste. Fills through the 
top by removing push button cap. _ 

Price. Each $4.75 


STYLE U 

Fastens to wall or back of Lavatory. A slight pressure of the hand upon 
underneath delivers into hand just the quantity of soap needed and no 
container may be easily refilled without removing from the bracket. 


Price 


Each $3.50 


Each $3.75 


j’asuens to wall or back of lavatory. A slight pressure of the hand upon a 
plunger underneath delivers into the hand just the quantity of soap needed and 
no more. The container may be easily refilled wit hout removing from the bracket. 

Price.Each $3.25 


LIQUID 

STYLE M 


STYLE U 


Fastens directly to wall or other support. A flexible wire forms a strong and 
most rigid means of fastening. Fills through opening in the top, having a hinged 
cover. All threaded joints and cement eliminated. 


C 27402 


C 27406 


C 27408 
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WITH SHOULDER 




‘telsa” high grade compression bibbs 

RED METAL 

WITH SOLID FLANGE, MALE 


PLAIN BIBBS 

FOR IRON PIPE 


C 31102 

C 31102 WITH SHOULDER 

.Inches I [ V | i - 

.Per dozenI $17,40 |~i22.80 | $54.00 ' 

ce. Finished . Per dozen I 19,80 I 25. 20 | eoToO— 

_ rice, Nickel Plated . Perdozen| 23.40 ] 20) i eOo— 

C 31160 WITH S OLID FLANGE. MALE 

W, ^ nished^ .. . -$20)- h- iJon 

P^ce, Nickel Plated..-p iFdOd-sOo- 

__ C 3114 0 WITH SOLID FLANGE, FEMALE (NOT ILLUSTRATED) 

-^—isor- 

^ ce, Nickel Plated . PerdozenI 29 40 | se'oo 

SET SCREW FLANGE EXTENSION SCREW FLANGE 


PLAIN BIBBS 
S. O. T.. WITH HEXAGON 


C 31220 

C 31220 SETSCR EW FLANGE 

. Inches I X4 

f rice, Finished.Per dozen | W lo" 

Price, Nickel Plated.Per dozen| _ 33.00 

C 31240 EXTENSIO N SCREW FLANGE 

. Inches I ^ 

Price, Finished. Per dozen I $32‘lO 

Price, Nickel Plated. Per dozen! ' 36.00 

_ EXTRAS 

Size^^. ■ ■ .Inches! ~ 

?°r Hose End .Add per dozen! $3.00 | $ 3.00 1$ 7,20 

For Stuffing Box..Add p er dozen | 4.80 I 5.40 

For Four Ball China Indexed Handle. Add per dozen I 9.00 | Oo” 




C 31240 




$36.00 

39.60 


140.80 

44.40 


H 


10.80 
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CRANE 


“TELSA” HIGH GRADE COMPRESSION BIBBS 

RED METAL 
LOOSE KEY 

PLAIN I. P. 


WITH SHOULDER 



C 31300 


■ ■ ■ ■ Inches | fs I h I ^4 

Per Dozen | $23.40 | $25,20 j $31.20 

Per Dozen I 27.00 | 28 SOI 34.80 


SOLID FEMALE FLANGE 



C 31302 


... Inches| ' H I H 

Per Dozen | $31.20 | $38. 40 

Per Dozen | 34.80 | 45.00 


Size. 

Price, Finished . .. . 

Price. Nickel Plated 


Size. 

Price, Finished. 

Price, Nickel Plated 


EXTRAS FOR ABOVE BIBBS 


Size. 



1 H 


Add for Hose End. 


1 . 00 

¥3.00 

Add for Stuffing Box. 


m . 20 

1 4.80 

“5.40 
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HOSE BIBBS WITH SHOULDER 


“AGILIS” QUICK COMPRESSION BIBBS 

RED METAL 


PLAIN BIBBS WITH SHOULDER 


C 31332 


C 31333 


Size. ■ ■ .. 

Finished. 

Nickel Plated 


Finished. 

Nickel Plated 


C 31332 PLAIN BIBBS 

..Inches \ H \ % 

Per Dozen | $21.60 | $27.00 

- Per Dozen | 25.20 | 30.60 

C 31333 HOSE BIBBS 

- .Per Dozen I $24.60 | $30.00 

Per Dozen I 2<S.20 | 33.60 



C 31352 


SOLID FLANGE 
FEMALE 


C 31342 


Size. .... 

Finished. 

Nickel Plated 


C 31342 FLANGED FEMALE 

— .Inches I 3/^ | ^ 

Per Dozen I $27.60 j $34.20 

- Per Dozen I 31.20 I 37.80 


Finished.,... . 

Nickel Plated 


C 31352 FLANGED MALE 


Per Dozen I $29.40 | $36.00 

Per Dozen! 33.00 | 39.60 


Add for Hose Ends, All Sizes. 

Add for Indexed China Lever Handles, All Sizes 


Per Dozen! S3.00 

Per Dozen! 6.00 
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“AGILIS” QUICK COMPRESSION BIBBS 


RED METAL 



EXTENSION SCREW FLANGE 
WITH CHINA LEVER HANDLE 


EXTENSION SCREW FLANGE 
WITH BRASS LEVER HANDLE 


C 31392 



HANDLE 


C 31382 



C 31390 EXTENSION SCREW FLANGE, WITH CHINA LEVER HANDLE 


Size. 


^ 1 


Price, Finished. 


$40.20 1 

*48.60 

Price, Nickel Plated. 


43.80 1 52.20 


C 31392 EXTENSION SCREW FLANGE, WITH BRASS LEVER HANDLE 

-Inches I }/2 I H 

Per Dozen | $34.20 j $42.60 
__ Per Dozen I 37.80 I 46.^ 

C 31382 SET SCREW FLANGE, WITH BRASS LEVER HANDLE 

~..Inches| | ^ 

Per Dozen I $31.20 | $37.80 
Per Dozen I 34.80 | 41.40" 


For Hose End, All Sizes..Add Per Dozen | $3.00 

For Indexed China Lever Handle, All Sizes. .Add Per Dozen I 6.00 


bize. 


Price, Finished. 


Price, Nickel Plated. 


EXTRAS 


Size. 

Price, Finished. 

Price, Nickel Plated 
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FULLER BIBBS 

RED METAL 
FOR IRON PIPE 



C 31452 


C 31452 

PLAIN BIBBS WITH SHOULDER 



Size. 


3^ 1 


Price, Finished. 


$23.40 1 

$27.60 

Price, Nickel Plated. . . 


28.20 1 

32.40 


C 31453 HOSE BIBBS WITH SHOULDER 


Size. 

Price, Finished. 

Price, Nickel Plated 


....Inchesl 3^ | % 

Per Dozen! $27.00 j $31.20 

Per Dozen! 31.80 | 36.00 


EXTRAS 


Size. 

For Loose Adjustable Flange... 

For Hexagon 

A ^ Jl T> T~V 1 

$7.20 

1 H 

1 $9.00 

For Indexed China Lever Handle 


1.80 

9.00 

1 1.80 

1 9.00 
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FULLER BIBBS 
SOLID FLANGE FOR IRON PIPE 
RED METAL 

PLAIN BIBBS 



C 31472 


FLANGED FEMALE 


C 31462 


C 31472 FLANGED MALE 


Size. 

Price, Finished. 


Price, Nickel Plated. . 



C 31462 FLANGED FEMALE 

oize. 

Price, Finished. 


Price, Nickel Plated. . 



HOSE BIBBS 



FLANGED FEMALE 


C 31463 

31473 FLANGED MALE 


Size. 

Price, Finished. 

Price, Nickel Plated 


. .. ■ Inches \ ^2 \ H 

Per Dozen | $34.801 $40,20 

Per Dozen I 39.60| 45.00 


C 31463 FLANGED FEMALE 


Size. 

Price, Finished. 

Price, Nickel Plated. 7TT 

If with Lead Pipe Thimble Add 


....Inches I ^ | % 

Per Dozen j $33.001 $38.40 

Per Dozen I 37.801 43.20 

Per Dozen! $3.00| $3.60 
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C 31493 HOSE B IBBS 

Size. ••••••••• . Inches I 

Finished .. — 

. Per Dozen I 49. m i ^7 ' 


H 


$42.60 


FULLER BIBBS 

FOR IRON PIPE 

ADJUSTABLE FLANGE 
RED METAL 


PLAIN BIBD 


HOSE BIBB 


C 31503 HOSE BIBBS 


Size. 


Price, Finished. __ •••■ . Inches | ^ - \ _^ 


Price, Nickel Plated..~ p^^ - 


Per Dozen r$40.20 I $47^ 


Dozen I 45.00 J 52.20 


S. O. T., ADJUSTABLE SET-SCREW FLANGE 

HOSE BIBB 


C 31502 


Size. 


C 31503 


C 31502 PLAIN BIBBS 


Price, Finished. 


■ Inches I | ^ 


PhVnI .PerDozenI $36.60 I 843.80 

--- —. Per Dozen I 41.40 | 48.60 


C 31492 PLAIN BIBBS 


Size. 


pice, Finished . ——S3.S OTT 

Frice, Nickel Plated.Per Dozen I .-?« ' 


$39.00 

43.80 


C31492 


C 31493 


For China Lever Handles 


Add Per Dozen, All Sizes, $9.00 
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CRANE 



Size. 


Price, Finished. 


.Inchesi 


Price, Nickel Plated 


C 31570—EXTENSION SCREW FLANGE 


. .Inches I 


Per Dozen | $50.40 | $57.00 

■ Per Dozen] 56.40 | 63.00 


Price, Finished .Per Dozenj $63.00 | $72.60 

Price, Nickel Plated.Per Dozen! 69.00 I 78.60 


SELF-CLOSING BIBBS 


C 31570 


EXTENSION SCREW FLANGE 


C 31550 



COMPRESSION AND SELF CLOSING BIBBS TO MATCH 

^rpose of eliminating water waste, it is desirable many times to use 
Self-Closing Faucets for either Hot or Cold Water, as the case may be, in connec¬ 
tion with Compression Faucets. For instance, in Flat Buildings, the owners 
desire to conserve their Hot Water on account of the expense of producing, while 
the saving of Cold Water may not be of so much importance. A good arrange¬ 
ment in such cases is to use Compression Faucets on the Cold Water Lines and 
Hot. For this purpose, we have designed Compression and 
Self-Closing Faucets to match so that the installation will present a uniform 
appearance. 


C 31590 

Made in i-inch and |-inch sizes as shown (Four Ball Index Handle with Ad¬ 
justable Screw Flange), also with various other connections. Prices on applica¬ 
tion. 
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GROUND KEY WORK 

FOR IRON PIPE 



PLAIN BIBB 


NO. 800 FINISHE.^ 
C 31622 


_ PLAIN BIBBS 

.. Inches I j j j 

Price. Rough . PerDoze nI »20.40l S21.nnl ^ni an 

Price, Fmished .Per Dozen I 25, 201 25.801 35 . 401 — 64 80 

Price, Nickel Plated.Per Dozen | 30.001 30.60 | 41.40 | 7 6.80 

— .Inches I | TJi j 2 j- 

Pnce, Rough . Per Dozen | $ 8 9.40 I «149 .40 I nn i- 

g nce. Finished .. Per Dozen | 107.40 | 179.401 30 0. oo I- 

Price, Nickel Plat ed.Per Dozen j 125.401 209.401 342.001 - 

_ HOS E BIBBS 

..Inc hes \ H \ H 1 r~^ 

^ice. Rough . PerDozenI $24.00 | $32.40 | $60 00 

Price, Finished .. Per Dozen | 28.80 I 38.40 I 79 . nn 

Price, Nickel Plated. Per Dozen | 33.60 | 44.40 | 84.00 

.Inch es | 1 ^ j iT2 j o- 

^ice, . Per Dozen |$ 100,20 |$ 164.40 I $280 20 

Price, Finis hg^. ^ . . PerDozenI 118.201 194.40 1 R 99 on 

Price, Nickel Plated.Per Dozen | 136.20 | 224.40 I 364 2 n 


LOCK LEVER OIL BIBBS 



FOR IRON PIPE 


C 31690 
PLAIN END 


PRICES ON APPLICATION 
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COMPRESSION WASH TRAY BIBBS 


STUB PATTERN 

SOLID FLANGE, MALE SOLID FLANGE, MALE, HOSE 


C 31710 


C 31710 SOLID FLANGE, MALE 


Size. . 

.Inches| 


Rough Nickel Plated. 

.Per Dozen | 

$18.60 

Polished Nickel Plated. 


22.20 

C 31711 SOLID FLANGE, 

MALE, HOSE 


Size. 



Rough Nickel Plated.. 

.Per Dozen | 

$21.60 

Polished Nickel Plated. 

.Per Dozen | 

25.20 




SOLID FLANGE, FEMALE 

C 31730 

C 31730 SOLID 



.Inches| 


Rough Nickel Plated. 

.Per Dozen 1 

$20.40 

Polished Nickel Plated. . 

.Per Dozen 1 

24.00 

C 31731 SOLID FLANGE, FEMALE, 

HOSE 


Size. 

.Inches| 


Rough Nickel Plated. 

.Per Dozen | 

$23.40 

Finished Nickel Plated.. 

.Per Dozen | 

27.00 


Add for Male, Long Shank. 

.Per Dozen | 

$1.80 


SOLID FLANGE, FEMALE, HOSE 



C 31731 

FLANGE, FEMALE 














































C 31842 

WITH CONCEALED STUFFING BOX 


C 31844 

WITH CONCEALED STUFFING BOX 


^ice, With Four Ar m Indexed All China Handle and Concea led Stuffing Box.Per Dnz I ataa 
^ice, with Four Ball Handle with Index and Concealed Stuffing Box . Per PazT"^^ 


Drovid?d wifh of best red metal. They ar 

mend and the best composition seat washers. We recom 

mena tnese faucets wherever high grade Basin Cocks are required. 


CRANE 


S6S 


C 31800 

WITH EXPOSED STUFFING 
BOX 


C 31802 

WITH EXPOSED STUFFING 


C 31812 

WITH CONCEALED STUFFING 
BOX 

^ice, with Four Ar m Indexed All-China Handle and Expos ed Stuffing Box Per Doz. I $ 6 ^^ 
Price, with Four Ball Hand le with Index and Exposed Stuffing Roy PerDn?: | 40 

ITice. with Four Ball Handle with index and Concealed Stuffing Box Per Doz. | 50.40 

with ™casLd Metal. They are provided 

^ats Wef recmli^Pi?H® best composition seat washers, and have renewable 

seats, we recommend these faucets wherever high grade Basin Cocks are wanted 


COMPRESSION BASIN COCKS 


“TELSA, JR.** BASIN COCKS 


RED METAL 


FOUR ARM INDEXED 
ALL-CHINA HANDLE 


NICKEL PLATED 

“TELSA” HEAVY PATTERN 
RED METAL 


FOUR BALL HANDLE 
WITH INDEX 


FOUR BALL HANDLE 
WITH INDEX 


FOUR ARM INDEXED 
ALL-CHINA HANDLE 


FOUR BALL HANDLE 
WITH INDEX 
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QUICK COMPRESSION BASIN COCKS 

NICKEL PLATED 


RED METAL 

“AGILIS’* 

DOUBLE WITH INDEXED CHINA 
LEVER HANDLES 



^‘AGILIS” 

WITH INDEXED CHINA 
LEVER HANDLE 



C 31900 

WITH EXPOSED STUFFING BOXES 


C 31910 

WITH EXPOSED STUFFING BOX 


Price, “Agilis^' Double with Indexed China Lever Handles and Exposed 

Stuffing Boxes. . Each 

Price, “Agilis’^ with China Indexed Lever Handle and Exposed Stuffing 
. .Per Doz. 


$14.45 

54.00 



“AGILIS” 

WITH INDEXED CHINA 
LEVER HANDLE 


“AGILIS, JR.“ 
WITH INDEXED CHINA 
LEVER HANDLE 


C 31916 

WITH CONCEALED STUFFING BOX 


C 31930 

WITH CONCEALED STUFFING BOX 


Price, ‘‘Agilis” with China Indexed Lever Handle and Concealed Stuffing 

Box.Per Doz. 

$49.20 

Price, “Agilis, Jr.” with China Indexed Lever Handle and Concealed 

Stuffing Box .:. Per Doz. 

28.80 


The ^^Agilis^^ and ^^Agilis, Jr/’ Faucets are extra heavy and made of best red 
metal. They are provided with encased swivel discs and the best composition 
seat washers. 

The ^^Agilis” also are furnished with renewable seats. 
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HIGH GRADE SELF-CLOSING BASIN FAUCETS 

nickel plated red metal 


567 


“TRIUMPH** BALL BEARING 


“TRIUMPH JR.*» 



C 31960 



‘TRIUMPH* 


C 31960--With J< our Ball China Indexed Handle.Per Doz ia;7.5 

-With China Indexed Lever Handle (not illustrated)... .Per Doz. I 82 


C 31962- 


-T 7 -— .. ■iiuauiai-eui. ■ . .rer uoz. 82 

r! T? Illustrated) .Per 

^ 31970- Triumph Jr.” with hour Hall Chin a Indexed Handle . Per Dnz I ^ 


“MERITUS” FULLER BASIN FAUCETS 


NICKEL PLATED RED METAL 


WITH UNION AND CHINA HANDLE INDEXED 


WITH UNION AND METAL HANDLE INDEXED 



C 32100 


C 32102 


C 32100 With Union and China Handle, Indexe d. 
C 32102 With Union and Metal Handle, Indexed. 


Per Dozen I $75.00 

Per Dozen I 66.00 


tf Faucets are extra heavy and are made of Red Metal 

Special attention has been given to the general design and finish and we recom¬ 
mend them wherever high grade Fuller Faucets are desired 


|S|S|S|S 









































568 


CRANE 


COMBINATION LAVATORY FIXTURES 


“SECURO” 

COMPRESSION COMBINATION 
FIXTURE 


“SECURO” 

QUICK COMPRESSION COMBINATION 
FIXTURE 




C 32210 

Crane '^Seciiro^^ Nickel Plated Brass 
Combination Compression Supply and 
Quick Draining Direct Lift Waste Fix¬ 
ture with Four-Arm Indexed All-China 
Handles and China Escutcheons on 
Valves, and Indexed China Knob on 
Waste. 


32210 with % and i/^-inch I. 

size female supply con¬ 
nections.Each 

32200 with slip joint con¬ 

nections for and i^-inch 
D. Tubing.. Each 


27.40 



C 32236 

Crane ^^Secure” Nickel Plated Brass 
Combination Quick Compression Supply 
and Quick Draining Direct Lift Waste 
Fixture with Indexed China Lever 
Handles and China Escutcheons on 
Valves, and Indexed China Knob on 
Waste. 


C 32236 with % and Vs-inch I. 

P. size female supply con¬ 
nections.Each 


$28.15 


C 32230 with slip joint con¬ 

nections for ^ and i/^-inch 
O. D. Tubing..Each 


28.15 


The above Fixtures can be furnished with Nickel Plated Brass Escutcheons 
instead of China at same prices. 


COMPRESSION 
COMBINATION FIXTURE 

Crane Nickel Plated Brass Compression 
Combination Supply and Waste Fixture 
with Four-Arm Indexed All-China Han¬ 
dles and China Escutcheons on Valves 
and China Knob on Waste. 

Each.$20.00 

This Fixture is so designed that it can 
be used on most Enameled Iron Lava¬ 
tories which are drilled for ^Terfect^^ 
Waste. Can also be furnished with Nick¬ 
el Plated Escutcheons at same price. 



C 32280 
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BASIN WASTES 

“SECURO” QUICK DRAINING DIRECT LIFT WASTE 


nickel plated 
ESCUTCHEON 


CHINA 

escutcheon 


removable plug 
C 32352 


REMOVABLE PLUG 
C 32354 


FT WASTE mrn indexed china KNnn 

iT L ■ ^ Ji^scutcheon and Remova hl(> PI,,.. - 

Wuh China Escutcheon and Removable Plug --^ 


.Each 


Each 


$ 7.00 
7.90 


“PERFECT” BASIN WASTES 
WITH CHINA KNOB 
NICKEL PLATED 


C 32370 


For Enameled Iron Lavatories . ^ . 

For Vitroware or Porcelain Lavatnr iP« .[$10.00 

fPert ect- Wa.te Rubber Washers | 
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PANTRY COCKS 

FINISHED OR NICKEL PLATED 


TEE HANDLE 



C 32400 


“TELSA” COMPRESSION PANTRY 
COCK WITH STUFFING BOX 


With Tee Handle Per Doz.| 

S49.20 

With Hose End Per Doz.| 

52. 80 

With China Button Four Arm 

Handle.Per Doz. 

61.80 

With China Button Four Arm Han¬ 

dle and Hose End . Per Doz.. .. | 

\ 65.40 


SINGLE LEVER HANDLE 


A 



C 32410 


“AGILIS” 

QUICK COMPRESSION PANTRY COCK 

Per Doz._ • I ^ /3.80 

For Hose End.Add Each | . 30 


FOUR BALL CHINA INDEXED HANDLE 



C 32420 


“TRIUMPH*' SELF CLOSING PANTRY 
COCK 


Finished or Nickel Plated.I 

.Per Doz. ($84. 60 

For Hose End.Add Each | . 30 


INDEXED CHINA LEVER HANDLES 


n 





C 32470 
“AGILIS" 

QUICK COMPRESSION DOUBLE 
PANTRY COCK 


Each -. 

.1 19.50 

For Hose End.. . 

. . . Add Each 1 .30 
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HANDY SUPPLY PIPES 
WITH ELBOW STRAIGHT 


LAVATORY SUPPLY PIPES 

PLAIN 

^6-INCH o. d. annealed ^.INCH I. P. s. 




1 r 

1 


'' fli 

J 




C 32500 


C 32502 


Price, Handy Elbow or Straight. 


C 32510 


C 32512 


^""eau;d with 8I^Jo;nt .Jut.on Bottom:::: 

. . Per Pair I 4.00 


PLAIN %.|NCH O. D. annealed 



TO WALL PLAIN 
^-INCH I. P. S. 



withstopH-in. 

I. P. S. TO WALL 

^6-in. o. d. tube 
UPRIGHT 


N. P. REDUCER 




C 32540 

I N.P.SLIP JOINTS 


C 32522 


C 32530 



Price. PlaiD_»/f6 inch O.D. Annealed with Slip .joint Miitg — - 

Price. Plain ^ inch I.P.s---—-- ^ . .jPer Pair |$2.15 

ynce. yyithstop inch inch o.’u.. ..'^FerPair! 


Price. 


NICKEL PLATED REDUCERS 


. Eachi$0. 30 


NICKEL PLATED SLIP JOINTS 


Iron Pipe Thread. —i:—r 

; For O. D. Tubing .. . I 


\ H \ \ 


; Price. Nickel Plated .. . . .. ^ I 


iaach|$0.30|$0.30|$0.40|$Q..50 




$ 0.80 
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CRANE 





Number. 

.1 7 1 8 1 9 1 10 

Price, Nickel Plated J^-inch Iron Pipe Size., 

. .Per Pair|$4.151$8.15|$ 8.00|$12.00 


Price, Nickel Plated j^-inch Iron Pipe Size... Per Pair | 5.15| 9.50| 11.50| 15,25 


If furnished with Slip Joint Reducing Couplings, add .30 to list. 
If furnished less Reducing Coupling, deduct .35 list. 

Above are furnished with Nickel Plated Wall Flanges. 


Number. 


1 I 2 




Price, Nickel Plated ?^-inch Iron Pipe Size. . .Per Pair|$4.15|$8.15|$ 8.00|$12.00 

Price, Nickel Plated 3^-inch Iron Pipe Size.. .Per Pair] 5.151 9.50| 11.50| 15.25 


TO WALL 


PLAIN 


WITH VALVE 


WITH AIR 
CHAMBER 


WITH AIR 
CHAMBER 
AND VALVE 
NO. 10 


C 32560 


C 32562 


C 32564 


C 32566 


LAVATORY SUPPLY PIPES 

WITH REDUCING COUPLINGS FOR \i INCH I. P. TAIL PIECE 


TO FLOOR 


C 32552 


C 32554 


STRAIGHT 
NO. 1 


STRAIGHT 
WITH VALVE 
NO. 2 


WITH AIR 
CHAMBER 
NO. 3 


WITH AIR 
CHAMBER 
AND VALVE 
NO. 4 


C 32556 
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COMPRESSION LAVATORY STOPS 

IRON PIPE THREADED ENDS 



LOOSE KEY 

STRAIGHT PATTERN ANGLE PATTERN 




C 32580 c 32581 C 32584 c 32585 

W.TH LIGHT WHEEL, FIWISHtD QN, SIDE. STRAIGHT OR ANGLE 

loose kev, 

A I W TiAr 

- — ^.FerD ozenI 28.80 1 33.00 1 40 20 | 50.40 

^ SLIP JOINT ENDS 

STRAIGHT P^fV^-l'p'-N^lKStl PATTERN STRAIGHT PA^T^T^E^R^N'^lrNGLE PATTERN 

U aT 



C 32588 


C 32589 



C 32592 

WITH ‘-'GHT WmEE^ FINISHED ONE SIDE, 
STRAIGHT OR ANGLE PATTERN 



C 32593 


1?- • I I .Inches 

Dozenr 


PTiPp’ Ninh c.\ . - I I m6.2i) \% .^4 m 

— -— -.P>ozen 2i) 40 3 6.00 46 80 I «n 
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COMPRESSION STOP COCKS 


ANGLE 

WITH 

STUFFING BOX 
FOR IRON PIPE 


C 32597 


Size.Inches I ^ | 3^ I' ^ | M | 1 

Price, Rough.Per Dozen| S18.60 | $22.20 | $28.20 | $36.60 |$64.80 

Price, Finished.Per Dozen| 20.40 | 24.60 | 30.60 | 39.00 | 70.80 

Price, Nickel Plated.Per Dozen] 24.00 | 28.zO | 34.20 | 43.20 | 76.80 


If Less Stuffing Box, Deduct. .Per Dozen I 4.20 I 4.80 | 5.40 | 6.00 | 10.80 


SELF CLOSING STOPS 

FOR IRON PIPE 
“TRIUMPH” BALL BEARING 





C 32620 


Size. 


1 


“Triumph’’ Finished. 

. . Per Doz.|$39.00|$40.20 

“Triumph” Nickel Plated. 

. Per Doz. | 

45.001 

46.20 



STRAIGHT 



C 32596 
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COMPRESSION STOP AND WASTE COCK 



CRANE COMPRESSION RED METAL 
REVERSIBLE PATTERN AUTOMATIC STOP AND WASTE 
WITH IRON WHEEL HANDLE 


_ —. .Inches | ^ 

. Per Doz. | $32!40 

Finished .Per D oz. | 34.80 

Nickel Plated.. Dqz, | 38.40 


C 32652 


% 


$38.40 


40.80 

44.40 


COMPRESSION SILL COCKS AND BOILER DRAIN COCKS 


SILL COCKS 



C 32690 

WHEEL HANDLE 



DRAIN COCKS 


C 32730 

handle 


COMPRESSION SILL COCKS, AND ^-INCH SIZES 


Style Handle. 

Hough Nickel Plated" 

Finished. ... . 

Nickel Plated. 


I Tee I 

.I Handle ! 

■ Per Doz. I $27.00 I 

■ Per Doz.I 27.00 | 

• Per Doz. I 31.20 I 


Iron 

Wheel 


Brass 

Wheel 


Loose 

Key 


$27.00 I $34,80 I $34.80 

~27.00 I 34.80 I 34.80 


31.20 I 39.00 I 39.00 


COMPRESSION BOILER DRAIN COCKS WITH ^-INCH HOSE THREAD 


I Size. 

Hough. Nickel Plated 


■..Inchesl \ % 

VerDoz.l S17.40 | $22.80 
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“AGILIS” 

DOUBLE SINK FAUCET 


NICKEL PLATED 
RED METAL 



C 32752 


|( Each. 

i'' 


QUICK COMPRESSION 

WITH CHINA LEVER HANDLES AND SWINGING SPOUT 


I$15.25 


SLOP SINK COCKS 

COMPRESSION 

POLISHED AND NICKEL PLATED 


WITH SHORT SPOUT 


WITH LONG SPOUT, PAIL HOOK. 
BRACE AND INTEGRAL STOPS 



C 32800 


C 32810 


With Short Spout. 

.. Each 

S16.75 

With Long Spout and 

(Not Illustrated). 

Brace 

18.00 


With Long Spout.Each | $20,00 

With Short Spout.Each | 18.50 
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“TELSA” 

COMPRESSION DOUBLE WASH SINK FAUCETS 


^ 32911 C 32912 C 32913 

WITH 34-inch male union SUPPLY CONNECTIONS 


“AGILIS” 

QUICK COMPRESSION DOUBLE WASH SINK FAUCETS 




^ 32930 C 32931 C 32932 

WITH 34.INCH MALE UNION SUPPLY CONNECTIONS 
Tl, r THE NEW FACTORY SANITATION CODES 

water i.i.W provides an economical means of washing in ninuiu}; 

water, using tlie minimum amount. 

Tliey are fitted with non-splashing nozzles, cast brass sprays or Gooseneck 
facL removable faces as ordered. The ^sprays have 3dnch 

Xicrerp" aterxilnmingr'^'*'^'' 

BoxerSwLeT'Discf^nfBmmwable^ 


C32911.... 

C32912... . 

C32913... . 

C32930.... 

0329317777 

032932 


-Each I $ 8.50 

. . . . Each I 10.40 

-Each I 13.50 

. . . . Each j 9.25 

-Each i 11.15 

... .Each j 


14.25 
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BASIN AND SHAMPOO COCKS 


COMPRESSION AND QUICK COMPRESSION COCKS 



C 33050 

COMBINATION 
FOR ONE BASIN 

Each.$16.00 Each.$20.50 hhich.$31.00 

Price includes Sprinkler. Hose, Extra. 

In ordering ALWAYS specify center to center of cock holes. 



COMBINATION BASIN 


SHAMPOO FIXTURES 


C 33080 

FULLER AND COMPRESSION 

Each.$40. 

Price includes Sprinkler. Hose, Extra 
In ordering ALWAYS 


C 33086 

COMPRESSION 


center of cock holes. 


31.60 
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Nickel Plated with China Lever Handles. .Each|S 7.50 

Faucets with Nickel l^lated Brass Handles.Each | 6.50 


WITH STOPS IN SHANKS 

33/8-INCH centers with locknuts only 


Nickel Plated with China Lever Handles and Loose Key Stops.Each [$12.00 

Faucets with Nickel Plated Brass Handles.Each | 11.00 


“TELSA” COMPRESSION 


BATH FAUCETS 


FULLER 


C 33103 C 33140 

COMPRESSION 

33/8-1NCH CENTERS WITH LOCKNUTS ONLY 


FULLER 

33/8-inch centers with locknuts only 


Each I$6,80 
Each I 7.80 


Each I $9.50 
Each! 8.50 


QUICK COMPRESSION 

“AGILIS” PLAIN WITH STOPS IN SHANKS 


C 33120 C 33130 

PLAIN 

33/8-inch centers with LOCKNUTS ONLY 


Nickel Plated with Four Ball China Indexed Handi^ 

Faucets with All China Handles. 


Nickel 

Faucets 


with China Lever Handles. 


Nickel Plated Brass Handles. 
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Plain Nickel Plated, 3^-in. Iron Pipe Size. Per Pair] 

$ 5. oO 

Offset, with Stop, Nickel Plated, Iron Pipe Size. .. Per Pair 

I 10.00 

Offset, with Air Chamber, Nickel Plated, 3^-in. Iron Pipe Size Per Pair 

1 10.00 

Offset, with Stop and Air Chamber, Nickel Plated, J^-in. Iron Pipe Size 

(not illustrated). Ppr Pair 

14.50 

With One Piece Offset, J^-in. Per Pairj 

4,00 

With One piece Offset % 0. D. 16 gauge Nickel Plated (not illustrated) 

3.80 

With One piece Offset He 0. D. 14 gauge Nickel Plated (not illustrated) 

4.00 


COUPLING 

NUT 

g 

C 33160 


Rough, Nickel Plated Coupling Nut. 

Rough, Nickel Plated Lead Pipe Coupling. 

Rough, Nickel Plated Iron Pipe Male Coupling... 

Finished and Nickel Plated, Ball Offset Coupling 


Per Pair | $0.25 

Per Pair I .80 

Per Pair I .95 


Per Pair I 2.25 


BATH FAUCET COUPLINGS 

LEAD PIPE I.P. MALE 

COUPLING COUPLING 


BALL OFFSET COUPLING 


C 33162 C 33164 


C 33166 


C 33208 


PLAIN 


C 33200 


BATH SUPPLY PIPES 


OFFSET 
WITH VALVES 


OFFSET WITH 
AIR CHAMBER 


C 33201 


C 33204 
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COMPRESSION TRIMMINGS 

CRANE “HW’> DISC 


C 33270 


M inch Cra ne “HW” Disc. inrh O n 
H inch Crane “HW” Disc. M inch O. D. 


Per Dozen IS 0.72 

Per Dozen I .96 



C 33272 


C 33273 


C 33274 


Size o f Bibb. 

Price, Boss Rubber Washers 

Price, Fibre Washers. 

IMce, Bibb Discs. ' 

Price, Top Bibb Packing. 


■ InchesI ^ | K | ^ | 1 

Per 100|$1.30|$1.30|$1.30|$1.30 

Per 1001 .751 .75| .75| 

Per 1001 1 001 1.301 2 00| 2.40 

FerlOOl 1.001 1.301 2.00| 


BIBB SCREWS-NOT ILLUSTRATED-PRICE PER DOZEN 


Screw 

Gauge 

No. 

Threads 

to 

Inch 

Length, Inches 


1*4 1 IJ^ 1 2 

6 

32 

80.30|$0.30180.30180.40180.40180 45 

'’i50.45|.$0.50|$0.55 

8 

32 

•30| .30! .301 .40! .401 45 

.501 .551 .60 

9 

32 

30| .301 .30! .401 .401 45 

50[ .551 .60 

10 

24 

30| .301 .301 .401 .401 45 

■50| .551 .60 

1 28 1 .301 .301 .301 .401 .401 45 

.501 .551 .65 

1 32 1 .301 .301 .301 .401 .401 45 

50| .551 .65 

- 11 - ! -_24 1 .351 .S5| .451 .451 .451 .55 

.551 .601 70 

1 .20 1 .401 .401 .501 .501 .50| .60! .60| 651 75 


brass bibb screw nuts, square, round or 

NOT ILLUSTRATED 


HEXAGON 


For Screw Number 
Threads to Inch. . . 

Price Per Gross.... 


J ^ 18 I 9 I 10 I 10 I 10 I 17 I 14 " 

I 32 I 32 I 32 I 24 I 28 I 32 l 9 i 4 l 9 n~ 

It3.75l$:j.75|«3.75183.75|$3.75|$3.75|$4:50lir^ 







































































































































582 


CRANE 


FULLER TRIMMINGS 


ECCENTRIC 


C 33350 


STEM, WITH BALL 



C 33352 


Size of Bibb. 

Price, Eccentric or Stems, with Balls. 

Price, Eccentric or Stems, with Balls, for Double Cocks. 


.Inches! 3^ I H 

TPerPozenl 3.00| 3,60 
. Per Dozen | 4 50l 


RUBBER BALL CAP STEM NUT 



C 33360 C 33364 c 33366 


PACKING 



C 33368 


Mze ot ijibb. ..InchesI ^ | ^ 

Price, Rubber Balls for Cold Water.Per Dozenim fin|$n fin 

Price, Rubber Balls for Hot Wate r.PerDnzenl l 9 n| i on 

Price, Caps. Pgr Dozen | ^ 4 g] ^ 

Price, Stem Nuts. Per Dozen | ^ 

Price, Packings, Lead. .Per Dozen] .30! .30 

Price, Packings, Brass or Composition.Per Dozen] .50] .50 
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C 33400 


EXPOSED BATH FIXTURES 


Crane Nickel Plated Brass Combination Com¬ 
pression Top Bell Supply and Waste Fixture with 
H-inch Supply Pipes and Four Ball China Indexed 
Handles and China Knob on Waste. 


As described.Each | $43.00 


Can be furnished with Top Nozzle Supply instead 
of Top Bell at same price. 


EXPOSED COMPRESSION FIXTURES 


Crane Nickel Plated Brass Double Bell Combi¬ 
nation Compression Top Nozzle Supply and Waste 
Fixture with l^^-inch Supply Pipes and Indexed 
Four-Arm All-China Handles on Valves and China 
Knob on Waste. 


As described. 


$55.00 

Without Nozzle on Double Bell.. 

.. . Each 1 

54.00 


Can be furnished with ^-Inch Supply Pipes: 
also Nickel Plated Brass Six-Ball Handies with 
China Indexes and China Indexed Knob on Waste. 
Prices on Application. 

This Fixture does not require Bath Tubs to be 
drilled special. It can be used on all Enameled 
Iron Bathtubs drilled for regular Bath Faucets and 
Overflow. 



C 33410 
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CONCEALED BATH FIXTURES 



C 33450 


Crane “Nepturio” Concealed Brass Combi¬ 
nation Top Bell Supply and waste fixture with 
indexed Four Arm All China Handles and 
China Escutcheons on Valves and Waste; no 
Unions; Valves for J^-inch Iron Pipe. 

As Described.TUach | $35.00 


C 33460 

Crane Concealed Over Rim Compression 
Supply Fixture with Indexed Four Arm all 
China Handles and China Escutcheons on 
Valves. 


As Described. Supply Fixture Only.Each|$20.00 


Crane Concealed Brass Combination Com¬ 
pression Top Bell Supply and Waste Fixture 
with indexed Four Arm All China Handles and 
China Escutcheons on Valves and Waste, with 
Unions for 3^ or J:i-inch Iron Pipe. 

As Described. • • . T. ., .Each|$41,^ 

Can furnish for Solid Porcelain Bath Tubs 
with bottom outlet. Price on application. 


C 33470 
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BATH WASTES AND OVERFLOWS 

NICKEL PLATED 


CONNECTED WASTE AND OVERFLOW 


"PERFECT”WASTE 

AND OVERFLOW WITH REGULAR 

CHINA INDEXED KNOB 


ADJUSTABLE 


CONNECTED WASTE 
AND OVERFLOW WITH 
TRAP COMBINED 



C 33560 


C 33600 


Price, ^‘Perfect” Waste and Overflow with China Indexed Knob 

EachlSKi.OO 

Price, ^‘Perfect” Waste and Overflow with China Knob Indexed 

.Each| 

16.00 

Price, Nickel Plated Connected Waste and Overflow, Regular 

Each| 

7.75 

Price, Nickel Plated Connected Waste and Overflow. Adjustable 

.Each 1 

8.00 

Price, Nickel Plated Connected Waste and Overflow with Trap Com 
bined. 


8.25 


BATH OVERFLOW HORN 


BATH PLUG 
WITH STOPPER 



C 33650 C 33660 


Price, Bath Overflow Horn... .Each|$2.00 

Price, Bath Plug with Stopper. Eachj 2.00 
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LAVATORY BRACKETS 


BRASS LAVATORY 

bracket with brace to wall 


ENAMELED IRON LAVATORY BRACKET 


l*er I'air... . 

$17.od 

For Wrought Iron Wall Re-in- 
forcmg Strips with Studs, add 


per pair. 

2.25 


Per Pair 


I $iO.00 


are P*a‘e number of Lavatory with which brackets 



NICKEL PLATED STEEL LAVATORY 
BRACKET 


NICKEL PLATED BRASS WALL 
BRACKETS WITH BRASS TEE HEAD 
BOLTS FOR VITROWARE 
LAVATORIES 


lOxlsinches 


Per Pair |$2.0Q !Per Pair 



NICKEL PLATED BRASS 
LEGS 


LAVATORY 


I $1.50 


Per I^|r,JPlain. . . . . T.. . . . , . | $ 3.75 
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fOR LAVATORY 



C 33730 

Nickel Plated 
Per Doz.... 


COCK HOLE COVERS 



$0.(10 


OVERFLOW 

COVER 


C 33734 

Plated 
Per Doz.... 


$12.00 


FOR BATH TUB 



C 33738 

Nickel Plated 
Per Doz.$10.80 



NO. 1 BASIN CLAMPS 


NO. 2 BASIN CLAMPS 


C 33740 

Rough... Per Doz. $1.80 


C 33742 

Rough-Per Doz. $2.40 


BASIN COCK WASHER 



C 33744 

Galvanized Per Doz. $0.50 


CHAIN STAYS, ETC. 



C 33750 


Crane Improved Nickel Plated Brass 
Chain Stay, Chain and Rubber Stopper. 

.Each I $0, 60 

The greatest objection to plug and 
chain lavatories is the open or split ring 
spreading and the rubber stopper becom¬ 
ing lost. With this construction the 
chain will hold fast to the stay and the 
rubber stopper indefinitely. The re¬ 
newing of the rubber stopper is much 
more simple than with the soldered ring. 


NO. 0 NO. 1 


C 33760 C 33761 

Number. 

Frice, Finished or Nickel Plated 




•.0 I 1 I 2 I 3 

Per Dozen|$2.40|$2.40|$;3.60|$4.20 


NO. 2 


NO. 3 


C 33762 


C 33763 
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CHArNS, ETC. 


PLUMBERS’ LINK 



C 33776 

500 FOOT REELS 


Number. 1 

00 1 0 1 1 1 2 

3 1 4 

Price, Brass, Plumbers’ or Safety. Per lUO feet 

$4. 00 |$5 .00 ISO.25|$8.00 


Price, Brass, Navy.Per 100 feet 


Price, Nickel Plated, Plumbers’, f^afety or 

Navy.Per 100 feet 

Net Extra 


BOXES OF 12 YARDS 


Number. 

r~oo I u 1 1 

2 1 3 

4 


Price, Brass. Plumbers’ or Safety.Per box 

SI.45ISl.80IS2.25 

S2.90 1. 


Price, B^-ass, Navy.Per box 

.1.1. 


S4.15 

Price, Nickel Plated, Plumbers’, Safety or 

Navy.Per box 

Net Extra 


CHAINS WITH SNA°S 



Number. 


Price, Brass, B asin 16 3 ^ in ches Long. . 


Price, B ras s. Bath 26 inches Long ..Per dozen 

Pr ice, B rass, Tra y 19M inche s Long. . .Per dozen 

Price.TNickel Plated, Basin, Bath or Tray . . . . . . .TPer dozen 


Pei^ozeh $ 1.00 [ $ 1.2 0 |$^1.40 ] 


00 I 0 I 1| 


1.40 1 1.651 2.00r$2.45 


1.151 1.351 1.601 1.95 


Net Extra 


SPLIT LINK 


EIGHT HOOK 


C 33780 

WITH SNAPS—PLUMBERS’ OR SAFETY LINK 



C 33782 



C 33786 


SPLIT LINKS 


_ _ _ ___ 1 8 mall I Large 

Price. Brass. . ..Per gross |$1 . 50 |$ 1 .75 

Price. Nickel Plated..Per gross | Net Extra 

. _ EIGHT HOOKS 

.7;.. , 7 .| 2 I 2g | » | 5~ 

fi-’ce, B"ass.Per gross |$1.80 |S2 .00 ISlTM'ISl, 10 

Price, Nickel Plated.Per gross | Net Extra 
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PLUGS WITH RUBBER OR METAL STOPPERS 

COMMON"'" 

FOR LEAD PIPE FOR IRON PIPE 


V^V^IVIIVIUN 

OVERFLOW 



I tn I 

OVERFLOW 


C 33806 





C 33800 c 33860 

basin plugs 


C 33864 


Size. 




With Rubber 

Stopper 




^rice, Finished, Ratent Overflow Per Dozen! 10^ 

i^rice. N p LpI ^ i^ozen| iu.80 




I 1 


With Metal 
Stopper 


li2T96]$TTM 


iog 

14.401 


9.00 


9.00 


Size 

Diameter of Flari^ 


WASH TRAY PLUGS FOR Lg fln pipe 

Inches 


lt).56| 10.80 


1}^ 


*10.80 


12.00 


12.00 


13.80 


114 


ly. 


fiLce. i-lnished. with Metal 8topDer.s - ' 

Fnce^N.ckel PTited, with Metal 


19.801 21.60 


36.001 57.60 

30.001 60.00 


Size. . 


WAQU - 24.601 36.001 751) 0 

ASH TRAY PLUGS—IRON PIPE WASTE 


Diameter of Fla nge 77 _. 

S^.. t .-,.h 


2J4 I 


!'-< I 11^ I 2 


3 I H% 


Price, Nickel Plate d, with Metal Stoppers. Per DozTT 

RUBBER BASIN AND BATH STOPPERS 


15.001 15.601 

~18.00| 18.60r 


32.40 


3H 


$43.20 


50.40 


24 001 48.00 
28.801 54.00 


RUBBER SUCTION STOPPERS 




C 33820 



C 33826 


- - re gular rubber stoppers 

.:.-..inches| M I ^8 I 1 I l y I 11^ I 11^ I 


.Per Dozen | $1. 


441111.44|$1.44|$1.56|$1.80182.28l!lia~^ 


Size. 

Price.... 


SUCTION STOPPERS 


2K I 3 


S4.20|$5.40 


I Basin 


Per Dozen| $3.00 


Bath ( Sink 


$4.00 I $6.00 
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‘P” TRAP 




C 33900 


HIGH GRADE SWIVEL PATTERN 
SHORT NECK 

LAVATORY OR SINK 
TRAPS 

NICKEL PLATED CAST BRASS 

WITH CLEANOUT AND 
22 B & S GAUGE SAW TOOTH SPUN 
FLANGES 


VENTED “P” TRAP 



C 33905 





Center to End 




9 inch 

1 14 inch 

C 33900 

I^xlJ-^-inch, O. D. Inlet, 17 Gauge. 


$4.90 

$5.15 


19 Gauge. 


4.75 

1 5.00 


iHxlM-inch, O. D. Inlet, 17 Gauge. 

.Each 

5.65 

1 5.95 


19 Gauge. 

.Each 

5.50 

i 5.80 


V/ixl^inch, O. D. Inlet, 17 Gauge. 

.Each 

5.65 1 

5.95 


19 Gauge. 

.Each 

5.50 1 

1 5.80 


C 33905 

ll^xl^-inch, 0. D. Inlet, 17 Gauge. 


17.65 

1 $ 8.20 


19 Gauge. 


7.35 1 

1 7.90 


iHxlK-inch, O. D. Inlet, 17 Gauge. 


8.30 1 

9.00 


19 Gauge. 

.Each 

8.00 

! 8.70 


IJ^l34-inch, 0. D. Inlet, 17 Gauge. 

.Each 

8.30 1 

1 9.00 


19 Gauge. 

.Each 

8.00 1 

8.70 



> TRAP 
: 33910 


VENTED “S’* TRAP 
C 33915 



4 = 


C 33910 l>ixiM-inch, O. 
13^xl34-inch, O. 


Inches 

21H 

2634 


$6.35 

$6.60 


6.10 

6.35 


6.85 

7.15 


6.60 

6.90 


6.85 

7.15 


6.60 

6.90 


C 33915 IJixl^-inch, O. D. Inlet, 

17 Gauge. 

19 Gauge... 

iHxlK-inch, O. D. Inlet, 

17 Gauge. 

19 Gauge. 

iHxlH-inch, O. D. Inlet, 



Center to End 


9x2134 

14x213^ 

14x263^^ 

.Each 

$ 9.00 

$ 9.25 

$ 9.50 

.Each 

8.65 

8.90 

9.15 

.Each 

10.20 

10.50 

10.80 

.Each 

9.85 

10.15 

10.45 

.Each 

10.20 

10.50 

10.80 

.Each 

9.85 

10.15 

10.45 


C 33830 


PLAIN 

BASIN WASTES 

WITH 

SLIP JOINT 

Size 

Inches 1 114 1 

Plain. 



With Slip Joint.Each | 4.40| 4.50 


C 33832 
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REGULAR CAST BRASS LAVATORY OR SINK TRAPS 

WITH P. O. PLUG OR SINK CONNECTION 


ADJUSTABLE 
“P” TRAP 
PLAIN 


ADJUSTABLE 
“S’* TRAP 



SINK FUNNEL 


PLAIN 


CAST BRASS OFFSET “P*» TRAP 
WITH CLEANOUT AND P, O. PLUG 


CAST BRASS SOLID “P’» TRAP 
WITH I. P. OUTLET 


C 33921 

ADJUSTABLE 


‘P” TRAPS 


. . • —.inches 

Hamjsackel Plated No. 22 Gau«^; . . . . .T7E^ 
With Cleanout. NWel Plated No. 22 Gaus^Ea~^ 




$4.25 


Above Traps with Vent, add.Each 

_ AD JUSTABLE “S» TRAPS 

^ize. ■ .... . V;. Inches 

^lain. Nickel PlattHrNo. 22 (T^T^» 


4.50 


1.75 


$ 5.00 


5.25 


2.00 


I I 1^ 


. . ... ..Each I$5.50 ($ 6.00 

lean^^t^^k€>l_Plated N6.'22 Gauge. . Each I 5.751 6.25 
Above Traps with Vent add.Each |~1.75 | 2 .M 

Traps can be furnished with Sink Funnei 
instcaa oi P. o. Plug at same price. 

If P. O. Plug or Sink Funnel is not wanted deduct Each, $1.15. 


C 33926 



C 33971 


CAST BRASS OFFSET “P” TRAP 



1 


$6.75 

If S Trap 1 S_wanted, add. .Eachl 1.25 

1.45 

If Without P. O. Plug, deduct. Each! 1 15 

1.15 


CAST BRASS SOLID “P” TRAP WITH I. P. OUTLET 


Size. ; -- 

Nickel Plated.. . 

Nipple to W all with Wall Flange 

Add for each additional inch of I. P. S. pipe. 


Inches | 1^ | IH 

■ Each|$3.10|$3.40 

■ ■ . Each I . 90 i 1 

Per Inch I .18( .21 
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C 34150 


C 34155 


C 34160 


134 ~Inch. ■ ■ ■ .EachI$6.7 5 
1^-Inch.Each I 8 00 


134-Inch. ■ ■ .EachI$15.25 
lJ4-Inch_Each I 16.00 


134-Inch. 


. Each I $5.25 


The above Traps can be furnished in the 
the above lists: 


_ 13^-Inch.Each I 6.00 

‘S’’ Pattern if desired. Add to 


. .Each I $1 . 25 

..Ea ch I 1775 

The 134-Inch Traps can also be furnished with 134-Inch O. D. Inlets. 
For P. O. Plugs for Enameled Iron Lavatories, Add.Each $1.15 


BENT TUBE LAVATORY OR SINK TRAPS 

WITH P. O. PLUG OR SINK CONNECTION 


P” TRAPS 
PLAIN 


PLAIN 


“S” TRAPS 


WITH CLEANOUT AND VENT 


Inches 

1 iy4 

1 iM> 


j $3.75 

$4.00 


5.00 

I 5.50 


4.75 

I 5.25 


6.00 

I 6.75 


C 33981 


WITH CLEANOUT 
AND VENT 


C 33985 


Size 

Plain *VP^^ Trap; No. 20 Gauge. .. 

*<p>> Trap with Cleanout and Vent; No. 20~Gauge 

^ain Trap; No. 20 Gauge.. . 

Trap with Cleanout and Vent; No. 20 Gauge. 


C 33991 


C 33995 


ANTI-SYPHON TRAPS 

NICKEL PLATED CAST BRASS 
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“FEMCO” ANTI-SYPHON TRAPS 

NICKEL PLATED q “S” trap 

“P” trap 



Trap, No. 20 Gauge with P: O 

‘‘S” ^ ^.. 


Inches 
lach 


Trap, No. 20 Gauge with P. O. Pli iy \ '''' 

SEAMLESS BRASS PLUMBER’S TUBING 




Size in 
Inches 

5/ 

Actual Outside 
Diameter 

— —- 

Actual Inside 

I Diameter 

Weight per 

Lineal Foot 

1 Threads 
per Inch 

1 Length of 
Thrpfi H 

M 

.654 

.768 

1 .521 

.631 

r l52 

20 

*11 vJdLi 

Vh 

1 

.875 

Togo 

.728 1 

1 "830 I 

. OO^ 

.682 

0^71 

20 

18 


VA 

1 1/ 

1.245 

1.060 

. o71 

1.233 ( 

18 

IS 

SA 


1.508 

- 1 311 1 Ooe i is-i- 52 — 

2 

1 . / oo 

2.007 

1.DD4 ( 1.844 1 

1.815 2.12.S 

- 16 1 

1 5 A 


BRASS BUSHINGS TO SOLDER FOR TRAP VENT AND WASTE 
RING BUSHING WITH HEXAGON 

r 




C 34220 


__ _C 34222 

B5Fe O 1) - fnches 

iy4 


iy2 

1 

1 

'p, ’ L .Inches 

King Bushing. 7 ~^anh\ 

1J4 

IVs 

IH 

r Ws 

^A 

~ . :Leh 

nP . oU 

.17 

$ . 30 

.15 

$ . 45 

.27 

$ .45 

.25 

« .40 

.20 
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BRASS SLIP JOINT CONNECTIONS 


WASTE PIPE FLANGE 
WITH SLIP JOINT 


BRASS SLIP JOINT 
NUT. FRICTION RING AND 
RUBBER GASKET 


SUPPLY PIPE FLANGE 
WITH SLIP JOINT 


C 34230 


C 34232 


C 34240 


SLIP JOINT SUPPLY PIPE FLANGES 


Iron Pipe Thread.Inches | % j % j H j 

For O. D. Tubing.Inches | % | ii/je | | 

Price—Nickel Plated.Each | $0.95 | $0.95 | $1.15 | $1.15 


__ SLIP JOINT WASTE PIPE FLANGE 

Iron Pipe Thread. Inches I Tm j 

For O. D. Tubing. Inches | Tm j 

Price—Nickel Plated.Each| $1.50 | $ 2.00 


_ SLIP JOINT NUTS WITH FRICTION RING AND GASKET 

Iron Pipe Thread. . , Inches \ H \ H \ \ 4 | % \ 1 \ m \ i i 2 | 2 

For O. D. Tubing. ■ .Inches I Uf, I ^46 I I I =^'42 I 1 | | 1^ I ^ 

Price—Nickel Plated. Each I $0 ■ 12 | $0.12 | $0.14 | $0.14 | $0.20 | $0.25 | $0.30 | $0.30 I $0 .40 

Extra Washers-Per 100 | 1 . 20 | 1.20| 1.30| 1.3Q| 1.50| l.OOj. 2.10 | 2.50| 3.40 



WALL OR FLOOR FLANGES 


C 34252 


C 34258 


CAST BRASS 



C 34260 


r' 

'-'1 

hi 


C 34252 NICKEL PLATED 


21^ Inches O. D. for M. ^ or ^ inch I. P. Per Dozen I $0.40 J 

3 Inches O. D. for 1. IM or 1^ inch I. P.Per Dozen | | 

2H Inches O. D. for % or % inch Q. D. Tube.Per Dozen I 

3 Inches O. D. for 1 , 11 ^ or 1H inch O. D. Tube. Per Dozen | . 80 


C 34258 f 

4H Inches O. D.. 3 inches high for IM or 1^ O. D. Tube.Per Dozen | "$27^ | 


C 34260 NICKEL PLATED 


H inch I. P. Size Hole. Eac h | WM 

H inch I. P. Size Hole. Each I - 

inch I. P. Size Hole. Each | Tie 

Hole for 1}4 inch Q. D. Tu be..^.. . ^ Each | 

Hole for 1 inch O. D. Tube. .Each | 
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CONTINUOUS LAVATORY AND LAUNDRY TRAY WASTES 


FOR THREE BASINS, OUTLET ON END 



Number of Inlets 

i^rice Inch, Kough. . 77 —^ 

Price 1 ^ Inch, Finished. — 

Pnce IK Inch, Nickel P l ated... .~.r. . 

^^ice 13 ^ Inch, Hough. .. .^ 

Price 1 ^ Inch, Finished. . .■ 

^ice Inch, Nickel Plated. ‘. . . 

If less Laundry Tray Plugs, deduct each $1.50. 


$ 7.70|$12.10j$16.50 


9.031 14.151 19.25 


9.301 14.60f 19.85 


8 . 20 | 12.951 17.70 


9.551 15.05 


9.801 15.45 


20.55 


21.10 



FOR THREE BASINS, OUTLET IN CENTER 


C 34290 


Number of Inlets 


Price 1}4 Inch, Rough.. 


I 


Price IH Inch. J>jickel Plated.', .. 

Frice 1]4 Inch, Rough.;- . 

Price l]4 Inch, Fin ished... 

Price 1 ^ Inch. NickefPlated. .' 


■ Each I 16.20 


■ Each I 14.30 


.Each I 16.65 


If P. O. plugs are not wanted, deduct, each $ 0 . 45 . 

Wastes are regularly made to take 24 inch centers, 
tance center to center. Prices on application. 


• Each I 17.10 


821.40I$31.00 


25.101 36.05 


25.95| 37.20 


23.801 33.25 


27.601 38.60 


28.401 39.70 


Can be furnished any dis- 
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SLIP JOINT AND FINE THREAD FITTINGS 

NICKEL PLATED 



90® FINE 
THREAD 
ELBOW 


45® FINE 
THREAD 
ELBOW 


C 34330 


C 34332 


C 34334 


90° FINE THREAD 45° FINE 
AND SLIP JOINT AND SLIP J< 
ELBOW ELBOW 


90° SLIP 
JOINT 


C 


C 34338 


134-in. Each $.50 I 134-in. Each $.50 134 -in. Each $.05 I l^^-in. Each $.05 1 H'-in. Each $.8€ 

IH-in. Each .60 f m-in. Each .60 134-in. E.ach .80 ( 134-in. Each .80 134-in. Each .95 



SLIP JOINT TEE 


FINE THREAD TEE SLIP JOINT AND FINE THREAD TEES 


C 34344 


C 34340 


C 34342 


FINE THREAD AND SLIP JOINT TEES 


Size.Inches 

Price, C34340, N. P.Each 

Price, C34342, N. P.Each 

Price, C34344, N. P.Each 

Price. C34346, N. P.Each 


iMxlMxlM 


l>^xl^xl34 

$0.60 

$0.65 

$0.75 

.75 

.80 

.90 

.90 

.95 

1.10 

1.05 

1.10 

1.20 


13^x1Mx1^ 

$0.85 
.95 
I . 10 
1.20 



SANITARY CROSSES 


SLIP JOINT AND FINE 
TWIN 


C 34348 


C 34360 


NICKEL 


BRASS 


SLIP JOINT AND FINE THREAD TWIN ELBOWS AND SANITARY CROSSES 


Size. 

Price, C34348, N. P. Twin Elbow. 

Price, Add for Slip Joint on all Openings 

Price, C34350, N. P. Sanitary Cross. 

Price, Add for Slip Joint on all Openings. 
Price, N. P. Caps not Illustrated. 


Inches 

134 

134 


$1.20 

$1.40 


.10 

. 10 


1.60 

1.90 

. Each 

.10 

. 10 


.35 

.40 


N. P. BRASS TUBES 


1 inch O. D. N. P. Brass Tubes. 

1 ^ inch O. D. N. P. Brass Tubes. 

1 inch O. D. N. P. Brass Tubes. . ... 

Above can be furnished in any length up to six feet. 


No. 22 

No. 20 

No. 17 

Gauge 

Gauge 

Gauge 

Per Ft. 

Per Ft. 

Per Ft. 

$0.45 

$0.50 

$0.60 

.60 

.65 

.75 

.75 

.85 

1.00 
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BRASS VENT FITTINGS 

WITH NICKEL.PLATED SLIP JOINT NUTS AND WASHERS 
TEES 


IRON PIPE VENT 
LEAD PIPE WASTE 



IRON PIPE VENT 
IRON PIPE WASTE 


C 34370 



C 34372 


- — - — -- 

Regular 

Pattern 

Long 

Pattern 

l^nce, lM-.nch I. J-.-l^-inch L. P.-l^-mch Blip Joint.Each i 

81.20 1 

SI. 30 

rrice, I^mch 1. P.—IJ^^-mch L. P.—IK-inch Blip Joint. Each 1 

1.45 1 

1.55 

rnce, l>^inchl. P. IJ^-mchL. P.—lJ^inch Slip Joint.Eachi 

1.53 1 

““1.77 


IRON PIPE VENT AND IRON PIPE WASTE-REGULAR PATTERN 


P ric e, l}i-inch L P .—l^-inch I. P.—1^-inch Slin Joint Wanh \ fi 

Price, li^inchl. P.-l>^-inch 1 , P.-l^-inch Slip Joint. ‘ 

^ice, l^mch I. P.—1^-inch I. P.—l^/j-inch Slip Joint.Each! 1. 


26 

77 

.80 



IRON PIPE VENT 
LEAD PIPE WASTE 


C 34374 



IRON PIPE VENT 
IRON PIPE WASTE 


C 34376 


IRON PIPE VENT AND LEAD PIPE WASTE-LONG PATTERN 


Price, IJi-inch I. P.—IJ^-mch L. P.—l^-inch Slip Joint 


Price, iy 2 -inch 1. E.-lJ^-inch L. P.-lK-inch Slip Joint-- 

.Eachl 2.85 

Price, 114 -inch I. P.— li^inch L. P.— IJ^inch Slip Joint. 


IRON PIPE VENT AND IRON PIPE WASTE—LONG 

PATTERN 

Price, 1 Ji-inch 1. P.-lJ^-inch 1. P.-lJ^-inch Slip Joint 

.Each 182.70 

price, li.^inch 1. P.—IJ^inch 1. P.—IJ^-inch Slip Joint.. 

.Each! 3.15 

Price, l^inch I. P. l^inch I. 1^.—11.^-inch Slip Joint... 
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CAST IRON TRAPS 



LONG “S” TRAP 
FOR SINK COLLAR 


C 34400 


LONG “S” TRAP 
WITH SLIP JOINT NUT 


C 34402 


“P” TRAP 
FOR SINK COLLAR 


“P” TRAP WITH 
SLIP JOINT NUT 



C 34408 


1 Painted 

Galv. or White 

feize InchesI IJ^ 

134 

134 1 m 

Price Long ‘‘S'’ Traps for Sink Collar.Each| $1.50 

$2.00 

$2.25 1 $2.90 

Price Long “S" Traps with Slip Joint Nut Each | 1.75 

2.30 

2.50 1 3.20 

Price Long “S” Traps I. P. thread at top. Eachl 1.50 

2.00 

2.25 1 2.90 

Price “P" Traps for Sink Collar.Each| 75 

1.00 

1.15 1 1.50 

Price “P” Traps with Slip Joint Nut.Each| 1 00 

1.30 

1.40 1 1.80 

Price “P” Traps I. P. threads both ends. .Each| .75 

1.00 

1.15 1 1.50 


1 Painted 

Galv. or White 

Size 

InchesI \ 

134 

134 1 


Price, Bottle Trap Female Ends 

.Each| $1.00 1 

$1.50 

$1.50 I 

$2.25 

Price, Bottle Trap Slip Joint Nut.... 

.Eachl 1.25 

1 1.80 

1.75 1 

2.55 


RUNNING TRAP 
I. P. MALE ENDS 



C 34446 


BOTTLE TRAPS 

. ^ ^ SLIP JOINT INLET 

I. P. FEMALE ENDS |. p. FEMALE OUTLET 



C 34450 c 34452 

BOTTLE TRAPS 


Sizes _ 

Price, Running Trap 


RUNNING TRAP_ 

_J _ Painted | Galvanized 

InchesI IM I 1^ I 2 | 1^ I I 2 

.Each|$1.00|$1.50|$2.25|$1.40|$2.00183 .00 
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CAST IRON DRUM TRAPS 

WITH NICKEL PLATED BRASS TRIMMINGS 













C 34470 C 34472 C 34474 n -iAA-rc 

^ C 34476 C 34478 

f inish. ' 'V ^ =:: 

-- - — . I Painted | Galvanized 

P f irr' rViro ...|4x8KI4 x 10 |4x8^| 4x10 

f t p!’C 2117 ?.Eac h |S2.50|$2.75|$3.50T$4:00 

p TT -^ . . 2./o| 3.00 3.7o| 4.25 

. i^achl 2.751 3 .001 3.751 4 25 

■i j.ri’ TJ 1 i!.:.„.~.. .Each| 3.001 3. 251 4.00 1 4 5n 

f or N. P, brass extension floor flanges, all sizes .Each! 1.25 

for regularly tapped for I. P. but can be furnished 

lor w 1 . r. at same price. 




3''480 C 34490 

4% INCHES DIAMETER 
5 V 4 INCHES HIGH 

- _C 34480 

*%3rEiggnirSga^5K^ ^ 

__C 34490 

p? ^.painted..:::::. 

PH ^alvan.zed. '. 






































































































600 


CRANE 


DOUBLE DRAINAGE DRAINS 

GOVERNMENT TYPE COMBINED TRAP AND DRAIN 
CAST IRON BODY AND BRASS STRAINER 



Each. 


Each. 

EachT.' 


Each ■ 

Each. 


Each. 


Each. 


Each. 


Outlet 


in. 


, 1in. 


Price 


$10.50 



1 Strainer | 

Outlet 

Price 

Each. 

. . 1 6 in. 1 

2 in. 

$18.00 


12.00 


12.50 


13.00 


16.00 


These Drains are especially adapted for Shower, Urinal and Floor Drains for Floors 
of Concrete, Cement, Tile, Marble, etc. They are a positive assurance against leaks to 
the ceiling below by catching the seepage which occurs between the Strainer and Floor 
Construction. These Drains are made with Hub or Screw Outlet. 


C 34552 

SPECIAL SHALLOW TYPE 


Furnished all Brass if required. Prices on application. 


FLOOR DRAINS OR CESSPOOLS 

WITH ANTI-TILTING STRAINERS 



C 34580 
EXTRA HEAVY 



1 Grate 

1 Outlet 

1 Price 


1 Grate 

1 Outlet 

1 Price 

Each. 

. . . . 1 10 in. 

1 3 in. 

Isio.oo 

Each. 

. . . . 1 8 in. 

1 4 in. 

1$ 7.50 

Each. 

. . . . 1 14 in. 

1 4 in. 

1 12.00 

Each. 

. . . . 1 11 in. 

1 6 in. 

1 12.00 


These Drains are all Cast Iron and are recommended for Factory, Warehouse or 
Packing Houses. The C 34580 has Leveling Screws to level from Concrete Forms and 
are especially adapted for use where a heavy Drain is required. The C 34582 is adapted 
for use in Dairy, Laundry and Factory Buildings where a lighter Drain is required. 



























































CRANE 


601 


DOUBLE DRAINAGE DRAINS 



C 34584 


FLOOR OR SHOWER DRAIN 
WITHOUT TRAP 
ALL BRASS 


For all kinds of construction where 
no trap is required. 



1 Strainer | 

Outlet 

1 Price 

Each 

1 2" 1 

2" 

1 $ 6.^ 

Each 

1 3" 1 

2" 

I 7.00 

Each 

1 3" 1 

3" 

1 8.00 

Each 

1 4" 1 

3" 

1 9.50 

Each 

1 5" 1 

4" 

1 11.00 



C 34586 




.. without trap 

CAST IRON BODY AND 

brass strainer 


Particularly adapted for floors 
constructed of Marble, Tile, Cement 


1 Strainer 

Outlet 

( Price 

Each 

1 4' 

2" 

R'eTso 

Each 

1 o" ■ 

3" 

I 9.00 


^bictiueib lurnisnea concave, con¬ 
vex or nat and same can be adjusted 
to suit variation of floor thickness. 


ROOF DRAINS WITH REMOVABLE SEDIMENT CUP AND 

LOOSE RING 



FOR 


^ ;i4602 

FOR CONCRETE ROOFS 


These I^ains have a removable Combined Strainer Dome and Sediment Cun 

The Loose Rmg forms a wall for making a Poured Lead, Pitch or Asphaltum Joint 
to tie metal flashing in place. ^'-i - a . - ^^pn^irum joint 




i Outlet 

1 

Price 

Each 

1 4" 

1 

$16.00 

. Each 

1 5' 

1 

18.00 

Each 

1 6" 

1 

20.00 

Each 

! 8’ 

1 

28.00 


Each 


I Outlet ( Price 


Each 


$13.00 


Each 


Each 


I 15.00 
I 17.00 


6 " 


24.00 


8 
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CAST 



WITH LOOSE STRAINER 


CESSPOOLS 



IRON 


WITH HINGED STRAINER 


WITH HINGED STRAINER 
AND ELBOW OUTLET 


CESSPOOLS, WITH BELL TRAP 


Sizes. 


6 x 6 1 

9x9 1 

12x12112x12113x13 

Size of Outlet. 


2 1 

3 1 

3 1 4 1 4 

Price, with Loose Strainer Std. 

.Each| 

$0.75| 

Sl.OOl 

$1.35|$2.00|S2.40 

Price, with Loose Strainer Ex. Hy. 

.Each j 

1.151 

1.401 

I 3.401 4.00 

Price, with Hinged Strainer Std. 

.Each| 

.801 

1.151 

1.80| 2.601 3.00 

Price, with Hinged Strainer Ex. Hy.. .. 

.Each| 

1.201 

1.551 

1 3.601 4.40 

Price, with Loose Strainer, Elbow Outlet Std. Each | 

1.251 

1.751 

1 1 3.50 

Price, with Hinged Strainer, Elbow Outlet Std. Ea. j 

1.351 

2.251 

1 1 4.75 

Add for Threaded Outlet. 


.401 

.601 

o 

oc 

o 

CESSPOOLS WITHOUT BEI 

LL TRAP 


Size. 


6 x 6 1 

9x9 1 

12xl2|12x12 1 13x13 

Size of Outlet. 


2 1 

3 1 

CO 

Price, with Loose Strainer Std. 

.Each| 

SO.70! 

S0.90I 

$1.25|$1.85|$2.15 

Price, with Loose Strainer Ex. Hy. 


l.lOj 

1.301 

1 3.25| 3,75 

Price, with Hinged Strainer Std. 

.Each| 

.751 

1.05| 

1.701 2.45| 2.75 

Price, with Hinged Strainer Ex. Hy 


1.15| 

1.45| 

1 3.451 4,15 

Price, with Loose Strainer, Elbow Outlet Std. Each | 

1.25| 

1.751 

1 1 3.50 

Price, with Hinged Strainer, Elbow Outlet Std. Ea. | 

1.35| 

2.251 

1 1 4.75 

Add for Threaded Outlet. 


.401 

.601 

.601 .801 .80 



FLOOR DRAINS 


C 34650 


C 34652 


K. C, AREA-WAY DRAIN 


s 

B 

0 

'Z 

Size and 
Style of 
Outlet 

Depth 

Over¬ 

all 

Diam¬ 

eter 

of 

Top 

Diam¬ 

eter 

of 

Str’ner 

L’ngth 

Over¬ 

all 

ListPrice 

with 

Reg. 

Strainer 

2 

2" 

Soil Pipe 

SW 


7 " 

15?^ 

$1.50 

3 

S' 

Soil Pipe 

5^ 

IV 


18" 

3.75 

4 

4 ' 

Soil Pipe 

8" 

14i" 

i2r 

21i" 

6.00 


COMBINED FLOOR DRAIN AND 
TRAP 


Style and Size of 
Outlet 

Depth 

in 

Clear 

PrieeList 

with 

Iron Top 

PrieeList 
with Pol¬ 
ished 
BrassTop 

2 " Iron Pipe 

1 8" 

1$ 2.751$ 5.50 

2 " Soil Pipe 

1 8" 

1 2.25 

1 5.00 

3" Soil Pipe 

1 11 " 1 

6.00 

1 12.00 

4" Soil Pipe 

1 12 " 

1 8.00 

1 16.00 
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COMBINATION FLOOR DRAIN AND TRAP 


WITH IRON BODY AND BRASS TOP 


WITH PERFORATED COVER 


WITH SOLID AND PERFORATED COVER 



C 34660 


C 34662 


Description 

Polished Prass Top I 

and Strainer 

1 Nickel Plated Brass 

1 Ton fi.nrl 

Diameter of Top.Inches 

10 

12 

13 1 

r 10 

12 

13 ~ 

.Inches 

Outlet. Tnphoa 

10 

Q 

^11 

13 1 

r 10 

11 

13 

Trice,C .34660.Each 

o 

« 8 .00 

4 

$ 10.00 

4 II 3 

$11.2511$ 9.00 

4 

$ 11.00 

4 

$12 25 

Price, C 34662 ... Each 

12.50 

17.00 

18.2511 

1 13.50 

18.00 

19.25 






SHOWER STALL TRAP 

CAST IRON BODY 


C 34681 


{Strainer. ~~ y -r— 

S " ♦ , ^ . . . . • • . Inches 

ini. .Inches 

oiitiet, I. p . . 

With Nickel Plated Strainer. ' Eaeh” 


S6.50 


refrigerator drain 


Size. 

Price, Painte d. 

Price, Galv anized. 

Price, Rough Brass. 

Price, Polished Brass. 

Price, Nickel Plated Br^ 


Inches! 

.Each! ^0-70 

• Each I 1.40 

.Each! 2.00 

.Each! 3.00 

.Each! 3.50 



c 34722 


PLAIN 



C 34730 


HYDRANT CESSPOOL 

! Plain for j 
Size 14-inch Sewer 

I . 1 

With Bell 
Trap 

For 2 inch 
Soil Pipe 

I Black 1 Galv. | 

Black 1 Galv. 


12x12x6 Ins. Deep, Ea.|$l .00 |$1.50 ||$1.S0 l$2.25 

14x14x6 Ins. Dee p.Ea.I 1.15 I 1.75 11 1 | 9 ! fin' 

16x16x6 Ins. Deep .Ea. I 1.30 1 1.95 11 1 SO | 9.7?, 

18x18x6 Ins. Deep.Ea.I 160 | 2.50 (j 2.10 1 3.25 
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FLOOR DRAINS, SLOP HOPPERS, ETC. 



CELLAR TRAP 


C 34740 


C 34742 


C 34740 

Price 9 X 9x2^ Inches Deep. 7TT ~ __ TTT , ^ . Each | $1.25 

Price 12 X 12 X Inches Deep. Each[ 1.60 

C 34742 

Price 6x 6, Tapped 1^ Inch Iron Pipe.Each| 1.0 ^ 

Price 10 x 10, Tapped 2 Inch Iron Pipe. Each| 2.00 

Price 10 X 10 to Calk for 2 Inch Soil Pipe. .. Each| . 2.00 



C 34760 

HARRIS SLOP SINK, 
WITH BELL TRAP 


C 34762 


C 34764 


BAILEY SLOP HOPPER 


ROUND 


SQUARE 


HARRIS SLOP SINKS-2-INCH OUTLET 

18*^ Deep | 9*" Deep 110^ Deep 

.InchesI 12x12 | 14x14 j 16x16' 


Price, Painted. .Each| $9.00 | $13.50 | $15.00 

Price, Galvanized.Each | On Application 


_ BAILEY SLOP HOPPERS 

Price, Round or Square, size at top, 13 inches, 12 inches Deep.Each| $3.50 
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$05 




COMBINATION CESSPOOL AND SLOP SINKS 



Slop 

Sink 

i 

1 Slop 
Hopper 

1 With 

1 Basket 
Strainer 

Stable 

Cesspool 

Price, 12 X 12 Inches. For 2-inch Soil or I. P. .Each 

S2.50 

$3.00 1 

1 $3.75 

Price, 14 x 14 Inches. For 2-inch Soil or I. P. .Each 

3.00 

3.50 

4.00 

Price, 16 x 16 Inches. For 2-inch Soil or I. P. .Each 

3.50 

4.00 1 

4.50 

Price, 16 X 16 Inches. For 4-inch Soil Pipe... Eachl 

1 8.50 

4.00 

4.50 

Price, 16 X 16 Inches. For 4-inch I. P.Each| 

4.00 

4.50 ! 

5.00 


The above are furnished with Outlets to Calk for Soil Pipe unless otherwise 
ordered. 

EXTRA HEAVY STABLE CESSPOOL 



1 

Black 

1 Galv. 

Price, 16 X 16 X 10 Inches Deep. 


$4.50 

i $10.00 

Price, 12 X 12 X 10 Inches Deep. 


3.75 

1 7.50 

Price, 10 X 6 x 4 Inches Deep. 


3.00 

1 6.00 

Price. 8 X 8 x 5 Inches Deep. 


3 00 

1 6.00 


COMBINATION CESSPOOL AND SLOP SINKS 

SLOP SINK SLOP HOPPER WITH BASKET STRAINER 


C 34770 

STABLE CESSPOOL 


C 34772 


EXTRA HEAVY STABLE CESSPOOL 
WITH BELL TRAP AND GRATING 
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SPECIAL STENCH AND SEWER GAS TRAPS 



C 34800 
STYLE A 


C 34802 
STYLE B 


STYLE ; 

a:_ 

t-rOR CEMENTING IN BELL OF TERRA COTTA p.pr 

oize 

flange , Heio-ht 

Painted 

STYLE B—WITH SI 

83^x8M-inch i Ench 

IDF OIITI FT irr\D _ __ 

S2.00 


Size 


2 -inch 

4-inch 


ImV/< INTO s 

INTO TERRA COTTA PIPE 


Flange 


^3^x83^-inch 


Height 


^7 iixl 1 -inch 


Tapped 1. P., add to 2-inch, $0.50rto^inch, SO 


53^-inch 

7 -inch 


75. 


Painted 


$3.00 

4.00“ 



C 34804 
STYLE C 


C 34806 

SLOP SINK AND TRAP 


STYLE C bottom OUTI^^ FOR CALKING INTO SOIL 

CEMENTING INTO TERRA COTTA PIPE 


Size 


2 -incb 


4-inch 

4-inch 


6 -inch 


Flange 

8 >^x8H-inch 

llxll-inch 


14xl4-inch 


16xl6-inch 


Height 


7j^-inch 


93^inch 


123^-inch 


14 -inch 


PIPE OR 

Painted 

$2.50 

3.50 

5.00 

8.00 


SLOP SINKS 


Size of Trap Size of Sink 

4-inch S tyle “A.” HxUx.t inches 
4-inch Style “A,” 14x14x6 inches ' 

2 -inch Style “B,” 14x14x3 inches 

2-inch Style “B.” 14x14x6 inches 

2-inch Style "U,” 14xl4x,3 inches. 

2-inch Style “C.” 14x14x6 inches 

4-inch S tyle “C,” 14xl4x.3 inches 
4-inch Style “C,” 14x14x6 inches 


List Less 

Painted 

$2.50 

2 7 5 

2.85 

3.10 

2.85 

!_ 3 10_ 

J _ ^0 f 

I 5.30 I 


Grates 

“$0.65 

.65_ 

.65 

.65 

■ 65 

65 

■ 65 

. 65 
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BLAKE COMBINED FLOOR DRAINS AND TRAPS 



No. H-300 

SIZE 2-INCH BACK WATER 
MADE IN 2-1NCH ONLY 


C 34820 



No. H.305 

SIZE 2.INCH PLAIN 
MADE IN 2.INCH ONLY 


H-300—2-inch Standard Deep Seal Back Wa ter Drains.|$3.45 

No. H-305—2-inch Standard Deep Seal Plain Drains. j 1 80 



No. H.370 


C 34824 


No. H-500 

MADE IN 2.INCH ONLY 


C 34826 


No. H-370—^3-inch Open Trap Deep Seal Plain D rains. .|$4.90 

No. H-500—2-inch Special Plain Floor Drain... ... .| i 00 
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FLOOR DRAINS 

SHALLOW PAN, FLOOR, CELLAR AND STABLE DRAINS 




C 34850 C 34852 

WITH BACK WATER VALVES 

.... .V.^.lnchesl 10x1 0 I 10x10 | 14x14 

oize Outlet.Inche s | 2 | 3 | 4 

^rice, Plain. .. . ..Each | $ 4.50 | $ 6.00 | $ 9.00 

I nee, with Back Water Valves. Ea^ 8:00"! ^0)01 —vTW 

Extra for Extra Heavy Covers, 10 inch, $0.30ri4 inch, $0.50. 



C 34860 

SECTIONAL VIEW OF SAN-SEAL-O DRAIN WITH 
BACK WATER TRAP 

SAN-SEAL-O DRAINS 



1 Number 

Style and 
Size of 
Outlet 

Depth and 
Diam. Ins. 

Back Water 

Trap Drain 

Plain Drains 

Iron 

Top 

Polish. 
Brass 
Top 

Iron 

Top 

Polish. 

Brass 

Top 

0 

13 / 

Iron Pipe 

8y2 

8 

16.25 

$ 8.75 

$ 4.00 

W.50 

00 

2' 

Iron Pipe 

m 

8 

6.50 

9.00 

4.25 

6.75 

1 

2* 

Soil Pipe 

00 

6.00 

8.50 

3.75 

6.25 

2 

2" 

Soil Pipe 

9 

11 

8.00 

13.00 

5.00 

10.00 

3 

3"’ 

Soil Pipe 

12 

1.3 

13.00 

19.00 

9.00 

15.00 

4 

r 

Soil Pijie 

4^ 

15 

18.00 

28.00 

13.00 

23.50 


C 34862 

SECTIONAL VIEW OF SIGNET DRAIN WITH 
BACK WATER TRAP 

SIGNET FLOOR DRAINS 


.C 

s 

5?: 

Approxi¬ 

mate 

Wt..Lbs. 

Style and 
Size of 
Outlet 

Depth 

in 

Clear 

Price 
List with 
Iron Top 

Price 
List with 
BrassTop 

D-2 

20 

2' 

Iron Pipe 

^ 2 " 

$6.50 

$ 9.00 

2 

20 

2" 

Soil Pipe 


6.00 

8.50 

3 

50 

3' 

Soil Pipe 

12 " 

13.00 

19.00 

4 

1 ? 

65 

4" 

Soil Pipe 

14" 

18.00 

28.00 


list. il.OO.. " 

Na 3:®7ot Nat.sV”""'* 

4 ^foc^ 

Strainer 2', $1.50: 3', 
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ION BACKWATER VALVE, TRAP 
AND FLOOR DRAtN 


C 34864 


Diameter 
of Top 

1nches 

Size of 
Outlet 
Inches 

Iron Body 
Iron 
Strainer 

Galvanized I 
Body and 
Strainer | 

1 

1 Iron Body 
Finished 
Brass 

Strainer | 

Iron Body 
Nickel 
Plated ; 
Brass 
Strainer 

1 Galvanized 

1 Iron Body 
Nickel 
Plated 
Strainer 

9 

2 1 

1 $5.00 

$ 6.75 1 

1 $ 9.00 1 

t $ 9.50 1 

1 $10 50 

11 

3 1 

6.00 1 

8.00 1 

11.00 1 

12.00 1 

13 25 

13 1 

4 1 

9 00 1 

11.25 1 

13.50 1 

14.75 I 

16 25 


GARAGE FLOOR DRAIN 



C 34880 


CRANE ACCESSIBLE FLUSHING CLEANOUT CAST IRON 
GARAGE FLOOR DRAIN FOR USE IN CONCRETE FLOOR 


Diameter. In. | 6“^ ^ \ 10 | 14 | 14 | 18 

. .In.l 12 1 12 I 12 I 12 I 17 I 18 

^”ce.Each|$l2.00|$14.00|$16 OQ{$18.00|$22.00|$26 00 


Above prices do not include outside seal. For outside seal, add to above list. 
6-inch Diameter, Each $15.00 
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CAST IRON BLOW-OFF, GRAVEL AND DRAINAGE 
CATCH BASIN 



C 34890 



A—Inlet B—Outlet C—Cleanout 

D—Manhole E— Vapor Vent F— Packed Joint 

For Dimensions G, H, I & J, See Table Below 


Standard Blow-Off, Gravel and Drainage Catch Basins are fitted with Combi¬ 
nation 4-inch Inlet and Outlet for Soil or Screwed Pipe Connections, also with 
Seal on Outlet, and Manhole in Cover. 

2 - inch Vapor Vent on small diameters. 

3- inch and 4-inch Vapor Vent on large diameters. 


CATCH BASIN LIST 


Dia. 

Deep 

G 

H 

I 

J 

Weight 

Lbs. 

List 

16' 

16' 

20' 

24' 

22M' 

26^" 

ooo 

9' 

9' 

9' 

23' 

23' 

23' 

222 

245 

270 

$35.50 
39.00 
43.00 


18' 

20^' 

103^' 

9' 

25' 

270 

43.00 

18' 

24' 

26^' 

103^' 

9' 

25' 

310 

49.60 


30' 

32M' 

103^' 

9' 

25' 

350 

56.00 


36' 

38M' 

103^' 

9' 

25' 

400 

64.00 


20' 

20M' 

103 ^' 

9' 

27' 

310 

49.60 

20 

24' 

26^' 

. 103^' 

9' 

27' 

345 

55.00 


30' 

32^' 

103^' 

9' 

27' 

380 

60.80 


36' 

38^' 

103^' 

9' 

27' 

440 

70.40 


30' 

32^' 

103^' 

9' 

31' 

540 

86.40 

24' 

36' 

38M' 

103^' 

9' 

31' 

605 

96.80 


42' 

44 

103^' 

9' 

31' 

665 

106.40 


48' 

50^' 

103^' 

9' 

31' 

725 

116.00 


30' 

32^' 

103^' 

9' 

37' 

770 

123.00 


36' 

38H' 

103^' 

9' 

37' 

855 

136.80 

30' 

42' 

44^' 

10 3i' 

9' 

37' 

940 

150.40 


48' 

50H' 

103^' 

9' 

37' 

1026 

164.20 


54' 

561^' 

103^' 

9' 

37' 

1112 

177.90 


60' 

62H' 

I03i' 

9' 

37' 

1196 

191.35 


36' 

38^' 

103^' 

9' 

43' 

1110 

177.60 


42' 

44^' 

103^' 

9' 

43' 

1210 

194.00 

36' 

48' 

SOH' 

103^' 

9' 

43' 

1310 

210.00 


54' 

56 3^' 

103^' 

9' 

43' 

1410 

226.00 


60' 

62 

I03i' 

9' 

43' 

1510 

242.00 


72' 

68 3^' 

103^' 

9' 

43' 

1800 

288.00 


42' 

44?^' 

103^' 

9' 

44' 

1600 

224.00 

42' 

48' 

50^' 

103^' 

9' 

44' 

1720 

240.80 


54' 

56 3^' 

103^' 

9' 

44' 

1840 

257.60 


60' 

623^' 

103^' 

9' 

44' 

1960 

274.00 


48' 

50 3^' 

103^' 

9' 

57' 

2325 

325.50 


54' 

56K' 

103^' 

9' 

57' 

2500 

350.00 

48' 

60' 

62^' 

103^' 

9' 

57' 

2670 

373.80 


66' 

69^ 

I03i' 

9' 

57' 

2825 

395.50 


72' 

75' 

103^' 

9' 

57' 

3000 

420.00 
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CAST IRON MAN-HOLE FRAMES AND COVERS 

SOLID COVER PERFORATED COVER 


C 35010 C 35012 


Number. 

. 1 1 

1 2 1 

3 

1 4 

Diameter of Cover.... 


1 23M I 

30 

1 21K 

Heighth of Frame. 


1 m \ 

8M 

1 5 

Diameter of Bottom Flange. 

.Inches| 36 

\ 36 1 

44 

1 30 

Diameter of Opening. 

.Inches 1 203^ 

1 22 1 

28 

1 193 ^ 

Price. 



Perforated Covers same Price. Soild Covers will be furnished unless otherwise 
ordered. 





CH BASIN FRAME 
AND COVER 
EXTRA HEAVY 


CISTERN RING AND 
COVER 


C 35016 


SIDEWALK DRAIN 


C 35018 


C 35026 


CATCH BASIN FRAME AND COVER 

Manhole Lid.Inches | 18 


Curb Height. 


Water Wav. 


Price. 



SIDEWALK DRAIN 


Size of Opening. 


8 x12 

Diameter of Flange. 


24 

Heighth. 


4 

Price. 


$15.00 


CISTERN RING AND COVER 


Size.Inches! 18 | 20 | 22 | 24 

Diameter Across Top.Inches | 23 | 26 | 28 j 30 

Price.Each I $7.00 1 $9.00 | $11.00|$13 .00 
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CELLAR DRAINERS 


climax cellar drainers 


WITHOUT 

AUTOMATIC 

MOVEMENT 


WITH AUTOMATIC 

movement 


PENBERTHY CELLAR DRAINERS 
AUTOMATIC NON-AUTOMATIC 



35112 


C 35102 


CLIMAX CELLAR DRAINER 



Preggiiro ---F-- ■ ■> to 12 | 6 to 12 I (> to 1 ^ | i o \ ^ | (. ^ ^ ^ 

mu,AutomaticMoven.ent.EachT^,0 '^Z ! 

PENB ERTHY CELLAR DRAINER 


Size Numb6>r 




List 
Automatic 


$25.00 


List 

Non-Auto¬ 

matic 


40.00 


$15.00 


Supply Pipe 


55 ■ 00 

80.00 


25.00 


35.00 


110.00 


50.00 


I 


160.00 

225.00 


70.00 


I 


100.00 

135.00 


I 300.00 I 175.00 


H 


IM 


IH in. 


Discharge 

Pipe 


Gallons per Hour 
20 to 80 lbs. Pres. 
3 to 18 ft. Elevation 


Alin. 

115 


1 M in, I 


Max. 

650 


1 H in. 


180 


1050 


310 


I 


1650 


2j^ in. i 


2400 


600 


3 


in. 

3 Yi in. 


780 


in. 


I 1000 


4200 


5300 


1250 


6500 


theco'iibTnedduiharS^Vf'opSfSSirdriiS^^ 

automatic cellar drainers 

—OPERATED BY WATER OR STEAM PRESSURE 


‘ECONOMY’* 


Number. 


. .Inches | 

pischarge . Tncheg I 


I 




% 


IH 


800 


I 1500 
IS I 18 I IS" 


capacity, pe r Hour. . 

Length on Floor.. I 

. 

^ameter of Float.12 | 1 2 I 12 

Pnce^jng^tomatic Movement Each | $ 20.00 | $ 25.00 I $H 0 no 
race, without Auto. Movement... .Each! 12.001 16 ool on on 


20 I 20 I 20 



C 35116 
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“DIAMOND N-Y” SCREW ANCHORS 



LIST PER 100, WITHOUT SCREWS 



Put up in Wooden Boxes 100 to a box. 

Made of non-corroding, rust-proof composition metal. 

KEYSTONE EXPANSION SHIELDS* 

__ FOR USE WIT H MACHINE BOLTS 

Diameter.Inch^ 


C 35272 
DOUBLE 


^^.-—-I ^ I ^iTi in in —u— 

Shields only.... _ Fer 100|$15 .00 |$18.00 |$ 26.0U |«32.0n liit.ts m 

^ngth of Expansion.Inches I j i/, I 17^ I | o ,^ 


Size Drill to Use.Inches I 


Igjl ^ I I I U I ry. 


Diameter . inches | | ^ | ' 7 ^ | , 

.Pe r 1001845.00 ISto OO 1195.00 Unonn 

Length of Expansion. Inches! 3^ i 4 j JaT i i - 

Size Drill to Use Inches| 1 I IM I D/i~i lfi“ 
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“DIAMOND N>Y” EXPANSION SHIELDS 

FOR USE WITH STANDARD LAG SCREWS 



C 35276 PATENTED 

LIST PER 100 

rA" \ r 

$15.00|$15.00|$18.00|$25.00|$32.00|$38.00|$45.00|$65.00|$95.00|$110.00]$250.00 

When ordered complete, Lag Screws will be charged at the prevailing market 
price. 



PATENTED 


DIMENSIONS OF DIAMOND EXPANSION SHIELDS LONG STANDARD 
SHIELDS (MALLEABLE) 

TWO-PART 


Diameter of Screw. 

. . . Inches | ^jfi | 


He 

h 

He 

T 

1/ 

Outside Diameter of Shield. 

. . . Inches 1 % | 


% 

A 


1 


Length of Shield. 

. Inches! 1 1 

VA 

m 

2A 

2H 

1 

SM 

Diameter of Drill Required. 

. . . Inches! ^ | 

A 

He 

A 

>54 

1 

A 

Diameter of Screw. 

.Inches | 



A~ 

1 

1 

lA 

Outside Diameter of Shield. 

.Inches! 

A 

IH 

m 

1)4 

1 


Length of Shield. 

.Inches! 

^A 

SA 

5 

5 

1 

8 

Diameter of Drill Required. 

.Inches I 

Vh 

lA 

lA 


1 



SHORT STANDARD AND EXTRA SHORT STANDARD 
( MALLEABLE TWO-PART) 

SHORT STANDARD 


Diameter of Screw. 

. . Inches | s 1 He 1 

)4 

5 -^ 

\ A 

Outside Diameter of Shield. 

. . Inches! % \ ^He \ 


Vs 

1 1)4 

Length of Shield. 

. .Inches! 2 ! 2 | 

2 

2 

1 2 

Diameter Drill Required. 

.. Inches | ^ | 1 


Vs 

1 

EXTRA SHORT STANDARD 

FOR CONCRETE WALLS 



Diameter of Screw. 

.Inches! 

*/s i 

A 

A 

Outside Diameter of Shield. 

.Inches! 

A 1 

H 

Vs 

Length of Shield. 

.Inches! 

lA I 

lA 

\A 

Diameter Drill Required. 

.Inches! 

1 

A 

Vs 


DI-EN-KEY EXPANSION 
SHIELDS 


BOTTOM BEARING OR OPEN BACK 

LIST PER 100 



C 35280 


Diameter. 

.Inches 


He \ A \ A \ A \ A ^ 

Shields only. 

.Each 

S15.00 

$18.00|$25.(K)|$38.00|$45.00I$65.00 

Length Shields. 

.Inches 

1 

lA \ 2 \ 2A \ 2A\ 

Size Drill to Use. 

.Inches 

y% 

\ ^Ae \ Vs \ 1 1 lA 
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CrNCH ANCHORS 


TWO-UNIT CINCH ANCHORAGE, 
PLAIN 



Price per Hundred Two-Unit Anchorages Con- 
2 Lead Alloys. 

Without Bolts. One Unit Plain and One Unit 
1 hreaded, or Both Units Plain. 

Use two units for anchorage of ordinary strength. 

C 35284 


Diameter 

of 

Bolt 

Sizes 

Price per 

100 Sets, 

2 Irons, 

2 Leads 

Minimum 

Depth of 
Holes for 

2 Units 

Diameter 
of Hole 
and Drill 
Required 

He 

$ 7.00 


% 





8.00 


l?4 


A 

He 


9.00 


\He 


A 

H 


11.00 


IH 


^He 

He 


15.00 


IH 


^He 

H 


18.00 




1 

H 


24.00 


VA 


IM 



35.00 


2H 


1% 

% 


44.00 


2H 



1 


63.00 


3M 


m 

m 


140.00 


4H 


2 



150.00 


^4. 


2H 



220.00 


5^ 


2% 


TWO-UNIT CINCH ANCHORAGE, 
THREADED 



Price per Hundred Three-Unit Anchorages. 

016 pieces—3 Irons and 3 Lead Alloys. 
Without Bolts. Two Units Plain and One Unit 
Threaded, or all Three Units Plain. 


C 35286 


Diameter 

of 

Bolt 

Sizes 

Price 

per 

100 

Minimum 

Depth of 
Holes for 

3 Units 

Diameter 
of Hole 
and Drill 
Required 

He 

$10.50 


34 

M 

12.00 



He 

13.50 

lys 

ys 

% 

16.50 

2H \ 

1 

He 

22.50 

2H ! 

1 '% 


27.00 

2^8 i 

[ 1 

y% 

36.00 

23 ^ 1 

1 IH 


52.50 

\ 

1 iH 

% 

66.00 

4 1 

I'A 

1 

94.50 

43 ^ 1 

1 iH 


210.00 

6 i 

2 

IM 

225.00 

634 1 

2^ 

m 

3.30.00 

7H \ 

2H 


CINCHETTE 

A DOUBLE EXPANSION ANCHOR FOR WOOD SCREWS 



C 35288 


No. 

Screw 

! 

Length 

of 

Shield 


Out¬ 

side 

Diam. 

Price 

per 

100 

34X 

INos. 5-6-7 

1 

*/4' 



34' 


1 $4.40 

Hex. 

INos. 8-9-10-11 

1 

3/4' 



4' 

1 

1 5.00 

*4x1' 

INos. 9-10-11 

1 

1' 





1 5.00 

4x1 

INos. 9-10-11 





4' 

1 

1 6.25 

34x1' 

INos. 12-13-14 


r 



4' 

1 

5.60 

34x1 

INos. 12-13-14 

! 

134' 



Hs' 

1 

8.00 

4x1' 

INos. 15-16-17-18 

1 

r 



4' 

1 

6.25 

4x134' 

• 

Nos. 15-16-17-18 

1 

134' 



4' 

1 

10.00 
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DIAMOND REVERSIBLE TOGGLE BOLTS 

PARTICULARLY DESIGNED FOR MAKING QUICK AND PERMANENT FASTENINGS TO 
HOLLOW TILE, HOLLOW CEMENT BLOCKS, WALLS CONSTRUCTED OF 
EXPANDED METAL OR WOOD LATHE 

Can be used with cither the finished stove bolt head or the nu^ exposed or with loose 
ornamental cap nuts. 



ROUND CAP FLAT CAP ACORN CAP 


Loose Heads furnished with Threaded Rods (See List). 



With Round 

or Flat Head 
Stove Bolts 

With Loose 

Head 

Plain Brass 

With Loose 
Head 

Nickel Plated 

With Screws % x 3 Inches. 

... Per 100 

1 $ 9.00 1 

$ 10.00 1 

$ 12.00 

With Screws x 3K Inches . . . 

. . . . Per 100 1 9.40 | 

10.40 1 

12.40 

With Screws x 4 Inches. 

. . Per 100 

1 10.00 1 

10.80 1 

12.80 

With Screws x 5 Inches. 

. . . . Per 100 1 10.40 j 

11.60 1 

13.60 

With Screws % x 6 Inches. 

... Per 100 

1 11.40 1 

12.40 1 

14.40 

With Screws x 3 Inches. . 

. . . . Per 100 1 13.00 | 

14.00 1 

16.40 

With Screws 14 x 4 Inches. 

. ... Per 100 1 13.80 1 

14.80 1 

17.20 

With Screws x 5 Inches. 

... Per 100 

1 15.80 1 

16.80 1 

19.20 

With Screws 14 x 6 Inches. 

... Per 100 

1 17.00 I 

19.20 j 

21.60 


These Toggle Bolts are so designed that as soon as the bolt is turned in, the job is 
finished, no cutting off of threaded ends being necessary. 
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REVERSIBLE STOP AND STOP AND WASTE COCKS 

TESTED TO 200 POUNDS HYDRAULIC PRESSURE 
SCREWED FOR IRON PIPE 

INTERCHANGEABLE FROM LEFT TO RIGHT 

NO. 820 FLAT WAY, TEE OR LEVER HANDLE 

STOP AND WASTE 




C 35300 



C 35302 



Size 

Inches | 

34 1 

% 1 

Vi 1 

1 1 

Flat Wav Stop. 

. Per Dozen | 

21.00 1 

29.40 1 

36.00 1 

52.80 

Flat Way Stop and Waste. , 

. Per Dozen 1 

21.60 ! 

30.00 ! 

36.60 1 

54.00 


NO. 822 ROUND WAY, TEE OR LEVER HANDLE 
STOP STOP AND WASTE 


fr* 




C 35304 


C 35206 


Size 

Inches | 34 ! 

H 1 

1 

1 

Round Wav Stop. 

. Per Dozen | 26.40 | 

36.00 1 

46.20 1 

1 73.80 

Round Way Stop and Waste. Per Dozen! 27.00 

1 36.60 

1 46.80 1 

1 75.00 


WASTE TUBES 



.— 

C 35308 





1 Plain 

[Nickel-Plated 

Per Dozen.... 


' so.75 

SI.00 
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GROUND KEY WORK 

FOR IRON PIPE 




“T” HANDL 
FLAT-WAY 


STOP 


C 35346 


AND WASTE 


C 35348 


_HANDLE STOPS, FLAT-WAY 

.Inchesl H I H I ^ \ I 1 I 1^4 | 1^ | 2 ~ 

Price. Rough.Per Doz.|820.40|$21.00|$29.40|$36.00|852.80i $89.401$149,401$258.00 

_ “T” H ANDLE STOP AND WASTES, FLAT-WAY 

.Inches! H ! h I H I H I 1 I I 1^ I 2 

Price. Hough.Per Doz. |$21.001$21.601$30.001$36.601 $5L00! $91.201 S152.401 $264.00 



c 


c 


-WAY 


AND WASTE 


LEVER HANDLE STOPS, FLAT-WAY 


Size. 

.Inchesl 1 H i H 1 1 1 1 IK | 2 

Price, Rough. 

.Doz.|$ 21.00|«29.40|S36.00|$52.80| $89.40|$149.40l$258 00 

LEVER HANDLE STOP AND WASTES, FLAT-WAY 

Size. 


^ 1 ^ 1 1 1 1 IK 1 IK 1 2 

Price, Rough. 


121.601 $30.001 $36.601*54.001 $91.201 $152.401 $264.00 
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GROUND KEY WORK 

FOR IRON PIPE 


STOP AND WASTE 

“T” HANDLE, 

ROUND-WAY 


C 35388 


“T” HANDLE STOPS, ROUND-WAY 

Size. 

.Inches! H \ H \ H \ 1 ! 1'4 1 1*^ I 2 

Price, Rough. .. . 

.Doz.|$26.40|$36.00!$46.20|$73.80!$120.60|$197.40|$342 00 

‘T” 

HANDLE STOP AND WASTES, ROUND-WAY 

Size. 

.Inches! H ] \ U \ 1 1 114 1 | 2 ' 

Price, Rough. 

•.Doz. 1.127.00! $36.60! $46.801 $75.001 $122.40! $200.401 $348.00 


LEVER HANDLE, ROUND-WAY 


FOR IRON PIPE 



STOP 



C 35386 



STOP AND WASTE 


STOP 


C 35406 


Size. 

Price, Rough 


LEVER HANDLE STOPS, ROU ND-WAY 

.... Inches! y2 \ H \ H \ 1 \ IH \ m \ 2 

.Doz-I»26.40|$36.(X)|$46.20|$73.80|8120.60|$197.40|$342.00 


LEVER HANDLE STOP AND WASTES, ROUND-WAY 


.Inches I | ^ 




IH I 11^ 


Price, Roii^h .Doz.|$27.00|$36.60|$46.80|$75.00|$122.40|$200.40|8348.00 
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FOR IRON PIPE 


C 35456 

STOPS 


Size. 

Price, Roug;h... 

-.Inchest 1 1 M 1 1 1 1^ 1 1 9 ■■ 

• ■ ■ Pe*' Dozen |S3ij.401f45.601 $58,80 1 $88.80 1 $144.60 1 $233.40 1 S396 00 


STOP AND WASTE 

Size. 

Price, Rough... 

1.^"chesl ‘A \ % \ H \ 1 \ VA \ 1X4 \ 9^ 

■ ■ ■ Per Dozen|$36.00|*46.20|*59.40|$90.00|$146.40l$236 40l*40o nn 


INVERTED KEY CURB COCKS 

ROUND-WAY 

TEE HANDLE OR SOCKET HEAD 


STOP 


STOP AND WASTE 





“'"“■"""''LIS INVERTED KEY CURB COCKS 

ROUND-WAY 

HANDLE QR SOCKET HEAD 

STOP AND WASTE 


C 35476 


__^STOP 

~ . ^ I ^ I M I 1 I lU I lU ! 9- 

Price, Rough.i>er Dozen| mu. 20| $51.001$64.801 $96.601$15(i.601$251.40 1 $42^ 

STOP AND WASTES _ 

— . I ^ I 3^ I 1 I I ,1^ I o - 

.^”^^"l«40.80 |S51.60|$65.40|$97. 80||158.40|$254^ o'»4.^i^nn 
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HYDRANT AND CORPORATION COCKS 

HYDRANT COCKS 

FOR IRON PIPE 

SOCKET HEAD 

T HANDLE 




C 35490 

ground key 


C 35496 


Size. 


T HANDLE 


Price, Rough. 


■ Inches | 


% 


1 I 


Size. 


Price, Rough. . 


Per Dozen |. '$25.80 1 $45.00 1 $64.80 1 $loOo 


SOCKET HEAD 


■ Inches I 


■ Per Dozen 1 839.60 1 $50.40 1 $61.20 j. $9^ 


No. 830 


CORPORATION STOP COCKS 


No. 833 


No. 834 




C 35510 



C 35512 


No. 835 


C 35514 



No. 836 



^ 35520 ^ 35522 

Mi ffs' Threads both ends. ^ 

Nn‘ ^ t' thread for Wood Pipe Mains 

w ffo Thread on outlet. ^ 

No ■ is ^^4 inH P>e®® so specified 

No. 833, 834 and 836 . In Vs inch size, have M inch Iron Pipe Thread on outlet. 

.. HIV.,.,: , ■ 

7 . . ^o^®nHttt) .20|$27 .00|$34.2nla.»i4 nn 

Wo C21 . PerDozenI 17.40| 23,401 30 001 48 n n 

. . Per Dozen I 17.401 23.40| 30.00 | 48.00 

. ■ . PerDozenI 24.001 32.401 40.80 | 64.80 

—^-— .Per DozenI 22.2U| 28.801 36.6(11 SHTffl 
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CORPORATION COCK 

FOR LEAD PIPE CONNECTION 



C 35524 


Size. 

.1 J^in. 

Hin. 1 ^ in. | 1 in. | 134 in. | 134 in. | 2 in. 

List. 

.Per dozen 1 $27.00 

$36.60|$46.20|$72.00|$153.00|$240.00|$387.00 


LEAD FLANGE COUPLINGS 

LEAD TO LEAD 



C 35530 


Size. 

1 34 in. 1 H in. | 

1 H in. 

List. 


1 $21.00 1 $30.00 

1 $35.40 

Size. 

1 in. 1 134 in. 1 134 in. 

2 in. 

List. 

..Per dozen 

$46,801 $90.00 1 $111,001 $171.00 


LEAD TO IRON 



C 35532 


Size. 

1 34 in. 

\ H in. \ 

H in. 

List. 


1 $10.20 

1 $15,601 $18.00 

Size. 

1 in. 1 134 in. 

1 in. 1 

2 in. 

List. 


$24.00j $45.60 

1 $60.00 

1 $90.00 


Couplings will be furnished for Extra Heavy Lead Pipe unless otherwise specified. 
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SERVICE CONNECTIONS 

LEAD GOOSENECKS 





= -- - c 36560 

ui ^xrra strong L. P. . . . -TnFH^ 

W eights of Extra Strong L. P. Per Ft.Pounds 

p ] \ .Per Dozen 

18 

$63.00 

18 

3 

H 

$75.00 

18 

$87. 

00 


Lengths of Extra Strong L. P. Inches 

Siz®e®^ of Extra Strong L. P. Per Ft .. .. ,Pounds 

18 

4.4 

$129.00 

24 

6 

IH 

$234.00 

3( 

11 

$372 

) 

1 

.00 

36 

9 

2 

$582.00 


^WITHOUT CORPORATION COCK (NOT ILLUSTRATED) 


lengths ol Kxtra, Strong L. P~ . . Inrhps 

Extra Strong L. P. Per Ft. . . .Poundl 

Without Corpor ation Cock . . . .......... Per Da^^n 

Lengths ot j^jxtra Strong L. P. . . ’ Inches 

of Extra Strong L. P. Per Ft.Pounds 


18 

$55.20 


\\ ithout Corporation Cock. . . . . . . . . . . . . Per 


Inches 

Dozen 


$64.80 


18 

3H 

H 

$75.00 


18 

4H 

1 

$110.40 


24 

6 

$194.40 


30 
*306.00 


or made for Lead Goose-Necks with Corporation Cocks, 

or wood or for Cocks of special construction. 


$462.00 


screwed 


TWO BRANCH 
LEAD PIPE INLETS 


BRASS WATER CONNECTIONS 


THREE BRANCH 
LEAD PIPE INLETS 


FOUR BRANCH 
WITH UNION COUPLING INLETS 


C 35570 


C 35572 


IRON PIPE OUTI.ET 


Style. 

Number of Branches. 

2 

3 

4 

n 

Q 

Size of Outlet. 




o 

O 

2^ 

1 

^ 1 ft nn 

O 

Size of Inlet. 


J- 7A 

i 

1 y2 

j 

1 

3 

Price, Inlets for Lead Pipe. 

$3.65 

3.80 

7.20 

$ 5.40 
5.55 
9.20 
9.50 
12.90 

X 

% Q An 

1 

Price, Inlets for Iron Pipe. Male . . . 

9.70 
15.00 
15 40 

^1 o . uu 

1 ft Tn 

.od 

QA 

Price, Inlets for Lead Union Couplings. . 

Price, Inlets for Lead Unions.... 

lo . # u 
26.20 
9A ftn 

OD . / O 

46.75 

Ay 

Price, Inlets for Lead Flange Unions.... 

11.50 

19.40 

ZO . oU 

37.60 

^ i . oo 

53.10 


LEAD PIPE OUTLET 


Style. 

Number of Branches. 

2 

3 

A 

a 

Q 

Size of Outlet. 



1 

% 

O 

O 

2 ^ 

t 

O 

Size of Inlet. 


J- /4 

1 

1 X2 

Z 

3 

•1 

Price, Inlets for Lead Pine. 

$ 3.55 
3 70 

$5.30 

5.45 

9.05 

$9.45 

9.55 

14.85 

15.25 

X 

1 

Price, Inlets for Iron Pipe, Male. 

dP i 4 . 4 O 

18.45 

25.30 

25.90 

^oO.lU 

36.55 

45.85 

46.65 

Price, Inlets for Lead Union Couplings. 

7.15 

Price, Inlets for Iron Pipe Unions. 
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CRANE 


LEAD PIPE 



CRANE 

C 35600 
LEAD PIPE 


Caliber, 

Inches 




Outside 

Diameter 

Weight 
Per Foot 

Average 
Number of 





inches 

Lbs. 

1 Oz. 

Feet in Coil 

H 

xuoing. 

Tubing. 

.35 

in 


4 

200 

Va 

Strong. 

.50 


5 

12 

160 

133 

/"S 

Aqueduct. 

Ex, Light. 



.50 

.53 


8 

1 A 

200 

% 

Light. 



.56 


lU 

1 9 

160 

% 

Medium . 



.60 

1 

1 

iZ 

133 

% 

H 

Strong. A 

79 

Q 

100 

Ex. Strong. a a 

. 1 £i 

7A 

1 

0 

o 

116 

H 

Ex. Ex. Strong.. 



. lO 
.80 

2 

8 

87 

70 

yi 

Aqueduct. 

Ex. Light. 



.64 

.68 


8 

1 0 

200 


Light. 

79 

1 

IZ 

133 


Medium. t> 

. i 

7fi 

1 

1 


100 


A. .T 

. lO 

fin 

1 

1 

4 

80 

H 

Strong. 

. oU 
fii 

1 

1 

8 

116 



fifi 

1 

o 

12 

100 

87 


Ex. Strong. .. 

. oo 

Oft 

0 



Ex. Ex. Strong ... 



. yo 

1 1.04 

3 

8 

70 

58 

H 

Aqueduct. 

Ex. Light. 



.77 

fil 


12 

133 

100 

Vs 

Light. Q 

fifi 

1 


Vb 

Medium. r 

. OO 

on 

1 

O 

8 

66 

Vs 

A. .A 

. VO 

Qfi 

0 


50 

Vs 

Strong. 

1 n? 

o 

4 

Q 

77 

Vs 


1 . XJa 

1 HA 

L 

o 

12 

70 

63 

Vs 

Ex. Strong. .. 

1 . UO 

1 08 

2 

Q 

Vh 

Ex. Ex. Strong. 


. AAA 

L14 

O 

3 

8 

58 

50 

H 

H 

Aqueduct. 

Ex. Light. 



.88 

.94 

1 

14 

A 

142 

H 

Light. n 

1 on 

1 

t 

4 

1 o 

100 

H 

Medium . 



1 . uU 

1 07 

1 

0 

IZ 

71 

H 


1 . Ul 

1 in 

0 

4 

77 

H 

Strong. 

X . lU 

1 1A 

Q 

8 

70 

58 

50 

50 

H 

Ex. Strong. a a 

1 21 

0 

Q 


H 

Ex. Ex. Strong... 


. AAA 

L27 

O 

4 

8 

1 

1 

Aqueduct. 

Ex, Light. 



1.20 

1 23 

O 

10 

76 

62 

1 

Light. 

1 97 

Z 

o 


1 

Medium. g 

1.35 

1 49 

Z 

Q 

6 

52 

1 

Strong. ^ 

o 

A 

4 

53 

1 

Ex, Strong. a a 

1 . 44 

1.48 

1.59 

4 

A 

i 

50 

42 

33 


Ex. Ex. Stron*^ 


. AAA 

4 

6 

12 

IM 

IH 

Aqueduct. 

Ex. Light. 



1.44 

1 49 

2 

0 


70 

56 



1 53 

z 

Q 

8 


Medium . 



1 59 

o 

Q 

1 9 

46 

66 

52 

iH 

Strong. A 

1.‘67 1 

1.76 

1.83 1 

O 

A 

12 1 


Ex. Strong. a a 

4 

A 

12 1 

IH 

Ex. Ex. Strong 


. AAA 

0 

6 

12 ! 

41 

37 
















































































































CRANE 


625 


LEAD PIPE 


Caliber 

Inches 


Outside 

Diameter 

Inches 

Weight 
Per Foot 

Lbs. 1 Oz. 

Average 

N umber of 
Feet in Coil 

1?2 

VA 

.iqueauci. 

Ex. Light. 


^ 1.74 

^ 1 *70 

3 


46 

m 

Light. .J: 

' 1 • #0 

1 QQ 

3 

8 

40 

11 ^ 

Medium. .p 

' 1.00 

t 1 Q7 

4 

4 

32 

IH 

Strong. . 5 

f 1 . 0 / 

1 OA 

5 


50 


Ex. Strong. . aa 

i 1 .yo 

0 f}7 

6 

4 

40 

31 

27 

Co 

Ex. Ex. Strong. . 


^.u/ 

2.15 

8 

9 


2 

Aqueduct. 

Ex. Light. 


2.18 

1 0 Of\ 

3 


8 foot lengths 
8 foot lengths 
8 foot lengths 

2 

Light.. .p 

' 0 QA 

4 


2 

Medium. d 

£ . oU 

0 Q7 

5 


2 

Strong. .5 

^. 0 / 

2 44 

6 

8 

38 

2 

Ex. Strong. . 

2 51 

7 

Q 

8 

33 


tiX. Ex. Strong 


1 2^61 

y 

10 

14 

27 

22 

21 ^ 

Aqueduct. 

Ex. Light. 


2.66 

9 

4 

e 


8 foot lengths 
8 foot lengths 
8 foot lengths 
8 foot lengths 
8 foot lengths 
8 foot lengths 

2 H 

Light. P 

£ . 40 

0 fi7 

0 


2 h^ 

Medium. p 

Z . 0 / 

Q AA 

8 


2 J^ 

Strong. .A 

0 . uu 

3 12 

11 

14 


21 -^ 

Q 

Ex. Strong 


3.24 

14 

17 


O 

3 

\queduct. 

Ex. Light. 


3.19 

5 

c 


8 foot lengths 

8 foot lengths 

8 foot lengths 

8 foot lengths 

8 foot lengths 

8 foot lengths 

3 

Light. ■ ■ p 

0 . £i*x 

^ Q7 

0 

A 

12 

3 

Medium. p 

0 . 0 / 

y 

19 


3 

Strong. ■ A 

0 . OU 

Q A9 

iZ 

1 

6 

3 

Ex. Strong 


0 . 0 ^ 

3.75 

ID 

20 


3^2 

3?^ 

Ex. Light. 

Light. 


3.75 

n 87 

6 

A 

12 

8 foot lengths 

8 foot lengths 

8 foot lengths 

8 foot lengths 

8 foot lengths 

3H 

Medium. p 

0 . 0 / 

4 00 

y 

1 K 

8 

3H 

Strong. A 

4 19 

10 

1 Q 


314 

Ex. Strong. 


. iZ 

4.25 

lo 

22 

* 1 

4 

4 

Waste. 

Waste. 


4.16 

4 9A 

5 

A 


8 foot lengths 

8 foot lengths 

8 foot lengths 

8 foot lengths 

8 foot lengths 

8 foot lengths 

8 foot lengths 

8 foot lengths 

4 

Waste. 

‘x . Z\J 

4 25 

0 

7 


4 


4 ^7 

1 9 

lo 

4 

Medium. u 

^. 0 / 

4 50 

14 

1 A 

8 

4 

Strong. "a 

4 fi9 

10 

9A 


4 

Ex. Strong. a a 

^. vz 

4 7K 

4U 


4 

Ex. Ex, Strong. 


^. iO 

4.84 

25 

30 


5 

5 

w aste. 

Ex. Strong. 

5.17 

A.7 

5 

91 

8 

8 foot lengths 

8 foot lengths 

8 foot lengths 

8 foot lengths 

8 foot lengths 

5 

Ex. Ex. Strong. 

0.9/ 

5 56 

41 

94 

12 

5 

5 

Ex. Ex. Ex. Strong. . .. 

Ex. Ex. Ex. Ex. Strong. 1 

5.62 

5.75 

44 

28 

32 

12 

6 

6 

Waste. 

Ex. Strong. 

6.16 

6 46 

6 

99 

4 

8 foot lengths 

8 foot lengths 

8 foot lengths 

8 foot lengths 

6 

6 

Ex. Ex. Strong. 

Ex. Ex, Ex. Strong. 

6^62 

7.00 

ZZ 

29 

50 



° ’-O---* 

Medium ^-g, ? 2 , 5^, 600 pounds approximate. 

All other sizes on reels, 1000 pounds approximate. 


BLOCK TIN PIPE 

Average coils, 50 pounds. 
Average reels, 300 pounds. 


Caliber, Inches 


Weight per Foot 

3, 4, 5 and 6 ounces 

Caliber, Inches 

y2 . 

5 ounces 

% . 

4. 5. 6 . 7. 8 .10 and 12 ounces 

Va . 


Weight per h oot 

4,5, 6 and 8 ounces 
5, 7, 8 , 10 and 12 ounces 
8.10 and 12 ounces 


Special sizes made to order. 


TIN-LINED LEAD PIPE 

In ordering use Lead Pipe Table for caliber and strength. 
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CRANE 


SHEET LEAD, ETC. 



C 35602 

SHEET LEAD 


Weight to the 
Square Foot 

Thickness Nearest 
Fraction of Inch 

Average Size of Sheet 

Average Wt, 
of Roll 

pounds 


6 feet 6 inches x 12 feet 

117 pounds 

2 pounds 


1 8 feet 6 inches x 16 feet 

256 pounds 

pounds 


1 8 feet 6 inches x 18 feet 

382 pounds 

3 pounds 

V26 

8 feet 6 inches x 20 feet 

510 pounds 

3}^ pounds 

V20 

8 feet 6 inches x 20 feet 

595 pounds 

4 pounds 

H'6 

8 feet 6 inches x 22 feet 

748 pounds 

pounds 

Vl5 

8 feet 6 inches x 22 feet 

841 pounds 

5 pounds 

Vl4 

8 feet 6 inches x 22 feet 

935 pounds 

6 pounds 

V12 

8 feet 6 inches x 22 feet 

1122 pounds 

7 pounds 

VlO 

8 feet 6 inches x 22 feet 

1309 pounds 

8 pounds 1 

Va 

8 feet 6 inches x 22 feet 

1496 pounds 

lb pounds 

54 

Rolled to order on short notice. 

12 pounds 

54 

14 pounds 

54 

16 pounds 

H 

Or heavier 




C 35604 

WIPING SOLDER 


C 35606 

HALF AND HALF SOLDER 




C 35612 
BAR TIN 



PRICES ON ALL ABOVE, MARKET 


C 35618 
BABBITT METAL 
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LEAD BENDS 



C 35620 Q 35622 


■bescription 




Vrice, ijong. 7 ^: ^ . ;. . ..^^ach 

Price, Short. ..... r . 77,. ;; ;Ra.ch 

Description I 

W t. Per Ft... Pounds | 

• ..Inches I 1 


iH r 


2M 

1 


Standard 

J SH 


r 5 I 6 I 8 


$0.30 


1 2 i 3 I 


JUEl 


$0.50l$0.7 8 i$1.39l$1.95|$2.98 
738 I .57 I 1.09 I 1.501 2.55 



I $0 41 I $0,60 I $ 1 ■ 00 I $2 ■ 30 [|$0.50 I $ 0 .7 9 


EXTENDED 

I riM/r 



C 35824 C 35626 


Weiffht Per Font- Description --- | Standard 

Per Foot.. , ^ 

Long inlet,’i2-in.TT^ fet' .' ! !. —2 - 

T . V —;.. I3iacn 


Long In let, 15-iH: Outlet. ./. -« 

Long Inlet, 18-in. Ouflet—“-^| . ,54 


1$0.40 I$0.67 I$0.99 

“ 77 11.14 


3 

$1.73|$2.T5 


Long inlet, 20 -in. Outlet..— .. 

anort inlet, 12 -in. Outl(^ iT^T~~-— .. 

anort lnletri5-in. Outl et...! ! . 

anort inlet. 18-in. Outlet, .... -— .Each 

Short Inlet. 20-in. Outlet.. .. 

1 .^ ^ Description | SpeciarTMedium) 

Foot.. Pounds | 2 | 3 | 4 f 

Dong Inlet, ii-in. Outlet 


1.991 2.44 

Each I .62 1 .88 1 1.29 | 2.24T27^ 


.67 


.95 1 1.391 2.42 1 2.^ 

.56 1 .79 1 1.39 1 ITTO 


.601 


.671 .94 

7771 1.09 


2.00 

2.30 


1.19 1 2.07 1 2.48 


Inches | 1 

TEach | $07^ 




2^^ I 3 H I 43^ 


IM 


■Long Inlet, 15-in. Outlet. . . . Each I TTO 

Long Inlet, 18-in. Outiet_Each I ^ 

Long Inlet, 20 -in. Outlet_Ea chl- Wr\ 

Short Inlet, 12-in. Outlet_EacT TI- 52 

short Inlet. 15-in. Outlet_Each |-62 


$0.89 $1.24II,$0.70 


1.42 If 


7^ 


.75 


1.611 1 .94 1 1,411 1.76 

Il774| ri.02| 1,521 


2.251 2.98 


•9911 


.901 1.0871.571 2.09 


Short Inlet, 18-in. Outlet.. . . Each i- I 1 03 * ~r^lf~~^ X4 I i ' 9I "r^ ^ 

Shhrt Inlet, 2 ()-in. Outlet.. . ! ^ 


1.49|f 


9 4.^ 

2.161 2.81 

1.631 2.35~| 3.04 


Size 


EXTRAS ON LONG AND SHORT EXT ENDED BENDS 

Description 


Standard 


length ov er ilsted^s^^^^^ i' ^^ 4—^ 

add to list of nearest size . (. 03 ^ | .04 K 1.06 


Description 


^ize.. Inches 

l^rice for each inch of excess length 

over listed sizes, add to list of 
nearest size. 


IH 


Special (Medium) 


• 04H 


1^ 


06 (.07^1 .12 


10^ 


Extra Heavy 

r^li^i -- 


. 12 


I 3 I 4 


05|.07|.08^ 


.12|.15 


LoSg iS'el lit of corresponding siz^ 
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CRANE 



C 35632 


COMBINATION SOLDERING NIPPLES 

LEAD AND BRASS 
STRAIGHT—STANDARD 


.Inches I 


rx! 1 I*!!- ! y !°°n J^ach I's o . 39 i$0, 42 1aio°44 i $ 0^52 ! $^**58' so ^ea ' «n^.1ra 

i^rice 1 /2 inch for 1inch Iron P ipe Each I . 48 | 55 I -- 

inch for 2 inch Iron Pipe Each I --^ 


.60 1 


.661 


.741 


.801 .93 


Price 3 inch for 3 inch Iron PipeEa^ 


Price 4 inch for 4 


1.261 1.431 
inch Iron Pipe Each | 1.63 | 1.84 | 


.72| .811 .861 .961 1.08| 1. 171 1.37 


1.501 1.67 I 1.861 2.001 2.27 


1.951 2.13 1 2.361 2.531 2.93 


jlncelMinca ion Minc h iron Pipe. Each! ‘. 781 fnn| 

price 1 M inch for IM Inch Ir onPip^..... Each I l.oo| i.07| 1 . 15 I l.30| 1.481 1.65 


Price 2 


i n chfor2 inch iron Pipe.... .. Each I i; 47 l 1 1 

inch for M inr»Vi ii i - —r^r-:—r— —A -- —!—1L 




2.58 


4.00 


Jncn for 4 Inch iron Pipe .Each | 3 .10 | 3-:270- 4.5 I 3.80| 4.35| 4 92 

STRAIGHT-EXTRA HEAVY 


..Inch es! . , 

Price 1 inch for 1 \i inch Iron Pipe Each | $0.411J 
Price 1 J ^ inch for 1 ^ inch Ir on Pipe Each | .511 

Price 2 inch for 2 inch Iron Pipe Each ( . 79 | 

1.701 


6 I 8 I 10 


12 


).45ISO.48 ISO.56|$ 0.64|$0.71 |$ 0.79 
~56| .6 0] 7711 .821 .92| 1.04 


Price 4 inch for 4 inch Iron Pipe feach I 


.In ched 

grice 1 i^ch for 1 M inch Iron Pipe!.E ach | 


.851 

1.951 


•9Q| 1 04| 1.181 1.311 1.47 
2.151 2.351 2.551 2.751 3.15 


16 


18 


20 


24 


30 


36 


Price 13 


Price 2 inch for 2 


Price 4 


in;^i^lnchlronPlpe....:.Eachi .1!! i;r4'| \Z\ I f.'l 1^ 77” 

mcnfor 2 inchlronPipe . Each I 1 60 1 - - 1-85 | 2 15 

inch for 4 InchlronPipe.Each I 3 . 3.5 1 


1.721 1.851 2.121 2.521 2.92 


BEND AND SOLDERING NIPPLE-STANDARD 


3.55| 3.751 4.251 4.751 5.70 


Length of Ou tlet. Inchesl\LTl i 1 i r I I I I I 

Price2 inch Eong Inlet. Each I i 7 i i i 77 ' . o J 7o^ 

Price 3 inch Long Inlet. Each | 2.99 | 3.10 1 3 211 3 25 1 3 l g a? q 7^ o 

LI! 4:1:1 liW 


Price 1 14 inch Short Inlet. Each I 779 I saT" 

^i»{r»^^rT'!?~ri73ru~ciTrrTrr~T ^—7 =— -!— _ [ _*0^ I 


Price 13 ^ in ch Short Inlet. Eaeh f 
Price 2 inch Short inlet. Eachl 


•«e| .89 1 .93 1 .941 


T;h4| 1.091 1.131 1.151 1.201 E24I 1.25 


.99 


1.51 


Prices inch 8 hort Inlet. Each I 2.65 , ^.^u, ^. 0 / 
Price 4 inch Short Inlet. Each j 3.33 j 3.45 | 3.57 


1.571 1.641 1.66 

2.76 1 2.87 |~2:^ 


1.721 1.79 1 

3.02 1 


1.81 


1.301 1.32 


- _ 3.13 1 3.161 3.27 

3.63 1 3.75 1 3.87 1 3.93- 


1.871 1.91 


BEND AND SOLDERING NIPPLE-EXTRA HFAVV 


3.33 

4.05 1 4.11 


L ength of Outlet.Inche s 1 less^l 13 I 14 it? m i-tIio \ 

Price 13 4 inch Long Inlet . Ea.Ah [.HKi no ^ t 

Price 1 inch LnoLT Tr.w I 1 -j-l , . 1^1-33 ($1.38 |$1.41 

ra^^^-15 ^Long inlet .Each! .nr I 

SI ;:"i 


Price 4 


inch Lons imet. Each I 4. 2b | 4.40| 4,55 1 T eTT TrJ 

i w. H zrjzi 

P g le gljncl^Short inlet. Each I l.mjfl.sn l' i uM ooo,' .t^f) 

Price 3 Inch Short Inlet . Each I 2 . 83 F i}.})SI .Vn?' — ■ - ° 2-21 L 2.30 1 2.35 


Pg ce4 inch Short Ini;; iE^chi 


























































































































































































































































































CRANE 


629 


LEAD TRAPS 


FULL “S” 


three QUARTER “S” HALF “s' 


RUNNING 


running “Y” 



—. Inches 

igrST";:::: 

Frice, H S. 

Price. Bag. . . Each 


ji.25|$1.85|$3.09l$4.3nia;fi nr. 



Price, Running. Each 

Price, Running Y. . 


___WITH VENT (NOT ILLUSTRATED) 

Weight Per Foot.. Option - j (Standard 

. . IK | 2M I aW I ..j i « ■ 

rrice. Full S..— .Tnches i j i i | g—j— 3 —|—j— 

Price. S.. Qa|f.< 

Price, Running.. — . Eac h | i.48| 2 .U 3 I 2 Rs | a | ^ 

Price, Running Y. . . . . .I ^ ' l f\7 \ >> | 3 ^ | ^ 

' “ 

vent connections will be furnished 

TZ 

and 4-inch vented traps have 2-inch vent. 
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CRANE 


FULL “ 
LONG 
OUTLET 

V 

EXTRA LONG LEAD TRAPS 

S” THREE QUARTER “S’* HALF“S” 

LONG LONG OUTLET LONG INLET LONG 

INLET OUTLET 

Lkl. 

1 

LONG 

INLET 

L 












C 35648 

i C 35650 

C 35654 


C 35656 C 35658 

< 

r 

: 35660 







Description 


1 Standard 

Weight Per Foot. 




1 3M 

Size.. 








1 2 

FuU“ 

s 

’’ Long Inlet or Outlet. 



% 

: “S’ 


Long Inlet or Outlet. 


.Eachl .851 1.: 

191 1.76 

H “S’ 


Long Inlet or Outlet. 



Bag Long Inlet or Outlet. 



.Eachl 1.09 1 1.581 2.34 

Running. . . . 






151 1.67 

Running “ Y”. 





151 1.82 







Description 


1 Special (Medium) 1| Extra Heavy 

Weight Per Foot. 

.Pounds 

1 2 1 3 1 4 II 2H 1 3H 

1 4H 

Size. . 





.Inches 

1 IM 1 IH 1 2 1 1 IM 

1 2 

Full“ 

s 

Long Inlet or Outlet.Each |$1.19 |$1.64 |$2.40|1$1.44 1$1.95 |$2.69 

% 

; “s 

** 

Long Inlet or Outlet.,Each| 1.04| 1.43 | 2.0811 1.28| 1.721 2.33 

H“S 

** 

Long Inlet or Outlet.Each 

1 .951 1.221 1.8311 1.141 1.50| 2.02 

Bag Long Inlet or Outlet. 

.Eachl 1.381 1.91| 2.80|| 1.67 | 2.241 3.11 

Running.. . . 




1 1.01 1 1.411 1.9811 1.23 1 1.65 1 2.18 

Running “Y’ 




1 1.05 1 1.451 2.0111 1.23 1 1.521 2.23 


WITH VENT (NOT ILLUSTRATED) 


Description 



1 

Standard 

Weight Per Foot. 




1}^ 1 2M 1 3Ji 

Size. 




iM \ \ 2 

Full “S’* Long Inlet or Outlet. 




% “S’* Long Inlet or Outlet. 




1.651 2.141 2.71 

^2 “S’* Long Inlet or Outlet. 




1.561 1.971 2.50 

Bag Long Inlet or Outlet. 




1.891 2.531 3.29 

Running. 




1.621 2.101 2.62 

Running “Y’’. 




1.631 2;i0| 2.77 


Description 

1 Special (Medium) || 

Extra Heavy 

Weight Per Foot. 

Pounds 1 

2 1 

3 1 4 11 

2J^ 1 3J^ 1 4K 

Size. 

.Inches| 

IM 1 

IVi \ 2 II 

IJi 1 IM 1 2 

Full “S’* Long Inlet or Outlet. 

. . Each |; 

$1.99 |$2.59 1$3.35|1$2.24 |$2.90|$3.64 

% “S’* Long Inlet or Outlet. 

. . Each 1 

1.841 

2.381 3.0311 

2.081 2.671 3.28 

% “S’* Long Inlet or Outlet. 

. . Each 1 

1.751 

2.171 2.7811 

1.94| 2.451 2.97 

Bag Long Inlet or Outlet. 

. . Each 1 

2.181 

2.861 3.7511 

2.471 3.191 4.06 

Running. 

. . Each 1 

1.81 1 

2.361 2.9311 

2.031 2.601 3.13 

Running “Y’*. 

. i^ ach I 

1.85 1 

2.401 2.9611 

2.031 2.471 3.18 


For full size (2-inch) vents on 2-inch traps, add $0.30. 


























































































LEAD DRUM TRAPS 

BRASS SCREWS ORDINARY FINISH 


CRANE 


631 








xi 


X> 10 

F-I (M 


10 lO 
05 (M 


^\o 




(Continued on next page.) 
























































































































































LEAD DRUM TRAPS—Continued 


632 


CRANE 


X 

U) 


> 

DC 

< 

z 

o 

QC 

O 

(/) 

U1 

oc 

o 

(/) 

0) 

< 

X 

CD 


c3 


I Ih 

Ipu 'Ci. 


re't 

'Cnb 


ee CS 
W 












































































































CLEAN SWEEP NON-SYPHON TRAPS 


CRANE 


633 


!: 









^ 3 ^ 


a . 


03 - 


3^ N 





t- 


1 . 
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CRANE 


COMBINATION FERRULES, ETC. 


LEAD AND IRON 

LONG SHORT 



C 35800 C 35802 

STANDARD 


Length 

Inches 

4 


5 

6 

8 

10 

12 

Price for 2" C. I. Pipe... 

.. .Each 


$ .28 

$ .36 

$ .43 

$ .51 

* .60 

$ .67 

Price 13^" for 2" C, 1. Pipe... 

.. .Each 


.28 

.36 

.43 

.51 

,60 

.67 

Price 2" for 2" C. I. Pipe... 

.. .Each 

$ .28 


.41 

.46 

.57 

.67 

.76 

Prices" for 3" C. I. Pipe... 

,.. .Each 

.42 


.60 

.67 

.82 

.98 

1.10 

Price 4" for 4" C. I. Pipe.. 

... .Each 

.50 


.72 

.85 

1.02 

1.25 

1.40 

Length 

Inches 

14 

16 

18 

20 

24 

30 

36 

Price 13^" for 2" C. I. Pipe.. 

... .Each 

$ .80 

$ .99 

$1.00 

$1.10 

$1.30 



Price 2" for 2" C. I. Pipe.. 

... .Each 

.80 

.86 

.92 

1.00 

1.15 

$1.40 

$1.65 

Price 3" for 3" C. I. Pipe.. 

... .Each 

1.15 

1.22 

1.30 

1.40 

1.60 

2.00 

2.30 

Price 4" for 4" C. I. Pipe.. 

... .Each 

1.60 

1.73 

1.85 

2.10 

2.30 

2.75 

3.25 


EXTRA HEAVY 


Length Inches 

4 

43^ 

5 

6 

8 

10 

12 

Price l}/ 2 " for I- Pipo.Each 


$ .38 

$ .44 

i$ .52 

$ .61 

$ .72 

$ .80 

Price 2" for 2" C. I. Pipe.Each 

$ .42 


.49] 

■ .54 

.67 

.81 

.93 

Price 3" for 3" C. I. Pipe.Each 

.55 


.75 

.84 

1.00 

1.18 

1.35 

Price V for 4" C. I. Pipe.Each 

.70 


.84 

.94 

1.23 

1.45 

1.67 

Length Inches 

14 

16 

18 

20 

24 

30 

36 

Price 114" for 2" C. I. Pipe.Each 

$1.15 

$1.30 

$1.45 

$1.60 

$1.90 



Price 2" for 2" C. I. Pipe.Each 

1.10 

1.23 

1.36 

1.49 

1.75 

$2.20 

$2.60 

Price 3" for 3" C. I. Pipe.Each 

1.46 

1.63 

1.80 

1.97 

2.33 

2.90 

3.40 

Price 4" for 4" C. I. Pipe.Each 

2.00 

2.21 

2.45 

2.70 

3.16 

3.76 

4.36 


2 

3 

4 

For Brass Thimbles add to list.Each 

$ .25 

$ .50 

$ .75 



STANDARD 


Length Inches 

12 1 13 

14 

15 

16 

17 

18 

19 

20 

Price 4 "Short-Inlet (5^") . Each 

.$2.20|$2.30 

$2.40 

$2.50 

$2.60 

$2.70 

$2.80 

$2.90 

$3.00 

Price 4 " Long-Inlet (9^") . Each 

2.651 2.75 

2.85 

2.94 

3.04 

3.14 

3.23 

3.33 

3.42 


EXTRA HEAVY 


Length Inches 

1 12 

13 

14 

15 

16 

17 

18 

19 

20 

Price 4 " Short-Inlet (53^ "). Each | 

$2.59 

$2.71 

$2.83 

$2.95 

$3.07 

$3.19 

$3.31 

$3.43 

$3.54 

Price 4" Long-Inlet (9^") . Each ] 

1 3.12 

3.24 

3.36 

3.48 

3.60 

3.72 

3.84 

3.96 

4.08 
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SOLDERING UNIONS AND NIPPLES 

No- 842 No. 844 No. 846 




C 35810 
UNION 



. .J nclTes | 

Per Dozen | 
... Per Dozen I 
F^ale Ni pple. . . ... . 


C 35814 

MALE NIPPLE 


X 


T 


C 35816 

FEMALE NIPPLE 


11^1 $ 0.0 1) 1 $7. s o | S10. 20|$T3720~|W^ 

3_^oi 4.201 6.0 01 8.4binuTsonrw 

• 60 i 4.201_l - 


2 

$ 21.00 


_ _ _ 2 ^ I 8 r^r 

sra^ipple' ■ Doze n | | i - 

Nipnle - .• — .• Per Dozen |$36 00 |$48.00 ($84.00 

■-— . . . Per Dozen | 36To~0 I 48.00 | 84.^) 

UNION FERRULES 




Iron‘loilXtTndhaY a ground brought Iron 'pipc 


L ground joint. 

PRICES—FIG. 31 


with 2' Cast 



Has 1-8 Bend Body, otherwise same^a^Ffg.'si. 


2'xl Iron Body with Brass llninn 
I'xl Urm Brass - 


PRICES-FIG. 31-A 


2'xlH^Iron Body with Brass Union 
2‘'xl Vi’ AlPBrass. .. 


($1.50 

I 2.00 
J 1.70 




^ soldering < 

use, made in two’sile's"*™® "" “ ^eanout. Yoi can save money by its 

pipf ®nTy®~®“^“ 1O'- 1 }^' lead pipe. The large size takes 2' lead 


rSeanon'i! or tail piece, has 


PRICES — FIG. 32 


2‘'xl }4, ' or 1 Iron Body wi th Brass Union 
2‘'xl or 1' “ 



or 1 Iron Body with Brass Union. i 

2XLj4 ^ or \y 2 * All Bra ss. 77 . . : . . - — - . 

2''x2'' Iron Body with Brass Union... . .. -j-'ff- 

^x2' All Brass.. .---—. .U L^O 

.. . I 2.40 
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CRANE 



UNIONS AND UNION FERRULES 

Figure 33 shows a Soil Pipe Union Ferrule for 
connecting 2* Cast Iron Soil Pipe with 1)4'' and 
V/i" Lead Pipe without the use of Solder. The 
method of using same is very simple, as shown 
in illustration. The turned over end of the Lead 
Pipe forms the packing. Serves as a cleanout, 
can be disconnected at any time, no special tools 
required. Made in two sizes. 

Figure 34 shows Unions for connecting 
Wrought Iron Pipe with lead pipe by soldering 
or wiping the lead pipe to the brass tube or tail 
piece, has a ground joint, no packing required, 
made in two sizes. 

Figure 34-A shows Unions for connecting 
Lead Pipe with Cast Iron Closet Bends or Drum 
Traps having Standard Threaded Openings, or 
any Standard Fittings. Has ground joint like 
Figure 34. 

Figure 35 shows a Union for Connecting 
Wrought Iron Pipe with Lead Pipe without the 
use of solder. The method of using this union 
is the same as Figure 33. Made in two sizes. 

Figure 35-A shows Unions for Connecting 
Lead Pipe with Cast Iron Closet Bends or Drum 
Traps having Standard Threaded Openings, or 
any Standard Fittings, without the use of solder, 
same as Figure 35. 



PRICES FIG. 33 


2''xl Iron Body with Brass Union. 

2''xlM*' All Brass. 

2‘'xll^*' Iron Body with Brass Union. 
2*'xli^*'All Brass. . 


$0.90 
1.30 
1 10 
1.50 



PRICES FIG. 33-A |i 

k| 2"'xl34" Iron Body with Brass Union. 

m 2"xl 34" All Brass. 

ti 2''xl 34" Iron Body with Brass Union. 

[ | 2''xl 34" All Brass. 

$1.10 II 

1 .70 '] 

1.30 l| 

1 .90 17 J 


PRICES FIG. 34 


114'xl Iron Bushing with Brass Union. . 

1"xl ' All Brass. 

1 H'xl Iron Bushing with Brass Union. . 
l^^xlK* All Brass.. 


PRICES FIG. 34-A 


1 J^^xl Iron Body with Brass Union. 

1 "xl H " All Brass. 

1"’X2'' Iron Body with Brass Union... 

114*'x2'' All Brass. 

1 li^xl 34" Iron Body with Brass Union. 

134 "xl 34" All Brass. 

134 ''X 2 *' Iron Body with Brass Union... 
134*'x2'" All Brass. ... 


$ 1.00 

1.40 

1.20 

1.60 


$ 1 . 10 
1.50 
1.20 
1.60 
1.30 
1.70 
1.40 
1.80 



PRICES FIG. 35 



134"xl 34" Iron Bushing with Brass Union. , 

1 li^xl 34' All Brass. 

134"xl 34" Iron Bushing with Brass Union. . 
134*'xl 34" All Brass.. . . ... , 


PRICES FIG. 35-A 


1 3^"xl 34" Iron Body with Brass Union. 

134 "xl 34" All Brass. 

1 34"x2‘' Iron Body with Brass Union... 

1 34 "x2' All Brass. 

134"xl 34" Iron Body with Brass Union. 

134 "xl 34" All Brass. 

1 34"x2*' Iron Bodv with Brass Union... 
114 'x2* All Brass. 


$0 . 90 
1.30 
1 . 10 
1.50 


$ 1.00 


40 

10 

50 

20 

60 

30 

70 
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BRASS AND IRON FERRULES 


BRASS 


EIGHTH BEND 



C 35882 C 35886 

STRAIGHT BRASS FERRULE 


Size. 

Length. 

Standard, for Standard Pipe 


4 

33^ 

$18.60 

Heavy, for Standard Pipe.... 

Size. 


22.20 

A 

Length. 

Standard, for Extra Heavy Pipe.. 

.Per Dozen 1 $11,401 $19.80 

4 

4M . 

$24.00 

Heavy, for Extra Heavy Pipe 


27.60 


REDUCING BRASS FERRULE 


. .InchesI 2x13^ 

engt • •••. . .Inches| 3^ 

Heavy, for Standard Pipe.Per Dozen |$ 9~0 0 

. . Inches I 2x1^ 

. .Inches| 

Heavy, for Extra Heavy Pipe.Per Dozen|$11.40 


BRASS FERRULES WITH HUB 


Size.~ 

Heavy, for Standard Pipe.. 

Heavy, for Extra Heavy Pipe 


. ■..Inches] 2 | 4 

Per Dozen | $13.801 $28.20 

Per Dozen I 16.20| 33.60 


EIGHTH BEND BRASS FERRULE 


Size. 

Length. 

Heavy, for Standard Pipe. 

Size. ~ 

Length. 

Heavy, for Extra Heavy Pi^ 


.... Inches | 2 | 4 

■ ■■■Inchesl 5^ I 7^ 

Per Dozen I $27.00 j $60.00 

■. ■.Inches| 2 | 4 

■ ■. ■ Inches | 6K I 8 

Per Dozen | $30.001 $66.00 
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BRASS AND IRON FERRULES 


BRASS 

FERRULE WITH 
BRASS TRAP 
SCREW 


IRON FERRULE 
WITH TRAP 
SCREW WITH 
RAISED HEXAGON 


BLAKE CLEANOUT 




C 35910 


C 35916 



IRON DRIVE 
FERRULE 



C 35922 


C 35924 


BRASS FERRULE WITH BRASS TRAP SCREW 


Size. 


,,____, 2 % 

Standard, for Standard Pipe... Per Dozen jll TIO 
Size. 


$24.001$31.201 



.Inches | 

Length • — - • —.j.Inches | • 33 ^ 

gtandard, for Extra Heavy Pipe . Per Dozen | $16 . 801 $28 . 20 1 $36 . 00 

.Inches I 2 

Length.Inches I 33 ^ 


Heavy, for Ext ra He avy Pipe., .Per Dozenj$18.60|fao.60|$4o1w|^15^0o}$ 17^00 

IRON FERRULE WITH TRAP SCREW WITH RAISED HEXAGON 


Size. 


.. Inches| 2 


length. . .Inches | o 

standard, for Standard Pipe. cn 

Size.... ~ 

Length. 


■..Inches I 2 


fieavy, for Standa rd Pipe. . p^V 

Size. . 

Length. .. 


Inches! 3 


Dozen I $11.40 


■ Inches| 2 


standard, for Extra Heavy fifte .p^,. 

Size.. . 

Length. “ 


■ ■Inches j 2 


=FF-....InchesI 34^ 

Heavy, for Extra Heavy Pipe.Per DozenTIiFm 


3H 


I16.80|$21.00 


I SVs 


$18.00|$21.60 


sy2 


S19.20|$22.20 


3M I SVi 


«20.40|$22.80 


BLAKE CLEANOUT—IRON DRIVE FERRULES 


Size. 


. .In ches I 2 i 3 i 4 j E j—s— 
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REGULAR 



C 35940 


Size. 

Price, Finished. 

Price, Nickel Plated 

Size. 

Price, Finished. 

Price. Nickel Plated 


Size. 

Price, Finished .... 
Price. Nickel Plated 


TRAP SCREWS 

WITH PROJECTING FLANGE WITH SOCKET TO FINISH 
FOR MARBLE OR TILE FLOORS EVEN WITH FLOOR 



C 35942 c 35944 

REGULAR 


- ..Inches! 1 I 1^ | IH I 2 | 2H 

.Per Dozen 1$ 3,00 1$ 3.601$ 4.20|$ 7.20|$12.00 

.PerDozenI 5.40| 6.60| 7.20| 12.00| 15,00 

.IncheT j 3 j sTTI 4 j 5 j 6 

.Per Dozen I$15 .00 I$ 18.00 I$ 2 1.00 I$27 .00 I $42 .00 

.PerDozenI 21.00| 24.00| 27.00| 36.00| 54~00 

WITH PROJECTING FLANGE 


.Inches I 2 I 2^^ | 3 | 4 | 5 

■ . .Per Dozen|$ 12.00|$15.00|$21.00W7.00l$36 00 

...PerDozenI 16.80| 21.00| 27.00| 36.0b| 48.00 

WITH SOCKET 


.Inches | 1 ) 1^ | 

.Per Dozen | $ 3.001 $3.60 | $ 4~T^ 

" .Per Dozen | 5 . 40 | 6.60| Oo 

. Inches | 2 | 2m 3 j 4 

^i^Dozen |$ 7 . 20 |$10.80 |$15.00 |$21.00 
PerDozenI 12.00| 15.001 21.00| 27.00 


WITH STRAIGHT VENT 
COUPLING 

J. 

C 35946 

WITH STRAIGHT VENT COUPLING 


WITH FLANGE AND BENT VENT 
COUPLING 



C 35948 


Size. 

Price, Finished. 

Price. Nickel Plated 

Size. 

Price, Finished. 

Price. Nickel Plated 


Size. 

Price, Finished with 1 ^ inch Coupling 


Price, Nickel Plated with 1 inch Counlinff 

.Per Dozen | 

27.001 

36.601 

49.20 

Price, Finished with 134 inch Coupling... 


21.0oj 

28.201 

36.00 

Price, Nickel Plated with 134 inch Coupling 


28.801 

38.401 

50.40 

Price, Finished with 2 inch Coupling. 


23.401 

30.001 

37.80 

Price, Nickel Plated with 2 inch Coupling. . . . 

.... Per Dozen | 

30.601 

40.201 

52.80 


WITH FLANGE AND BENT VENT COUPLING 


Price, Finished with 134 inch Coupling. 

.Per Dozen|$21.60|$28.80l$36.00 

Price, Nickel Plated with 1 M inch Coupling. 

.Per Dozen | 

29.401 

38.401 

51.00 

Price, Finished with 134 inch Coupling. 


23.401 

30.001 

37.80 

Price, Nickel Plated with 134 inch Coupling. 


30.601 

40.201 

52.80 

Price, Finished with 2 inch Coupling. 


25.201 

32.401 

39.60 

Price, Nickel Plated with 2 inch Coupling. 


32.401 

42.001 

54.60 
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CAST IRON SOIL PIPE 

FIVE-FOOT LENGTHS 

SINGLE HUB 



C 36100 


REVISED LIST PRICES ADOPTED MARCH 8TH, 1915 

Size. Inches | ^ | j | i | j, i j. i ^ I i m i 


DOUBLE HUB 



approximate weights of soil pipe and fittings 



place in regular position with the hub end nearest you. ^ ^ 

Long quarter bends are measured from the inRidA ^ ^ 

o je, tad. „*d„ .„d «x: xx“.“dTKr»i°'''.'r- 

T s, Y s, etc., are measured from the base of the hub on main to the end of sjigot^’ " 
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CAST IRON SOIL PIPE FITTINGS 


QUARTER 

BEND 


FIFTH 

BEND 


SIXTH 

BEND 


EIGHTH SIXTEENTH 

BEND BEND 




C 36110 


C 36114 


C 36116 


QUARTER, FIFTH, SIXTH, EIGHTH, AND SIXTEENTH BENDS 


Size. 

Inches | 

2 1 

3 1 

4 1 

5 1 

6 1 

8 1 

10 

1 12 

Quarter Bend, Standard. . . . 

. Each |$0 

o 

o 

.55 ISO 

.70|l 

I1.05IS1.301 

S4.oo|; 

I5.90IS8.65 

Fifth Bend, Standard. 

. Each 1 

.451 

.801 

.801 

1.051 

1.301 

4.001 

5.901 

1 8.65 

Sixth Bend, Standard. 

. Each 1 

.40 1 

.601 

.601 

1.051 

1.301 

4.001 

5.901 

1 8.65 

Eighth Bend, Standard. 

. Each 1 

.35 1 

.451 

.60 1 

.801 

1.051 

4.001 

5.90 1 

1 8.65 

Sixteenth Bend, Standard .. 

. Each 1 

.351 

.501 

.60 1 

.801 

1.001 

4.001 

5.901 

1 8.65 

Quarter Bend, Extra Heavy 

. Each 1 

.551 

.70 1 

.85 1 

1.251 

1.551 

5.001 

6.50110.80 

Fifth Bend, Extra Heavy.. . 

. Each 1 

.601 1 

.001 1 

.001 

1.25 1 

1.551 

5.001 

6.50110.80 

Sixth Bend, Extra Heavy... 

. Each 1 

.451 

.751 

.75 1 

1.25 1 

1.551 

5.00 1 

6.501 

|10 80 

Eighth Bend, Extra Heavy.. 

. Each 1 

.401 

.55 1 

.751 

1.00 1 

1.251 

5.00 1 

6.50 

10 80 

Sixteenth Bend, Ex. Heavy. 

. Each 1 

.40 1 

.701 

.701 

1.001 

1.251 

5.001 

6.50 

10 80 


QUARTER BENDS 

SIDE INLET heel INLET 



C 36120 C 36122 C 36124 

RIGHT OR LEFT HAND SIDE INLET AND HEEL INLET 


Size . . Inches | 

2 1 

3 1 3 1 

4 1 

4 1 

4 1 

5 1 

1 

•'i 1 

« 1 

(i 1 

6 

Size Inlet In. | 

2 1 

2 1 3 1 

2 1 

3 1 

4 1 

2 1 

3 1 

4 1 

2 1 

3 1 

4 

Stand’d 

Ea. 1 

S1.25|S1.25|S1.25| 

S1.25I 

S3.10|S3.10|S3.70| 

$3.70 1 

S3.70|S4.30|{ 

14.30 IS4.30 

Ex. H’y 

Ea. 1 

1.551 

1.551 1.551 

1.551 

3.85 1 

3.851 

4.601 

4.60 1 

4.60 1 

5.401 

5.40 1 

5.40 


DOUBLE HUB 

QUARTER BEND EIGHTH BEND SIXTEENTH BEND 


C 36130 C 36132 C 36134 

DOUBLE HUB QUARTER, EIGHTH, AND SIXTEENTH BENDS 


Size. 

.Inches| 2 | 3 | 4 

1 5 1 6 

Standard. 

.Each iso.75 ISO.95 |$1.20 

S1.85|$2.45 

Extra Heavy. 

.Each 1 .901 1.151 1.40 

2.301 3.05 


Special Fittings not shown furnished to order. 
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CAST IRON SOIL PIPE FITTINGS 


LONG QUARTER 
BEND 



long eighth 

BEND 



C 36142 C 36144 

^ - l-ONG Q UARTER AND EIGHTH BENDS 

Size.~ .- - 

Length in the Clear ~ .. — ~ —!—-—!— - ! I ^ I 3 

P F Tce. Extra Heavy . . . —. |$ 1 .50l$T785T$^ 

Length in the Cle ar . .Tnrhr^ I v- —I— - —I— - * ^ I ^ I S 

Price, Standard.~ ~. r.il! L 

-- — . h.4()| 6.15n ?rnn 

long sixth ben ds 

Price, 4-inch, Ext r a Heavy, 18 inched in the nipar — 

~ . . 

WITH FOOT 

REST WITH FOOT REST. 

H. H. AND COVER 

LONG QUARTER 
BENDS 



C 36146 



C 36148 


LONG QUARTER BENDS WITH FOOT REST, H. H. AND 


Size,. . _-_ 

Length in the Clear . .Inches 

Price, with Font. T?4iof ' -.in ches 


COVER 


2 

14 


I 3 I 


g with Foot K est. >standlarfi-irr ~r l ^ 

Pripp wif.h hiTtrn : III 1L L. ia;2. fif).^n 

P^e,_ with Foo t Kest: H. 

Price,-with FootR^CTTTT^HdC^fe^^^ ^ 


I 


6 

18 


18 

$5.55 |$().5o 


<) • «r> I 7.6r> 


SANITARY 
LONG SWEEP 
BEND 



SHORT SWEEP 
BEND 



C 36160 


C 36164 

LONG AND SHORT SWEEP BENDS 


DOUBLE QUARTER 
BEND 

■M 


C 36170 



Size.. . 


DOUBLE QUARTER BENDS 


Price, Doupie Quarter Ben ds StandarH.! - I 

Fneg^Uouble Ouane r HenS . ^0 j$2. 4. M$2.80 | S2. 80 |S 2 . 8(1 


I 85 I 3.05 I 3.45 1 3.45 1 3.45 
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CAST IRON SOIL PIPE FITTINGS 

BENDS, WITH SCREW CLEANOUT 

QUARTER^BEND Fir^lT^HBElfn INCREASING INCREASING 

QUARTER BEND EIGHTH BEND QUARTER BEND EIGHTH BEND 

a ^ a._ A 



C 36176 C 36178 C 36180 C 36182 

INCREASING QUARTER AND EIGHTH BENDS 

Size. 

.Inches 14 x 6 

Extra Heavy Quarter Bends. 

.Each i $3.50 

Extra Heavy Eighth Bends. 

.Each! 3.50 

INCREASING QUARTER & EIGHTH 

BENDS, WITH SCREW CLEANOUT 

Size. 

.Inches (4 x 6 

Extra Heavy, with 4-inch Brass Trap Screw.Each|S7.25 

RETURN 

SINGLE HUB 

BENDS 

DOUBLE HUB 

C 36200 

C 36202 

Size. 

Inches | 2 | 3 1 4 | 5 | 6 

Standard, Single Hub. 

. .Each|$1.25|$1.50|$l.70112.45183.10 

Extra Heavy, Single Hub. 

..Each! 1.551 1.851 2.0oj 3.05] 3.85 

Standard, Double Hub. 

. .Eachl 1.351 1.60| 1.75| i 

Extra Heavy, Double Hub. 

..Each] 1.701 2.001 2.20| i 

“Y” CLEANOUT 

COMBINATION “Y” AND 
EIGHTH BEHD CLEAHOUT 

C 36216 

C 36218 

Size. 

Inches | 2 | 3 | 4 | 5 | 6 

Cleanout, Standard. 

. .Each|$1.40|$2.00|82.45184.30184.95 

Cleanout, Extra Heavy. 

..Eachl 1-851 2.451 3.051 5.401 6.15 

Comb. “Y^^ and }4 Bend Cleanout, Stand. 

..Eachl 1.851 2.451 3.10| 4.95] 6.15 

Comb. “Y” and Bend Cleanout, Ex. Hvy. Each 1 2.30| 3.05| 3.851 b.l5| 7.70 
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“T’* BRANCHES 
WITH HAND HOLE 
CLEANOUT 



CAST IRON 
SOIL PIPE FITTINGS 


“T” CLEANOUT 
WITH SQUARE HAND 
HOLE AND COVER 


C 36220 


C 36222 



T BRANCHES, WITH HAND HOLE CLEANnilT 


Saw.'tfe g 


Extra 


Heavv..:^ach |5$1.05 |$1.70 

— ^ ^.Each! 1.25 I 2 . 15 


$1.85 

2.30 


$2.45 

3.05 


$3.70 

4.60 


Size. 


JEE CLEANOUTS WITH SQUARE HAND HOLE AND COVER 


$5.00 

7.50 


With • JS- Cover, Standard. . . . . ^ach 

With Square H. H. and Cover. Extra Heavy . .. .Each 


‘T”BRANCH 


$ 1.20 

1.50 


3 I 4 


“T”BRANCH 
SIDE INLET 


LONG “T” BRANCH ‘ 


$I.90i$2.10 

2.401 2.65 


$3.20 

4.00 


$4.30 

5.35 




C 36240 


C 36242 



T”BRANCH 
TAPPED FOR 
IRON PIPE 


'‘T’* BRANCH 
HUB ENOS 




C 36246 


C 36248 


C 36254 


Standard.Each 

Extra Heavy .. Each 

$0.55 

.75 

$0.75 

.90 

.-SXd 

$0.85 

1.10 

4x2 

$0.85 

1. 10 

4x3 

$1.00 

1.25 

4x4 

$1.15 

1.40 

5x2 

$1.20 

1.45 

,s 

5x3 

$1.25 

1.55 

1 

5x4 

$1.40 

1.70 

5x5~ 

$1.65 

2.00 

Size.Inches 

6x2 

6x3 

6x4 

6x5 

6x6 

7 

ytandard.Each 

Extra Heavy .. Each 

1.80 
2.15 

1.80 

2.15 

^1.80 

2. 15 

2.00 

2.45 

2.00 

2.45 

7.00 

9.80 

6.00 

9.00 

lU 

10.80 

15.10 

12 

15. 10 

19 40 

i 15 

33.60 

T BRANCHES, SIDE INLET 

Size of Inlet. . . , . 




42.00 

kxira tor inlets add to above list.. I 

Inlets add to 

2 

$1.00 

1.50 

3 

$1.25 

2.00 

4 

$1.50 

2.50 

5 

$2.00 

3.00 

6 

$2.50 

3.50 


Size 


StaTidard. RapIi 

Extra Heavy. . .. .. ! . ! . Each 

Size.\. inches ' 

Length in uiear. ..Inches 

Standard.Each $5.35 

Extra Hoavy.Each 6.60 

Size. 


^. Inches 

Length in Clear.inches 36 

Standard.Each $7.70 

Extra Heavy.Each 9.55 


24 

$2.25 
2^5 

T8 

$4.20 

5.25 


30 I 36 

$4.20 $4.05 
4.45 I 5.05 


24 

$4.95 
6. 15 


5 


30 

$5.70 
7. 10 


36 

$6.60 
8. 15 


r 18 I 

$3.50 
4.30 

Ts 

$4.90 
6. 15 


, 30 
$4.10 $4.65 
5.051 5.85 


24 

$5.80 

7.25 


30 

$6.80 

8.45 


Size. ■ 

Thread. .. .TTT 

Standard. 


2 

IM, 1M,2 

3 

IH, 1H.2 

$0.85 

1.10 

■ iiwiv f-ii 

4 

IK, 1^.2 

nc. 

5 

IM. 1 K.2 

Extra Heavv .. 


$0.70 
.85 

$1.00 

1.25 

$1.60 
2.00 


Size 


T BRANCHES, ALL HUB ENDS 


2.50 

3.10 


Standard. . .'... 


Extra Heavy.'..Each ($2.25 |$3.45 

. . Each! 2.75 1 4..30 




$4.65 $5.65|$7.35 
5.85 7. 05 9.20 




















































































































































































































CRANE 
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CAST rRON SOIL PIPE FITTINGS 

SANITARY “T" BRANCH 


SANITARY “T” BRANCH 
RIGHT HAND SIDE INLET 




C 36260 


C 36262 


SANITARY “T” BRANCHES 


Size. 

..Inches 

2x2 

3x2 

3x3 

4x2 

4x3 

4x4 

5x2 

5x3 

1 5x4 

5x5 

Standard. 

.. Each 

$ .55 

$ .75^ 

$ .85 

$ .85 

$1.00 

$1.15 

$1.20 

$1.25 

$1.40 

$1.65 

liiXtra Heavy Each 

.75 

r .90 

1.10 

1.10 

1.25 

1.40 

1.45 

1.55 

1.70 

2.00 

Size. 


6x2 

6x3 

6x4 

6x5 

6x6 

*7 

*8 

*10 

*12 

*15 

Standard . 

. . .Each 

1.80 

1.80 

1.80 

2.00 

2.00 

7.00 

6.00 

10.80 

15.10 

33.60 

Extra Heavy .Each 

2.15 

2.15 

2.15 

2.45 

2.45 

9.80 

9.00 

15.10 

19.40 

42.00 


—. —wy 

Size of Inlet.Inches I 

12 13 

4 1 5 1 

1 6 

Extra for Inlets to be added to above list of 
Sanitary ‘"T” Branches.Each| 

r 1 

$1.001$1.25 

$1..50| 

l$2.00 

l$2.50 

Extra for Brass Trap Screws including Inlets, I 

add to above lists. Each | 

1.50 2.00 

2.50 

3.00 

3.50 


SANITARY “T” BRANCH 
TAPPED FOR IRON PIPE 



C 36266 


LONG SANITARY “T” BRANCH 



C 36263 


Size.Inches 

2 

3 1 

4 1 

5 

6 

Thread.Inches 

IK, IK, 2 

IV4, IV2, 2 1 

IM, 2 1 

IK, IK, 2 

w. iH, 2 

Standard... .Each 

$ .75 1 

r $ .95 1 

r $1.25 1 

r $1.85 

r $ 2.95 

Extra Heavy .Each 

.90 

1 Oo 1 

1.55 1 

2.30 

3.70 


LONG SANITARY “T” BRANCHES 


Size.In.| 

2 

3 1 4 

Length in Clear In | 

18 1 24 

1 18 1 24 1 30 1 36 1 18 1 24 1 SO 1 36 

Standard_Each | $2.001 $2.25 

$3.00|$3.60|$4 20l$4.05l$3.50|$4.10|$4.65|$5.35 

Extra Heavy Each | 

2.451 2.75 

3.251 3.851 4.451 5.051 4.30| 5.051 5.85| 6.60 

Size. 


5 16 

Length in Clear. 


18 1 24 1 30 1 36 1 18 1 24 1 30 1 36 ■ 

Standard. 

.Each 1 $4 20!$4.95|$5.70I$6.60I$4.90I$5.80I$6.80I$7.70 

Extra Heavv. 

.Each 1 

5.251 6.151 7.101 8.151 6.15| 7.25| 8.45| 9.55 
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CRANE 


CAST IRON SOIL PIPE FITTINGS 

SPECIAL REDUCING SANITARY TEES SPECIAL REDUCING Y’S 







___ ^ 33276 ___ Q 3S278 

. ..Inches 14x2x4 14x3x4 Ii 

S p eciarRed^ i ^ Sa nitai-v T, standard. Eachla a I.nm9 

Special Reducing Sanitary T, Extra Heavy.. Each I 3 7ni a 7 n h vgi ^ irr 

S^g-clal Reducing - Y T^andard. .. ' 

Special RcduHi...\.i..xtra Heavy. . ' Ka chl B.y.il a ?n I 

TAPPED FOR 
IRON PIPE 

r 


C 36280 C 36282 c 36284 C 36300 

INVERTED “Y” BRANCHES _ 

‘ ‘ ^ . Inches! 2x2 | 3x2 | 3x3 | 4x2 I 4x3 I 4x4 I 5x2 I 5x3 

.I $ 1 .00 I $ 1.40 I f 1.40 I $ 1.70 I il. 7 0 I uti .70 I $2.45 $2.45 

p a ce. Extra He avy.1.25| 1.85| 1.851 2.151 2.15 T 2 ISl ^. 05 I 3.05 

.Inches I 5 x4 I Sx.5' I (ix2 I fiv 3 I «v4 | nwr, , p,,,. 

P r ice. Standard . Each | .■.;3.10 | S3.40 133.70 I $3.70 IS4.95 ISS 05 I »4 Q .5 

Price. Extra Heavy .Each| 3.85| 4.(i0| 4.60| 4.60| 6. 15| 6.15| 6 15 

INVERTED “Y” BRANCHES. TAPPED FOR IRON PIPE 

... •> \ ^ | - ^ ~ 

•.Inch esi 1-4. H4. 2 I 1 i<f 1 U 3 l i ic^ i la: o 

Price. Extra Heavy .Each| 1.70 | 2.45 j- 2 T 75 - 

__ DOUB LE INVERTED Y’S 

. . inches I 2X2 I 3x2 | .3x3 I 4x2 I 4x3 I 4x4 

r , ,,. .Each|*2.45|$3.10|*3.10|.S3.70|$3:70|$3.70 

aeavy.. . Each| 3.051 3.85 1 3.851 4.601 4 an I 4 an 

_ LONG “Y” BRANCHES 

. Inches I 2 i 2 i 3 i 3 i a i 3 

. inches I 18 I 24 I 18 I 24 I .30 I 3 fi 

Price. Standard . Each I $2.001S2.251 i j-j- 

Price. Extr a Heavy . Each| 2.45| 2 .751 3.251 3.851 4 45 1 5 ns 

. Inches I 4 | 4 i 4 i 4 i 5 -i- 5 — 

. Each I 18 I 24 I 30 I 36 I 18 I 24 

” „.. .Each|$3.50|$4.10|$4.65|$5.35| IflTss 

Extra Heavy .Each| 4.301 5 .051 5.851 6 Roi 5 2 . 5 ! n ,.5 

. Inchesi 5 | 5 i 6 j 6 i 6 i 6~ 

.. . I I 18 I 24 I 30 I 36 • 

Htanaard.... . Each|$5.701$6.60 1$4.90IS 5 .SOISfi sn 1187 7 n 

Extra Heavy. Each | 7.10| 8.15| 6.151 7.251 8.451 9.55 
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CAST IRON SOIL PIPE FITTINGS 



“Y” BRANCH 


HALF “Y” 


“Y” BRANCH 


HALF “Y” 


“Y” AND HALF “Y” BRANCHES 


Size . Inches 1 2x2 | 3x2 1 3x3 | 4x2 | 4x3 

1 4x4 1 5x2 

1 5x3 1 5x4 1 5x5 

Price, StandardEa. 

I0.55IS0.75 

S0.85|$0.85 

$1.00 

SI. 15 

SI. 20 

SI. 25 

SI.40 

SI. 65 

Price, Ex. PPy.Ea. 

.751 .90 

1.101 1.10 

1.25 

1.40 

1.45 

1.55 

1.70 

2.00 

Size.Inches 

1 6x2 

6x3 

6x4 

6x5 

6x6 

7 

8 

10 

12 

15 

Price, StandardEa. 

1.80 

1.80 

1.80 

2.00 

2.00 

7.00 

6.00 

10.80 

15.10 

33.60 

Price, Ex. H’y.Ea. 

2.15 

1 2.15 

2.15 

2.45 

2.45 

9.80 

9.00 

15.10 

19.40 

42. op 


‘‘Y^VAND HALF “Y’* BRANCHES, SIDE INLET 


Size of Inlet.Inches 

2 

3 

4 1 5 

6 

Price Extra for Inlets to be added to above lists of 

Branches.Each. 

.$1,00 

SI. 25 

SI. 50 

$2.00 

$2.50 

Price Extra for Brass Trap screws, including Inlets 

add to above list.Each 

1.50 

2.00 

2.50 

3.00 

3.50 


DOUBLE “Y” DOUBLE HALF DOUBLE “Y” DOUBLE HALF 

BRANCH “Y” BRANCH BRANCH “Y” BRANCH 

SIDE INLET SIDE INLET 



DOUBLE AND DOUBLE HALF “Y” BRANCHES 


Size.Inches 

2x2 1 3x2 

3x3 1 4x2 1 4x3 

4x4 

5x2 

5x3 

5x4 

5x5 

Price, StandardEa. 

S1.25IS1.65 

S1.65|S1.80|S1.80 

$1.80 

S4.95 

S4.95 

S4.95 

S4.95 

Price, Ex. H^y.Ea. 

1.55| 2.00 

1 2.001 2.151 2.15 

2.15 

1 6.15 

6.15i 

6.15 

6.15 

Size.Inches 

1 6x2 1 6x3 1 6x4 

6x5 1 6x6 

1 7x7 

8x8 

10x10 

12x10 


Price, StandardEa. 

1 6.151 6.151 6.15 

6.151 6.15 

10.50 

9.00 

16.20 

22.70 


Price, Ex. H’y.Ea. 

1 7.70] 7.701 7.70 

7.701 7.70 

14.70 

13.50 

22.65 

29.15 

1 

DOUBLE AND DOUBLE HALF “Y” BRANCHES, SIDE INLET 

Size of Inlet.Inches | 2 

3 I 4 

5 

6 

Price Extra for Inlets to be added to above 

lists of Branches.Each 

$1.00 

SI. 25 

SI. 50 

S2.00 

S2.50 

Price Extra for Brass Trap Screws including 

Inlets to be added to above lists.Each 

1.50 

2.00 

2.50 

3.00 

3.50 
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CRANE 


CROSS 


CAST IRON SOIL PIPE FITTINGS 

SANITARY CROSS CROSS 


SIDE INLET 


SANITARY CROSS 
SIDE INLET 



C 36350 


C 36352 


C 36354 


C 36356 


CROSSES 


^ze . Inches I 2x -J | 3x2 | 3x.i I 4 x2 I i 

Standard^ i®i oc i<».^ — - -L-I±2_ 


atanoarg.Eac h |T1 "'i 111. 0 j iri c-jli j.ji i i.ri. 

firtra Heavy -- „■■, ^^■,^ *,-f° ^^ >^0|»l-80|»4.95|$4.95H4.asl «4.95 


Size. 


. Inches 


1 . 55 1 2.001 2.001 2.151 2.151 2.'l.5rfi~7^ 


6151 6.151 6.15 




70| 14.701 13.501 22.651 2q‘ia 



.. . Inches , 

Standard.. Each I $6. 




701 13.50 1 22.651 29.1.5 


Size.. . 


CROSSES AND SANITARY CROSSES. SIDE INLET 


EU ca lor Inlets to be added to ab57m ; 7--T^SIl T^ L 


I 6 


.00 I $2.50 


CROSS 

TAPPED FOR IRON PIPE 



SANITARY CROSS 
tapped for iron pipe 


•f* 


C 36366 


C 38368 


__ crosses, tapped fo r iron pipe 

.Inches I 


Thread.Inches I IW.l 

Standard.Each I 


I 


I 


Extra Heavy . .Each I 


^ ^ ^ i 1M. 1H. 2 1 1 n rr 

L 51.40 J_ $2,25 'I-i05~ 


$1 ■ 15 

1.40 


$1.25 

1.55 I 


1.70 


I 2,80 I 


SANITARY CROSgpg TAPPED FOR IRON PIPF 

. Inch es I 9 i o . , . 

'^mread.inche.s M Lf i o [ ^ w ^ . 2 I i i.- j - - - - 

pSjard^ .Kachl f, ^ ^ » 

jixtra Heavy.Each | 1 " 55 —|- ^ 


4.30 


1.85 I 


^ I J 1^.2 I 11 ^. 1 U .>2 

*1-75 I - $2.75 ~1 $4.10 


2.15 I 


3.40 I 


5.10 
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CAST IRON SOIL PIPE FITTINGS 


OFFSET INCREASER INCREASER SHORT INCREASER 



C 36380 C 36386 C 36388 C 36390 


OFFSETS 


Size.Inches 1 2 

2 

2 

1 2 

i 2. 

1 2 

1 2 

1 2 

2 

1 2 

Offset.Inches 

2 

4 

6 

8 

10 

12 

1 14 

16 

18 

20 

Standard.Each 

$0.60 

$0.60 

$0.75 

$0.75 

$1.00 

$1.15 

$1.25 

$1.35 

$1.70 

$2.00 

Extra Heavy .. Each 

.75 

.75 

.90 

.90 

1.25 

1.40 

1 1.55 

1.70 

2.15 

2.45 

Size.Inches 

2 

1 2 

2 

3 

1 3 1 3 

1 3 

3 

1 3 

3 

Offset.Inches 

22 

24 

26 

2 

4 

6 

i 3 

10 

12 

14 

Standard.Each 

2.20 

2.45 


.95 

1.00 

1.101 

1.25 

1.50 

1.65 

1.90 

Extra Heavy .. Each 

2.75 

3.05 


1.15 

1.25 

1.40 

1 1.55 

1.85 

2.00 

2.30 

Size.Inches! 3 j 3 

1 3 1 3 

1 3 

3 1 4 

4 

4 

1 4 

Offset.Inches 

16 

1 13 

1 20 

j 22 

1 24 

26 

2 

4 

6 

1 3 

Standard.Each 

2. 101 

2.30| 

2.751 

3.101 

[3.70 


1.00 

1.00 

1.101 

1.25 

Extra Heavy .. Each 

2.60 

1 2.90 

1 3.40 

1 3.85 

1 4.60 


1.25 

1.25 

1.40 

1 1.55 

Size.Inches 

1 4 

1 4 

1 4 

1 4 

1 4 

1 4 

1 4 

1 4 

1 4 

1 6 

Offset.Inches 

10 

12 

14 

16 

18 

20 

22 

24 

26 

2 

Standard.Each 

1.50 

1.60 

1.90 

2.00 

2.30 

2.60 

3.10 

3.70 


2.45 

Extra Heavy .. Each 

1.85 

2.00 

2.45 

3.40 

3.55 

4.30 

4.60 

5.05 


3.05 

Size.Inches 

5 

1 6 

1 5 

1 5 

5 

5 

5 

6 1 

5 

1 6 

Offset.Inches 

4 

6 

8 

10 

12 

14 

16 

18 

20 

22 

Standard.Each 

2.45 

2.65 

3.00 

3.50 

3.65 

5.05 

5.35 

5.85 

6. 15 


Extra Heavy .. Each 

3.05 

3.40 

3.80 

4.00 

4.45 

6.30 

6.60 

7.25 

7.55 


Size.Inches 

5 i 

1 6 1 

1 6 1 

1 6 1 

1 6 ' 1 

1 6 1 

6 1 

1 6 1 

! 6 1 

1 6 

Offset.Inches 

24 

26 

2 

4 

6 

8 

10 

12 

14 

16 

Standard.Each 




3.35 

3.35 

3.70 

4.30 

4.95 

6. 15 

6.75 

Extra Heavy ,. Each 




4. 15 

4. 15 

4.60 

5.40 

6. 15 

7.70 

8.30 

Size.Inches | 

i 6 1 

1 6 1 

6 1 

6 1 

6 1 

1 7 1 

7 1 

3 1 

3 1 

8 

Offset.Inches 

18 

20 

22 

24 

26 

4 

3 1 

4 1 

6 1 

8 

Standard.Each 

7.10 

7.40 






8.00 



Extra Heavy .. Each 

8.75 

9.20 




12.60 

15.401 

11.00 

12.001 

13.00 


Add to~Above Lists for 2 inch Vent or Heel or Side Inlet.Each|$l.Q0 


INCREASERS, HUB END TO GOVERN PRICE 


Size. 

Inches | 

1 2x3 

1 2x4 1 

1 2x5 ! 

2x6 1 

1 3x4 

1 3x5 

1 3x6 

! 4x5 1 

CO 

! 4x8 

Standard_ 

Extra Heavy 

.. Each 

$0.90 

1.101 

j$0.90 

1 1.10! 

$1.25 

! 1.55! 

$1.85 

2.301 

!$1.85 

I 2.301 

$1.85 

I 2.301 

$1.85 

[ 2.301 

$1,851 
f 2.301 

|$1.85 

2.30 

$1.85 
2.30 

Size. 

Inches 

1 5x6 

! 5x8 

1 5x10! 

6x7 

1 6x8 1 

! 6x10 

1 7x8 

! 8x10 1 

1 8x12 

110x12 

Standard_ 

Extra Heavy 

.. Each 1 

1 2.45 

3.05 

2.451 

3.051 

1 2.65] 

3.351 

2.251 

3.85 1 

1 2.001 

5.00 1 

3.401 
' 4.251 

4.30 

5.401 

4.35j 
I 7.001 

1 7.35 
9.20 

9.20 
11.50 


INCREASERS, TAPPED FOR IRON PIPE 


Size Hub. 


1 2 

1 3 

1 4 

4 

1 5 

1 3 

1 4 

Thread. 

Standard. 

Extra Heavy. 

Short Standard. 

Short Extra Heavy.... 


IM 

$0.60 

.75 

.90 

iy2 

$0.60 

.75 

.90 

1>^ 

$1.40 

1.10 

IH 

$1.50 

1.85 

1.00 

1.25 

1^ 

$1.50 

1.85 

1.00 

1.25 

$ 

1.25 

1.55 

2 

$1.40 

1.70 

1.10 

2 

$1.50 

1.85 

1.00 

1.25 

Size Hub. 




!■ 5 

6 

1 4 

5 

6 

Thread. 




2 

2 

3 

3 

2 

Standard. 




. Each 

$2.10 

2.45 

1.25 

1.55 

$ 

$1.85 
2.30 

$2. 10 

$ 

Extra Heavy. 

Short Standard. 




. Each 


Short Extra Heavy. 




. Each 

2.30 



2.30 
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CRANE 


CAST IRON SOIL PIPE FITTINGS 

w77hsET® vent cap ERESH Arn SINGLE 

SCREW HUB 

^ ® I 

C 36412 C 36414 c 36416 c 36422 

VENT CAP WITH SET SCREW 

.^ I L I 4 I 5 I 6 

___vent caps and fresh air inlets - 

Size. ~ TFii — -:--- 

SINGLE HU^ 

■.. . . . ^ Indies I ^ I j ^ I I ^ ^ 

S t andard Single Hub .. . , Ji:ach |$. 50 |$. «5 |$. 70 |$ 1.25 1 361 ^Lo I - 
Wa Heavy single Hub. Kach I .60 | .90| ..,o| i.ssj 2.45i 4;9o! rsnl ■ 


DOUBLE 

HUB 


REDUCER 



■ I 

C 36424 c 36426 C 36428 c 36430 

DOUBLE HUBS _ 

standard Double Huh' I ""(jpi | | 10 I 12 

_ __ SLEEVES 

. Inches I 2 i 3 I i I - i r i . i . . 

REDUCERS - 

. Incnesi 6x4 | 6x5 I 7x6 I Xvfi I in^ w i i 

Hxtra^Lavy'.. STi oor?'^u!’'455i*4o” !*^-^^'* ^-^sisigTso 

---~ i^^acni 1.0 01 1.001 4.551 4.251 6.20| 10.80 1 22 ~^ 

- _ PL UGS^ 

.InchesI 2 | 3 I 4 I l n i >7 1 o 1 

Mleavy.....v.v.....v.l:;;;r”:3r’';:^^ 


= i 

































































































































































CRANE 


651 


. CAST 

FLOOR PLATE 

IRON SOIL PIPE FITTINGS 

PIPE RESTS STRAINER PIPE HOOK 

PLAIN 

C 36436 

C 36438 C 36442 

FLOOR PLATES 

C 36444 

Size. 



Price, Standard. 


.Each ISO.75 

Price, Extra Heavy 


.Each 1 .90 

PIPE RESTS 

Size. 

.Inches 1 2 | 3 | 4 | 

5 1 6 1 8 1 10 

Price, Plain Standard. 

.Each|$0.30|$0.40|$0.40|$0.75|$0.95|$1.75|$2.15 

Price, Plain Extra Heavy 

.Each| .401 .451 .45| 

.901 1 15| 2.25] 3.25 


STRAINERS 


Size. 


Price, Standard. 

.Each|80.10|$0.15|$0.20110.251*0.25 


PIPE HOOKS 


Size. 



Price. 


.Eachl$0.08l$0.111$0.13i$0.16|$0.20 



PIPE BANDS 


PLAIN 

“T” BRANCH “Y” BRANCH 


s A di 

C 36460 C 36462 C 36464 


PLAIN 


Size.Inches I 2 | 3 | 4 | 5 | 6 

Standard.Each|$0.90|81.00|$1.15|$1.35isi.60 

Extra Heavy.Each! 1.10| 1.25| 1.40| 1.70| 2.00 


WITH “T” OR “Y” BRANCHES 


Size. 

.Inches| 

2x2 1 

3x2 1 

3x3 1 

4x2 1 

4x4 1 

5x2 1 

5x4 1 

5x5 1 6x2 1 

6x4 

Standard.. 

...EachlSl.051 SI.201$1.20|$1.30l$l.501$1.60181.751$1.85181.95182 .10 

Extra Heavy .Each | 

1.301 

1.451 

1.451 

1.601 

1.851 

2.001 

2.151 

2.301 2.451 

2.60 
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CRANE 


CAST IRON SOIL PIPE FITTINGS 


“T” SADDLE 


"T” SADDLE 
HUB 




“Y” SADDLE 
HUB 




HALF “Y” 
SADDLE HUB 



C 36470 

C 36472 c 36474 c 36476 

ctyij 

SADDLE AND “T” SADDLE HUBS 


Size. 

.Inches] 2x2 | 3x2 | 3x3 I 4x2 1 4x3 1 4x4 

1 5x2 1 5x3 

Price, Standard.... 

■ EachjilfO.yaiW.SOItO.gOIIO.SOIIO.90110.901*0 901*0 95 

Price, Extra Heavy.. 

..Each] .9,5! 1.00] 1.00] l.OOj 1.10] 1.10 

1 1.10] 1.15 

Size. 

Inches] 6x4 ] 5x5 ] 6x2 ] 6x3 ] 6x4 ] 6x5 

6x6 1 

Price, Standard. . . 

..Each]$1.00]«1.00]S1.00]«1.00]$1.00]$1.05 

[$1.15] 

Price, Extra Heavy. 

..Each] 1.25] 1.25] 1.25] 1.25] 1.25] 1.30 

1.40]... 

((Y> 

Gi yp 

’ AND HALF “Y” SADDLE HUBS 


OlZti. 

Price, Standard. . . 

incnesi Zxl^ | ^5x2 | 3x3 | 4x2 | 4x3 | 4x4 | 5x2 1 5x3 

. •Each]|0.80|*0.90]$0.90|$0.90|$0.951$().95i$0.95i$l 00 

Price, Extra Heavv 

..Each] 1.00] 1.10] 1.10) 1.10] 1.15] 1.15] 

1.15] 1.25 

1 rv 

oize. 

Price, Standard. 

Inches] 5x4 ] 5x5 ] 6x2 ] 6x3 ] 6x4 ] 6x5 ] 

. .Each]$1.05]$1.05]$1.15]S1.15]$1.15].fl.251 

6x6 1 

1.25] 

Price, Extra Heavv 

..Each] 1.30] 1.301 1.401 1.401 1.401 1 55] 

1.55] 


SADDLE HUB 


‘Y” SADDLE HUB 




CONNOLLY SADDLE HUBS 

FOR STANDARD OR EXTRA HEAVY PIPE 


C 36478 

C 36480 

.Inches I 2x2 | 3x2 | 3x3 | 4 x2 I 4x3 I 4^ I i g..^- 

T Jlubs, Btand ard.Each|W.75|$0.80|$ 0.80!SO.gOl.m .. 

raubs, Extra He avy..KachI .951 1.00| 1.00 1.001 TliT. in ? ” 

g jlubs.8tandard.Hach| .80| .90| .90| .901 

Y Hubs, Extra Heavy,. Each I 1 . 00 | 1 . 10 | l.io | i.io| j ^ 

. Inches I 5x4 I 5x5 | bx2 | | | ^ ^ ■ 

T Hubs, Standard. Each|$1.00|$ i.oo|«i onlaii „nlti 

THubs, Extra Hea vy. Each] 1.2h| 1.251 1.2,51 1 

FHubs, Standard.Each| 1.05 l-PsTT-i^T-rTl]^^ 

Y Hubs, Extra Heavy.Kach| 1.301 1.30| 1.401 1.4U| I.4o| 1^.5.5 t~rS 
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CAST IRON SOIL PIPE FITTINGS 

PLAtN TRAPS 




.Inches I 2 


Standard. .Each|$ 

Extra Hea\-y.Each] l.ioj 


I 4 I 5 I 6 I 8 


.15|$1.50|$4.30|$4.95|$10.00 
1.401 1.851 5.401 6.151 13.00 


Size. 

Vent. 

Standard.... 

Extra Heavy 
Size. 

Vent. 

Standard..., 

Extra Heavy. 


Jnchesl 2 | 3 | 3 | 4 | 4 | T ~\—5- 

■Inches] 2|2|3| 2|3|4l2 - 

. .Each|$1.20|$ 1.35|$1.35|$2.20is2.20|!ll;2 9n|$4 nn 
..Each] 1 501 1.701 1.70 | 2.7 5| 2.751 2.751 5 00~ 

Inches! 5|5| 6|6l6lfilfi- 

Inches! 4|5|2 |3l4lfilfi - 

. .Each!$4.00!«4.00!$4.80| !$4.80!$4.8 0T$4l0~ 

..Each! 5.001 5.00| O Opj j O OP] 6.001 6~TO~ 
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CRANE 


CAST IRON SOIL PIPE FITTINGS 

TRAPS WITH HAND HOLE 
AND COVER 

“S” HALF “S” 

C 36496 C 36498 

Size. InchesI 2 | 3 | 4 | 5 I 6 I 8 

Standard.Each|$1.25|$1.85|$2.50|$4.95|$5.55|81 0.75 

Extra Heavy.Each| i:55| 2.30| 3.10| 6.15| 6.,90| 13.75 


RUNNING TRAPS 

plain with hub vent 

C 36502 c 36506 

Size.InchesI 2 | 3 | 4 | 5 j 6 ^ 8~’ 

Standard.Eachjs .90 1 $1.151$! .501 $4.30|$4.951 $10.00 

Extra Heavy.Each| l.ioj 1.40| 1.85| 5.401 6.151 13.00 


WITH HUB VENT 

Size.InchesI 2 | 3 I 3 i 4 ^ 4 \ 4 I 5 j ^ 

Vent.InchesI 2 | 2 \ 3 | 2 i 3 \ 4 \ 2 \ ^ 

Standard.Each|$1.20 |$1.35 |$1.35 |$2.20 |$2.20 i$2.20 i$4.00 I 

Extra Heavy.Eachj 1.50 | 1.70 | 1.70 j 2.75 | 2.75 | 2,75 | 5,0 0 | 

Size.InchesI 5 | 5 | 6 | 6 | 6 ^ 6 | 6 \ 7~ 

Vent.Inches! 4|5|2|3|4|5|6|6 

Standard.Each|$4.00 |$4.00 i$4.80 | |$4.80 i$4.80 i$4.80 |$14.00 

Extra Heavy.Each| 5.00 j 5.00 | 6.00 j j 6.00 j 6.00 j 6.00 I 16.80 

Size.Inches! 8 | 8 | 8 I 10 | 10 | 12 | 15 

Vent.InchesI 4|6|8|6|8|6| 6 

Standard.Each|$11.601$12.00j |$19.45| [^S29.35| ^ 

Extra Heavy.Each] 14.50| 15.00| j 25.90| j 36.70| 
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CAST IRON SOIL PIPE FITTINGS 


RUNNING TRAPS 


WITH HAND HOLE AND COVER 



C 36510 


WITH DOUBLE HUB VENT 



C 36514 


WITH HAND HOLE AND COVER 


Size. 


^vtrn . ■ .^^^^^•’’^ ^•25 isl.85|$2.50^$4■95|$5.55ISlQ ■75 

-'-— ^ 2.301 3.101 6.15 1 6.901 13 7 ^ 


Inches | 2 


I 3 I 


16 I 


RUNNING TRAPS WITH DOUBLE HUB VENT 


^ l ; i ^ i ; i ; i 

. * 1-80| S2.60I $2.60| $2.6 0| $4^80 

. \ JL1P± 3.25 \ 8.251 3.251 0 no 

^.t ' « ' « ' 

ri r! :?TT^ 

i'if 5!‘;^s!»£r 
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CAST IRON SOIL PIPE FITTINGS 


SISSON INSERTABLE JOINT 

Size. 


Standard. 


Extra Heavy.. 




C 36520 



BARRETT BACK WATER TRAP 


C 


BARRETT BACK WATER TRAPS 


^ize. . . Inches 1 4 j 5 | 

6 

8 

1 10 

Std. or Extra | | 

Heavy. . Each | $11.001 SI 4.00 

$15.00 

$50.00 

$75.00 


PALMER SEWER VALVES 


VALVES AND SETTINGS 


WITH HAND HOLE AND COVER 


WITH HUB 



VALVE ONLY 



C 36566 


Size.Inches | 2 | 3 | 4 | 5 | 6 | 8 | 10 

Valves and Settings.Each |$6.00|$6 50|$7.50|$9.00|$10.00 | $15.00|$3 0 00 


Valve and Setting, with Hub, furnished in 2, 4 and 6-inch only. 
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ADJUSTABLE SCREW FLANGED CLOSET BENDS 



C 36580 


C 36582 


C 36584 

FITTED WITH TARRED 
WOODEN TEST PLUG 
READY FOR TESTING 


C 36580, 4x12 inch es. I'lain. 

4x16 inches. Plain. 


C 36582, 4x12 inches. Tx 


——. J'wo 1 M or a inch I, P O nfninoa 

—^ '^° .ijl 2 !l^nch r. P Openings.. 
(-/ 36584, 4x12^ inches, Plain. ^ ^ -- 

4x16 inches, Plain.. - 


inches. Two I H or 2 inch I P 


-X wo i H or 2 in .h 1.' K Ooenin. . 

L7u5i^he.w.»e specked, iienda tapped 2 inch I. P. will b?7^;;nihJS- 


$2.40 


I 2.60 


I 2.80 


3.00 


2.60 


I 2.80 


I 3.00 


3.20 


CAST IRON CLOSET BENDS 

hub inlet 



C 3S586 


Description 

14 Inches 

End to Center 
Med- 1 Extra 
ium 1 Heavy 

18 Inches 

End to Center 
Med- 1 Extra 
iuTn ITTpnw 

o upenmgs on either side 1 $2.50 1 $1 | 

1 $3.25 

1 $3.85 

1 y 2 in. 1 . r. Upenmg on 
each side. .. I 

2.80 1 3.65 1 

3.75 

4 .45 

One 2 in. 1. p. Opening on 1 

each side.. | 

3.00 1 3.85 1 

4.00 1 

4.80 


adjustable screw flange inlet 


Description | — 

16 Inches, End to Contpr 

iNo Openings on either side | 

Medium 

1 Extra Heavy 

One 1 ^ in. I. P. Opening on I 
each side.... f 

$3.25 

3.75 

1 $3.85 

1 4.45 

One 2 inch I. P. Opening onl 
each side. f 

4.00 

’ 4.80 



C 36588 



C 36590 


REPUBLIC CLOSET BENDS 

4-INCH DIAMETER 

in tlPeSwinrstik Se^‘ 

No. 

1 - R 

2- R 

3- R 

4- R 

5- R 


Inlet. Ins. 

4^ 

4)^ 

6 
6 

41 ^ 


No. 

Inlet 

Ins. 

Outlet 

Ins. 

Style 

6- R 

7- R 

8- R 
10-R 

43/2 

6 

6 

4H 

12 P2 
153^ 
12H 
15M 

Tapped 2-inches R. and L. 
Plain 

Tapped 2 -inches R. and L. 
Tapped 1 ^-inches R. and L 


Outlet, Ins. 


12M 

12 

12^ 

12K 


Stylo 


Plain 

Tapped 1 H-inches R. and L. 
Plain 

Tapped 1 ^-inches R. and L 


No. 

Inlet 

Ins. 

Outlet 

Ins. 

Style 

12-R 

14-R 

16-R 

6 

4H 

6 

'rices 1 

15K 

15 H 
15 y2 

iiDon an 

lapped IH-inches R. and L. 
Tapped 2 -inches R. and L. 

1 apped 2 -inches R. and L. 

nliojlfirkn 





















































































































































CRANE 


ROOF FLASHES 

BULLARD ADJUSTABLE 



ON PITCHED ROOF 


C 36662 


GALVANIZED STEEL 


Size.Inches I l>i 1 13^ | 2 j 3 14 | 5 | 6 

Price.Per Dozen j $30.00 1 $30.00 1 $34.00 j $38.00 j $40.00 1 $57.00 1 $100 . 00 

COPPER 

Size.Inches! 134 I 13^ | 2 | 3 | 4 | 5 j 6 

Price.Per Dozen j $30.00 1 $30.001 $34.001 $38.00 1 $40.00 1 $57.00 1 $100.00 


The Bullard Adjustable Flash is adaptable to any roof from flat to 45 degree 
pitch. No solder is required. 

It consists of a two-piece steel or copper ball joint, a flange apron and a lead 
collar. 

The three flanged pieces are stamped out of 26 gauge cold rolled steel or 16 
ounce copper. The lead collar that encircles the flange at the top is for calking, 
insuring against any possibility of a leak at the top opening of flange, where the 
soil pipe passes through. 


OVERTON ADJUSTABLE ROOF FLASHES 



PITCH 


Overton Flashings are self adjusting to 
meet the pitch of any roof at any angle. 
It is not necessary to do any turning or 
twisting to get proper adjustment. Cut 
opening for soil pipe through roof, lay 
flashing over it and when soil pipe is in 
place tighten the bolt and a water-tight 
joint is formed. These flashings will not 
leak even if placed where snow and ice 
accumulate. 


_ No. 28 Galv. Iron 

2- inch.Per Dozen | $10 . 00 

3- inch . Per Dozen | 11.00 

4- inch.Per Dozen I 12.00 

5- inch.Per Dozen! 17.00 

6- inch.Per Dozen! 30 . 00 


1 


i 


t 


\ 
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SEWER PIPE AND FITTINGS 

WESTERN LIST, ADOPTED OCT. 25, 1919 



C 36700 


Weight, per Foot.Pounds | 9 | 15 

8 

23 

10 1 12 1 15 

35 1 43 1 60 

--- . . . ^ v/x ^ 1/ 1 t(p . o. 

J 

24 

.oo 

2 

7 

./u| ^ .yu| SI.30 

30 1 33 1 36 

vv eignt, per i^'oot.Pounds | 85 

100 1 120 

140 

224 

252 1 310 1 350 

.. Per Foot 1 SI. 70 

$2.00j$2.30 

13.00 

$4.50 

$5.50|$7.00|$8.00 


SEWER PIPE, DOUBLE STRENGTH 


w eignt, per h oot.Pounds |... | 75 

18 

118 

20 1 21 

138 1 148' 


S2.10 

36 

$2,501 $2.80 

39 1 42 

Weight, per Foot.Pounds | 190 | 265 | 290 | 335 

375 

.1. 


$9.00 

$10.00|$12.00 


ELBOW 

C 36702 



CURVE 


C 36704 


1-FOOT CURVE 

C 36706 


ELBOWS AND CURVES 



8 1 10 1 12 

-rice, Elbows.E^chl SI.001 SI 40 

Price, Double Strength. F.nph 

$2.00 

S2.80I $3.60 

.1 4.00 

Price, Curves.;.Eachl 1001 1 4n 

2.00 

2.801 .3 fiO 

x-rice, j^ouDie ^Strength. Each 

.Inches 

15 1 18 

20 

91 

i 4.00 

Price, Elbows. 

Price, Double Strength. Fnr>h 

Pnce, Curves.Each 

$10.401$13.60 

r12.001 16.80 

5 201 6 80 

$16.00 

20.00 

8 no 

$18.40 

22.40 

24 

$24.00 

28.80 

Price, Double Strength. Fnnh 

V « ^\j 1 LJ . Ov/ 

6.001 8.401 

o. uu 

10.00 

9.20 

11.20 

12.00 

14.40 
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CRANE 


SEWER PIPE FITTINGS 

WESTERN LIST, ADOPTED OCTOBER 25, 1919 


INCREASER REDUCER 



C 36710 


C 36712 


INCREASERS OR REDUCERS 


Size.Inches I 4 | 6 | 8 | 10 | 12 

Price.Each! $1.00| $1.40| $2.00| $2.80| $3.60 

Size.Inches I lE~\ 18 | 20 | 21 | 24 

Price.Eachl $5.20| $6.80| $8.00| $9.20|$12.00 


“Y” BRANCH “T” BRANCH 



C 36718 


C 36716 


“Y” OR “T” BRANCHES 


Size. 

...Inches 

4 

6 1 

8 1 

10 1 

12 

Price, 2 Feet. 

.... Each 

$1.00 

$1.40| 

$2.00| $2.80| 

$3.60 

Price, 2J4 Feet. 

. . . Each 


.1 

2.251 

3.151 

4.05 

Price, 2]/2 Feet, Double Strength. .. 

. . . . Each 


.1.1.1 4.50 

Size. 

...Inches 

15 

1 18 1 

20 1 

21 1 

24 

Price, 2 Feet. 

. ... Each 

$5.20| $6.80| 

$8.00| $9.20|$12.00 

Price, 23^ Feet. 


5.85i 

7.651 

9.001 

10.351 

13.50 

Price, 2)4. Feet, Double Strength... 

. . . . Each 

6.751 

9.451 

11.251 

12.60! 

16.20 


Branches with openings of 14-inch and larger, 50 per cent extra. 
Increasers have socket on small end, decreasers on large end. 
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*‘V'* BRANCH 


SEWER PIPE FITTINGS 

WESTERN LIST, ADOPTED OCTOBER 25, 1919 

DOUBLE “Y” BRANCH DOUBLE “T” BRANCH 





C 36720 C 36722 C 36724 

•‘V”, DOUBL E “Y” AND DOUBLE “T" BRANCHES . TWO FEET LONG 

n!!;.. 4 I 6 I 8 I 10 I 12 

.:7 .ii:ach| 81,501 $2,101 $3.00| $4.20| $5.40 

. InchesI 15 | 18 | 20 | 21 | 24 ' 

- . . ..Each! »7.801810,201112,00|$13.80|$18.00 

_“V”, DOUB LE “Y” OR "T” BRANCHES TWO A ND ONE-HALF FEET 

. Inches I 8~| 10 I 12 I 15 

^e, Double St^ngth .Each|.|.| 6.5OI 9.75 

0 7 7^;... inches I 18 | 20 | 21 | 24 

' • • •ju.E ach|$11.05|$13.00|$14.95|$19.50 

Pnce, Double strength. .Eachl 13.65| 16.251 I8.WIO0 

“S-TRAP “P-TRAP RUNNING TRAP RUNNING TRAP 

WITH H. H. 



C 36730 


C 36732 


C 36734 


C 36736 


Size. 


TRAPS 


■ Inches I 4 


Price, All Styles .Each| $2.50| $3.501 

— -_SLANTS 


10 


12 


■00| $8.40|$10.80 


. . Inches 

Price ■ ■ ■ . . 

Size. 


Price. 


• Each 

Inches 


■ Each 


$ 1.00 


15 


$5.20 


$1.40 


18 


).80 


10 


12 


$200| $2.801 $3.60 


20 


21 


24 


•00| $9.20|$12.00 


SLANT 



Branches with openings of 14-inch and larger, 50 per cent 
additional. Gutter, Split or Channel Pipe, 75 per cent of 
one foot sewer pipe. Stoppers, 50 per cent of one foot sewer 

pipf . 


C 36740 
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CRANE 


INFORMATION FOR ORDERING CRANE 
“HULBERT” FITTINGS 

Crane **Hulbert** Drainage Fittings are furnished in both long and short pat¬ 
terns. For sanitary reasons, the long turn fittings should be specified wherever 
possible. 

These fittings are made with integral supporting flange on inlet for our “Ex- 
pedio*^ Closets. They are furnished in 4x4 and 5x4 inch sizes, either right hand 
or left hand. The 4x4 inch fittings are usually furnished for closets in batteries 
up to six, and the 5x4 inch fittings, for closets in batteries of six or more. 

The long turn fittings can be furnished either in the single or double patterns 
for closets in single or double batteries, back to back. The short turn fittings are 
furnished in the single pattern only and should be used only where the utility 
corridors are narrow and where space can not be provided to take the long turn 
fittings. 

The regular tappings shown in the dimension tables will take care of closets in 
single batteries up to twelve, and double batteries up to twenty-four. 

When ordering, give the catalog number, size, tapping numbers, and, if single 
fitting, whether right or left hand, also if black or galvanized. 

Facing inlet of fitting, if stack is to the left, the fittings are right hand and if 
to the right the fittings are left hand. 

When six or less closets are installed in a single battery (see Fig. 22), we recom¬ 
mend that fittings with the odd tapping numbers be specified, which will give the 
maximum amount of pitch. As an example, when fittings for six closets are re¬ 
quired, the first fitting from the stack should be specified with “Tapping No. 1,“ 
second, “Tapping No. 3,“ third, “Tapping No. 5,“ etc., with “Tapping No. 11“ 
for the sixth closet. The differences in the tapping dimensions will give the neces¬ 
sary pitch to the horizontal drainage waste line. 



I • ■ ■ 


FIG. 22 
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INFORMATION FOR ORDERING CRANE 
“HULBERT” FITTINGS 

(CONTINUED) 


seven or more closets are installed in a single battery (see Fig 23) fittings 

example ihere fit- 

Ungs for twelve dosets are required, first fitting from the stack should be specified 
w. h Tappmg No. 1,” second, “Tapping No. 2,” third, “Tapping No 3 “ etc 
with “Tapping No. 12*’ for the twelfth closet ’ 



batt ** iraPOrtant that one of the Pitch Couplings C 37106 be provided for each 
battery of closets, to be installed as near the inlet connection to stack as nrac 

th?Ditch°of^ir W between the pitch of the inlet tapping and 

the pitch of the horizontal drainage line. ” 

In ordering, state whether the C 37106 Couplings are wanted with Right Hand 
threads or with Right and Left Hand Threads. ^ 
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CRANE 


CRANE “HULBERT” DRAINAGE FITTINGS 

CAST IRON—THREADED FOR WROUGHT PIPE 
SHORT TURN Y WITH INTEGRAL FLANGE FOR “EXPEDIO” WALL CLOSETS 



(PATENTED) 


CENTER TO 
FACE OF VENT 


CENTER TO 
FACE OF VENT 


C 37100 
RIGHT HAND 


NOTE—THE FLANGE ON THESE FITTINGS 
IS REGULARLY TAPPED FOR THREE 
INCH STUDS ON CENTERS INDICATED FOR 
“EXPEDIO” CLOSETS. SPECIFY FITTINGS 
WITH SPECIAL FLANGES TAPPED FOR 4 
^g-INCH STUDS IF FOR WALSYN CLOSETS. 


TAPPINGS AND DIMENSIONS 



C 37102 
LEFT HAND 


4x4 inches 

5x4 inches 

Tap¬ 

A 

B 

c 

D 

E 

F 

G 

Tap¬ 

A 

B 

c 

D 

E 

F 

G 

ping 








ping 








No. 

In. 

In. 

In. 

In. 

In. 

In. 

In. 

No. 

In. 

In. 

In. 

In. 

In. 

In. 

In. 











See Note Below. 



1 

2ys 

5^ 

By 

5y 

0 

3 

By 

1 

4^ 

BVs 

By 

By 

ly 

By 

BVs 

2 

2H 


By 

By 

0 

3 

By 

2 

4H 

BVs 

By 

By 


By 

BVs 

3 

IVa 

5M 

By 

By 

0 

3 

By 

3 

4H 

BVs 

By 

By 

ly 

By 

BVs 

4 

iy2 

5M 

By 

By 

0 

3 

By 

4 

BH 

BVs 

By 

By 

ly 

By 

BVs 

5 

Wb 

5M 

By 

By 

0 

3 

By 

5 

BVs 

BVs 

By 

By 

ly 

By 

BH 

6 

H 

5M 

By 

By 

0 

3 

By 

6 

3 

BVs 

By 

By 

ly 

By 

BVs 









7 

BVs 

BVs 

By 

By 

iy 

By 

V/s 









8 

By 

BVs 

By 

By 

ly 

By 

V/s 









9 

IVs 

BVs 

By 

By 

ly 

By 

V/s 









10 

ly 

BVs 

By 

By 

ly 

By 

V/s 









11 

m 

BVs 

By 

By 

ly 

By 

V/s 









12 

H 

BVs 

By 

By 


By 

V/s 


NOTE.—Do not use 5x4“inch fittings with tappings 1 to 5 inclusive with 
Walsyn Closets as the horizontal waste will extend below floor line. 

PRICES 


Dimensions Subject to a Slight Variation and Change Without Notice. 


Size. 


1 

4x4 

5x4 1 

[ 

C 37100, R. H. 

C 37100, R. H. Galvanized. 

.Each 

.Each 

Price 

s on 

C 37102, L. H. 

.Each 

Applic 

ation 

C 37102, L. H. Galvanized. 

.Each 














































































CRANE 


665 


CRANE “HULBERT" DRAINAGE FITTINGS 

IRON THREADED FOR WROUGHT PIPE 

LONG TURN Y WITH INTEGRAL SUPPORTING FLANGE FOR 
“EXPEDIO” WALL CLOSETS 

(PATENTED) 




DOUBLE 


h-8->| 



RIGHT HAND 


C 37106 

PITCH COUPLING 


LEFT HAND 

note. — FLANGE ON THESE 
IS REGULARLY 
tapped for three ^-INCH 

STUDS ON CENTERS® INDI¬ 
CATED FOR EXPEDIO CLOS¬ 
ETS. SPECIFY fittings 
SPEC'LL FLANGES TAPPED 

for4-^-inch studs for 

WALSYN CLOSETS. 


TAPPrNGS 


PRICES 


£x4^a£d 5;;x£;l^. 


Tap- 

ping 

Dimen¬ 

sion 

Dimen¬ 

sion 

No. 

A 

B 

See ; 

Note Below 

1 

5M 

5^ 

2 

m 

5ys 

3 


5^ 

4 

4H 

5H 

5 

m 

5H 

6 

3^ 

5^ 

7 

3 

7V8 

8 

2% 

w% 

9 

2H 

m 

10 



11 

m 

m 

12 

IVs 

VA 


Inches | 4x4 | 5x4 


C37104,R.H. Galvanized. 

0 37112, Double .. . 




C 37112, Double Galvanized 

0 37108, L. H. .. . 


Prices 

on 

ation 

0 37108, L. H. Galvanized 


Applic 

PRICE OF COUPLINGS 

Size. 


4 

5 

Cp06, R. H. Goupling. 

0 37106, R. H. Ooupling, Ga'lv’' ’' 
C 37106, R. & L. Coupling . 

C 37106, R. & L. Coupling, Galv 

■Dj Length. 

... Each 

Price 

Applic 

2^ 

s on 
ation 

2H 


“ —fTiuiiuut i^iotice. 
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CRANE 


CAST IRON 


DRAINAGE FITTINGS 

SCREWED FOR WROUGHT PIPE 



NO. 1000 
C 37200 


NO. 1003 
C 37202 


Size.inches 

IH 

1^ 

2 

2 H 1 3 1 4 

5 

Size .Millimeters 

32 

38 

50 

1 64 1 76 

100 

125 

Dim. A, No. 1000.Inches 

IH 

2^6 

2 % 

2i3/f6 1 3 Mo 

3134 

4^ 

Dim. A. No. 1003.Inches 

IH 

IV,6 

IM 

2 We 1 2% 

2% 

3*4 

Price.Each 

.30 

.38 

.57 

1.20 1 1.45 

2.30 

4.25 

Price, Dalvanized.Each 

.52 

.67 

1.00 

2.10 1 2.55 

4.00 

7.40 

Size.Inches 

6 

7 

8 1 10 

12 

14 

Size .Millimeters 

150 

175 

200 

2.50 

300 

350 

Diameter A, No. 1001).Inches 

5^6 

51^6 

61^ 

7 % 

9 

98/^ 

Diameter A, No. 1003.Inches 

■AH 


4^6 


514 


Price. .... Each 

6.25 

11.50 

15.00 

31.00 1 47.50 

65.00 

Price, Galvanized.Each 

11.00 

20.00 

26.25 1 

54.00 1 83.00 

114.00 



rj 






L. 


ji 


eO'^ ELBOWS 
NO. 1002 
C 37204 


11 1 / 4 ° ELBOWS 
NO. 1006 
C 37206 


Size.. .. 

.Inches 

1 Vi 

1 

2 

2H 

3 

4 

5 

6 

1 7 1 

1 8 

10 

Size. 

. Millimeters 

32 

38 

50 

64 

76 

100 

125 

150 

1 175 

1 200 

250 

Dim. A, 

No. 1002.In. 

D 4 

1^ 

2 

2 H 


SH 

~sjr 

434 

1 4^ 

1 5'K 

6^ 

Dim. A, 

No. 1006.In. 

1 


DVo 

1214 


2% 

2H 

21^ 


1 2H 

3 

Price. . . 

.Each 

.30 

.38 

.57 

1.26 

1.45 

2.30 

4.25 

6.25 

111.50 

il5.00 

31.00 

¥*rice, Galv.Each 

.52 

.67 

1.00 

2.10 

2.55 

4.00 

7.40 

11.00 

I2O.OOI 

126.25 

54.00 




22V2° ELBOWS 
NO. 1005 
C 37208 


221/2° ELBOWS 


55 / 8 ° ELBOWS 
NO 1007 

C 37210 


Size.Inches 11 ^ 111 2 | 2 14 

3 

4 1 5 1 

6 1 7 

8 

10 1 12 

Size.. Millimeters | 32 

381 50 1 64 

76 

100i 125 

150 1 175 

200 

250 

300 

Dim. A... Inches 1114 

1^1 iVfi! IH 

2 

2‘/n\ 2ys\ 

2154 1 3 14 

3 •*/16 

3 14 

4»4 

Price.Each 1.30~ 

.381 .5711.201 

1.45 

2.3014 25 

6.25111.50 

15.00 

31.00 

47.50 

Price. Galv.Each |. 52 | 

.6711.0012.10|2.55 

4.0017.40 

ll.OOi2O.OOl 

26.25 

54.00 

83.00 


55/8° ELBOWS 


Size. 

.Inches | 

1 Ji 1 

114 

2 1 

3 1 4 1 5 1 

6 

1 7 1 

8 

1 10 

Size.Millimeters | 

32 1 

38 

50 1 

76 1 1001 125j 

150 

1 175 1 

1 200 

1 250 

Dimensions A. 

.Inches | 

1 1 

D4 

1^1 

154 1 2 1 214 1 

2^/16 

1 2 54 1 

214 

1 254 

Price. 

.. . Each 1 

.30 1 

.38 

.57 1 

1.4512.3014.251 

6.25 1 n . .50 115.00 

131.00 

Price, Galvanized. 

. . . Each 1 

.52 1 

.67 

1 1.001 

2.55(4.0017.401 

11.00 

120.001 

26.25 

1.54.00 


DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 
































































































































CRANE 


667 



DRAINAGE FITTINGS 

SCREWED FOR WROUGHT IRON 



Size 


90» LONG TURN ELBOWS NO. ,001 450 LONG TURN eLbowS 

90° LONG TUR N ELBOWS 

Inches I 


NO. 1004 


.Millimeters I 


Dimension A . Inches I 

Price. 

Price, Galvanized 


-IK. 

32 


38 


Each I 

Each I 


I 2H 


.. Inches 


.35 

.60 


.42 

.72 


50 

3^6 


23^ 


3 


64 I 76 


.65 

1.15 


3% I 41 ^ 


I 1.40 I 1.75 


2.45 


. Millimeters 

Dimension A.Inches 

^rice..Each 


Price, Galvanized. 


150 


-ZM. 


7.50 


13.15 


8 I 10 


175 I 200 I 250 


SVs I 9 


13.50 I 19.00 


11 

38.00 


23.50 I 33.25 I 66.50 


3.10 


100 




2.75 


12 

300 


13 


57.50 


I he 90° Long lurn iJlbows are tapped, pitched M in^Z th^fo^t 

45®J.^ONG TURN ELBOWS 


4.80 


14 


125 




5.25 


9.20 


350 I 


14M 


75.00 


130.00^ 


.Inches I 


AK 


.Millimeters I 32 

Dimension A. Inches I 13^ 

Price —- — 


. Each 
Price, Galvanized. Each 

. Inches | 

.Millimeters 


.35 


.60 


13^ 


38 




.42 


.72 


Dimension A. ... .Inches 

Price 


.Each 


Price, Galvanized. Each 


50 


2K 


.65 


1.15 


2>i 


64 


2^ 


1.40 


2.45 


10 


76 


23^ 


1.75 


3.10 


12 


100 


3^6 


2.75 


4.80 


14 


j^O I 175 I 200 I 250 | 300 ) ~350 


125 


43^ 


5.25 


9.20 


I 53^ I 6 I 73^ I 8^ 


7.50 I 13.50 I 19.00 I 38.00 I 57.50 



90^^ 


1^.15 I 23.50 I 53.25 | 66.50 IIOO Q O 


LONG TURN ELBOWS 

WITH CLEANOUT 


9^ 


75.00 


130.001 


^3^^ .Inches I 

.Millimeters 


- 4 / Dimension A. Inchps 


Dimension b .^ ,.. Inches 

Size of Cleanout.Inches 


.... NO. 1047 
WITHOUT BASE 
C 37216 


.Eaeh 

XN0.lU47.Galv... Ka.Tr 



go- 1056. .. Each 

No 


100 


634 

2 Vs 


5.00 


8.75 



7.00 


1056, Galv.Ii:ach|12.^ 


NO. 1056 
WITH BASE 

C 37218 


NO. 1057 
90° STREET 
ELBOW 
C 37220 


^ize.Inches 

134 

13^ 1 2 ■ 

^^2e.Millimeters 

r 32 

38 1 50 

L)imension A .. Inches 


2'% 

3^6 

Dimension B .. Inches 

m 

r 1% 

23^ 

Dimension G .. Inches 

IH 

2 

2% 

dimension L). .Inches 


r iH 


i'rice.Each 

.35 

.40 

.60 

Brice, Galv.Each 

JBJECT TO A SLIGHT \/ADi 

.60 

.70 

1.10 



NO. 1058 
45° STREET 
ELBOW 
C 37222 
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CRANE 


DRAINAGE FITTINGS 



SCREWED FOR WROUGHT PIPE 



h-A 

1 



i 


L 

i 




A 

J 


1 




90° ELBOWS 
WITH SIDE OUTLET 
NO. 1008 


90° ELBOWS 
WITH HEEL OUTLET 
NO. 1009 


C 37224 

C 37226 


Size. 

.Inches| 

4 


.MillimetersI 

100 

Dimension A. 

.Inches| 

3% 

Size of Side Outlet. 

.Inches| 

2 

Size of Side Outlet. 

.MillimetersI 

50 

Size of Heel Outlet. 

.Inches 1 

2 

Size of Heel Outlet. 

.MillimetersI 

50 



3.85 

Price, Galvanized. 

.Eachl 

6.75 



THREE WAY ELBOWS 
NO. 1010 
C 37228 



ouTter 

REDUCING THREE WAY ELBOWS 
NO. 1011 
C 37230 


Size. ...Inches I 1}4 I ! 2 I 2}/2 I 3 | 4 

S ize.Millimeters I 32 I 38 50 i 64 i 76 I 100~ 

Dimension A.Inches I 4^ ' 5^ ' i 7^ i 8^ | 10^ 

Dimension B .Inches | 2K ^ ^ Ws ^3% ^ ^ We 

Price.Eachl J^\ .85 I 1.10 | 2.25 i 3.00 | 5.00 

Price ’ Galvanized.".Each| 1.25 I 1.50 I 1.95 I 3.90 l 5.25 I 8.7T 


Size .Inches! 4x3 | 5 | 5x4 I 6 | 6x4 I 6x5 

Size .MillimetersI 100x76| 125 |125xlOQ| 150 1150x1001150x125 

Dim ension A.Inches! I 121^ I I 14^ ' 12^ I 13^ 

Dimension B ..Inches I We I W I We \ We I 

Price .Eachl 5.50 | 7.50 | 8.25 | 13.50 1 15.00 I 15.00 

Price, Galvanized.Each| 9.65 I 13.15 I 14.50 I 23.50 | 26.25 I 26.25 


The inlets of Three Way Elbows are tapped, pitched inch to the foot. 
The inlets on Reducing Fittings are always the smallest openings. 


DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 










































































































CRANE 


669 


DRAINAGE FITTINGS 

CAST IRON SCREWED FOR WROUGHT PIPE 

CLOSET ELBOWS 

FLANGED ONE END 


Size. 


4 

Size. 


100 

Dimension A . 


S'Ve 

Dimension B . 



Diameter of Flange C. 


7 

Price. 

.Eachl 

4.25 

Price, Galvanized. 


7.40 

REDUCING CLOSET EL 

Size. 


4x5 

Size. 


Dimension A . 


4’{6 

Dimension B . 


3*^6 

Price. 


4.25 

Price, Galvanized. 

.Eachl 

7.40 


NO. 

1012 


NO. 

1013 



Closet Elbows are tapped pitched % inch to the foot. 

CLOSET FLANGES 

FOR FLAT GASKET FOR RING GASKET 




NO. 1014 MALL. IRON 

NO. 1014^ BRASS 
C 37250 

FOR FLAT GASKET 


NO. 1015^ BRASS 
C 37252 


FOR RING GASKET 



No. 1015 BRASS 
C 37254 



NO. 1016 MALL. IRON 


NO. 1016H brass 
C 37256 


Size. Inches | 4 

Size.Millimeters | 100 

Diameter of Flange.Inches j 7 

Price, Nos. 1014, 1016, Malleable Iron.Each| 1.35 

Price, Nos. 1014, 1016, Malleable Iron, Galvanized.Each| 2.35 

Price, Nos. 10143^, 1015, 1015}^, 1016^, Brass.Each| 7.00 


DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 
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CRANE 


CAST IRON 


DRAINAGE FITTINGS 

SCREWED FOR WROUGHT PIPE 






MM 

J, 

1 

1 


1 

L 



— B- 





TEES 

NO. 1017 
C 37270 


Size.Inches] IM | 2 |2xlJi 

2x1^1 2^ 12^x2] 3 ] 3x1 14 

Size.Millimeters! 32 | 38 | 38x32 | 50 150x32 

50x38] 64 ]64x50] 76 ]76x38 

Dim. A... Inches] 1% 1 2^6 1 2% 1 2^6 1 

1 2i3fe ] ] 3^6 1 

Dim. B.. .Inches! 33^ ! 4^^ ! 4^ ! 45^ 1 

\ QVs \ 

Price.Each] .45] .55] .60 ] .80] .90 

.90 1 1.50 ] 1.65 1 2.00 ] 2.20 

Price, GalVEach! .80 | 1.00 j 1.10 1 1.40 | 1.60 

1.60 ] 2.50 1 2.75 ] 3.50 ] 3.85 

Size. ...Inches! 3x2 ! 4 | 4x2 ! 4x3 | 5 | 5x2 j 5x3 ! 5x4 ! 6 ! 7 

Size.Mm.l76x50] 100] 100x50] 100x76] 125 1125x501125x76112.5x1001 1.50 1 17.5' 

Dim. A.Inches! 3 !4 ! 3^6 1 3^ | 4^ j 4 

% 1 4^ 1 r%T5% 

Dim. B. Inches] 51^ ] 8 j 6 ] 7 1 914 j 6 

> ^Vs \ 1 10541 1154 

Price.Each]2.20 ]3.25] 3.60 ] 3.60 ]6.00 ] 6.60 ] 6.60 ] 6.60 ] 8 75] 16 00 

Price,Galv.Ea.] 3.85]5.70] 6.30 ] 6.30 ]10.50]11.55 ]11.,55 ] 11.55 115 25128 00 

Size.Inches] 8 ] 10 | 12 ] 12x8 ] 12x10 ] 14x8 ] 14x10 ] 14x12 


Size.... Millimeters I 200 | 250 | 300 1300x200 !300x250'| 350x200135 0x2501350x300 

Dimension A Inches I 634 I 7^ | 9 j |~~ | F-j- 


Dimension B Inches | 13 | 153^ | 18 i j ^ j” ^- 

Price.Each|21.00|43.00| 60.00 | 65.00 | 65.00 1 85 .00 I 85.00 I S5 

Price, Galv...Each|37.00|75. 001100 . 001110,00 | 110.00 1145.00 | 145.001145 00 

» INLCT 


BASIN TEES 


NO. 1018 
C 37272 



Size. 


IH 1 

IK 1 

iKxlKI 

2 

12xlM 1 2 x 15^1 

2K 

Size. 

Millimeters j 

32 1 

38 ! 

38x32 1 

50 

1 .50x32 ] 50x38] 

64 

Dimension A. . . . 

.Inches| 

4 ^ 1 

5K 1 

5K* 1 

7 

1 6K 

6K 1 

8K 

Dimension B. . . . 


2 % 1 

S'Ke 1 

2?l6 1 

3K 

1 3K 1 

3M ] 

43 ^ 

Price. 


.60 ! 

.70 ] 

.77 1 

1.10 1 1.20 1 

1 1.20 1 

1.75 

Price, Galvanized 

.Each! 

1.00 1 

1.22 1 

1.35 1 

1.95 

1 2.10 ] 

2.10 1 

3.00 


The inlets of Tees and Basin Tees are tapped, pitched inch to the foot. 


The inlets on Reducing Fittings are always the smallest openings. 

DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 









































































































CRANE 


671 


CAST IRON 


DRAINAGE FITTINGS 

SCREWED FOR WROUGHT PIPE 


BASIN CROSSES 

NO. 1019 
C 37274 


Size. 


1^ i 

2 

2x1^ 

Size. 


38 i 

50 

! 50x38 

Dimension A. 


SVs 1 

1 7 

1 eVi 

Price. 


1.50 1 

1.75 

1 1.95 

Price, Galvanized. 


2.50 1 

3.10 

1 3.40 


The inlets of Basin Crosses are tapped, pitched 34 inch to the foot. 


VENT 



DISCHARGE. 


PARTITION CROSSES 

No. 1046 
C 37276 


Size. 

Size. 

Dimension A. 

Dimension B. 

Price. 


IHxVA 

32x38 

3^ 

Price, Galvanized. . . . 


1.25 

2.20 


Partition Crosses have been made to supply a demand in certain localities, but 
may not be passed by inspectors everywhere. 

The inlets on Reducing Fittings are always the smallest openings. 


DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 
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CRANE 


CAST IRON 


.r~T“ 

n 

1 ( 

1 

r 

s. 1 

1^^ 

J 

RUN 


DRAINAGE FITTINGS 

SCREWED FOR WROUGHT PIPE 

90® Y BRANCHES 

NO. 1020 

TEE PATTERN 
C 37280 


gize.Inches | 1 jlMIlHI 2 |2KI 3 |~~4 , „ 

Size. .. . .Millimetersl 25 | 321 38 | 50 | 64 | 76 | 1001 125 | 150 


I 6 I 


10 


Dimension B. Inches 11 154 1 | 4)ii 5»il 6 1 7 14 1 8W 

1 /i6 1 

9 ( 11 

Brice.Each! .40 | .45 

.571 .85 11.80 12.20 13.501 6.501 9..50 117..'in 

23.00(47.00 

Price, Galv.. . . Each j .70 | .80 

1.00 (1.50 13.15 (3.85 (6.15 111.35 116.50 (30.50(40.00 [82.00 


7] 

'i' 


REDUCING 90® Y BRANCHES 

NO. 1021 

TEE PATTERN 
C 37282 


Size.. . . Inches | 1 

Size.Millimeters j 32x^ 


Dimension A. Inches | 

Dimension B. Inches I 


1 Hxl 


38x25 


IMxlM 


38x32 


2x1 M I 2x1 |2MxlM|2j^xlH| 2Kx2 
50x32 I 50x38 | 64x32 | 64x38 I 64x50 


SVs 


Dimension C. Inches | 

Price.Each I 


2^ 


Price, Galv.. . . Each 


.50 

.90 


2^ 


2*5^6 


.63 


.63 


2»W6 


3^6 


5K 


.95 


.95 


1.10 


2.00 


1.10 


2.00 




SH 


Size... . Inches | 3x1 ^ 

Size.Millimeters j 76x32 


1.65 I 1.65 


3.50 


2.00 


3.50 


3.50 


3x1^ 


3x2 


76x38 


76x50 


4x1M I 4x1K 


4x2 


100x32 1100x38 


100x50 


4x2 


4x3 


100x64 


100x75 


Dimension A. Inches | 

Dimension B. Inches | 


5^5 




5H 


51^ 


6^ 


Dimension C. Inches 

Price. . . 


3^^« 


2.40 


3^^6 I 




4^6 


4^6 


4M 


3^»^6 


45^6 


. . . . Each I 2.40 

Price, Galv.. . .Each | 4.20 


2.40 I 3.85 I 3.85 


3.85 


3.85 


3.85 


4.20 


Size.Inches | 3x4 


4.20 I 6.75 I 6.75 


Size.Millimeters 176x100 

Dim ension A. Inches | 8^ 

Dimension B. Inches j 5«/i6 

Dimension 


5x13^ 


6.75 


6.75 


6.75 


125x38 


5x2 I 5x2 3^ I 5x3 


5x4 


5^6 

4^ 


125x50 1125x64 1125x75 


6x13 


6x2 


63^ 


125x100 


7H 


150x38 


150x50 


5H 


9H 




6^ 


C. Inches 15 3^ 

Price. ..Each I 3.85 




3^6 


Price, Galv.Each | 6.75 


7.15 


7.15 


4^ 


12.50 


12.50 


7.151 7.15 


7.15 


Size.. . . Inches | 6x3 


12.501 12.50 


10.50 


10.50 


12.50 


18.50 


18.50 


6x4 


6x5 I 8x2 


8x3 


Size.Millimeters 1150x76 1150x100 1150x125 1200x 50 1200x76 

Dimension A. Inches' 


8x4 


8x5 


200x100 


8x6 


200x125 


200x15f 


Dimension B . Inches j 5 M ' 

Dimension C.Inch^ 4^ 


9M I 109^6 

I es/Te 


Price.Each | 

Price, Galv... . Each j 


5W6 


6^ 

6H 


llWe 


7H 

I 715^6 


llVe 


79^6 


15^6 




10.501 10.501 10.50 I 25.501 25.50 


18.501 18.501 18.50 | 44.50| 44.50 


25.50 


25.50 


44.50 I 44.50 


25.50 


The inlet of 90° Y Branches is tapped, pitched ^ inch to the foot. 

DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 


44.50 









































































































































CRANE 


673 


DRAINAGE FITTINGS 


CAST IRON 


SCREWED FOR WROUGHT PIPE 






90° Y BRANCHES WITH 

VENTS 



l~ i iL 


T 



\ ' 

1 

1 


C 

Jr 

(CLOSET TEES) 



A 



Size. 


4 


> ! C 




100 


l!-1 

i 


Dimension A. 


m 


—i^- 



Dimension B . 

.. Inches 

5^6 


NO. 1050 
C 37284 



Dimension C. 

..Inches 

3^6 




Dimension D . 


2% 

No. 1050, with 2 inch Vent on Branch, on Right Side 


5.75 

No. 1050, with 2 inch Vent on Branch, on Right Side, Galv.. 

.. .Each 

10.00 

No. 1051, with 2 inch Vent on Branch, on Left Side 


5.75 

No. 1051, with 2 inch Vent on Branch, on Left Side, Galv 


10.00 


nT 

C 




i: 


NO. 1052 
C 37286 


90° Y BRANCHES WITH AUXILIARY INLETS 

(CLOSET TEES) 


. Inches I 4 

.M illimeters | 100 

Dimension A.Inches | 8^ 


Dimension B.Inches | 

_ Dimension C. . . Inches | 3^ 

No. 1052, with 2 inch Inlet on Body, on Right Side.Eachj 

No. 1052, with 2 inch Inlet on Body, on Right Side, Galv.Each I io .OO 


No. 1053, with 2 inch Inlet on Body, on Left Side. Each I 

No. 1053, with 2 inch Inlet on Body, on Left Side, Galv.. !.Each I 


5.75 

10.00 


c 




i 


90° Y BRANCHES WITH AUXILIARY INLETS 

(CLOSET TEES) 


r 


NO. 1054 
C 37288 


.Inches! 4 

. Millimeters I 100 

Dimension A. .Inches | 8 H 

Dimension B.Inches! 


Dimension C..... .Inches| 3^^ 


No. 1054, with 2 inch 45° Inle t on Body, on Right Side.Eanh | 6.3^" 

No. 1054, with 2 inch 45° Inlet on Body, on Right 8ide, Galv.Each| 11.00 


No. 1055, with 2 inch 45° Inlet on Bo dy, on Left Side...'.Ranh | 6.35 

No. 1055, with 2 inch 45° Inlet on Body, on Left Side, Galv.Ea^—n^oo 


DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 
ABOVE CUTS SHOW RIGHT HAND INLETS 
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CRANE 



DRAINAGE FITTINGS 

CAST IRON 

SCREWED FOR WROUGHT PIPE 

90° LONG TURN Y BRANCHES 

No. 1022 
TEE PATTERN 
C 37300 


Size. 


Size. 

... Millimeters! 32 ! 38 ! 50 ! 64 ! 76 ! 100 ! 125 ! 150 | 175 j 200 

Dimension A. 

.Inches! 48^ 1 53 ^ ! 714 | 8^ | 9% j 13^j 15^| l8iKc! 21^1 249^, 

Dimension B . 


Dimension C. 


Price. 


Price, Galvanized. 

i-_B run 




REDUCING 90° LONG TURN Y BRANCHES 


No. 1023 


TEE PATTERN 
C 37302 


.Inches 11^x11 IHxl 1 1 ^x 1 ^ I 2 x 1 |2x1K|2x1H|2Hx1 ! 2^x1 23^x1 H 


2V^x2!3x1H| 3x2 


64x50176x38176x50 


Dimension A .Inches! \ \ 

5H 1 1 

1 5M 

1 

1 

1 5H \7H\ 

It?!", 

Dimension B .Inches! 3^4 ( 3^ ! 

SH 1 1 

1 m 

1 

1 

1 m 1 5»x 1 « 

1 6!4 

Dimension C.Inches! 1 ! 1 ! 

1 1 

1 1‘4 

1 

1 

1 m 1 1 ^ 1 m 

1 

Price.Each! .63! -^o! 

.80 ! 1 . 20 ! 1 

. 20 ! 1.20 

I 2.65! 2.65 ! 2.65 ! 2.65!3.75 

! 3.75 

Price, Galvanized.. .Each! 1.101 1.40! 

1.40 ! 2 . 10 ! 2 . 10 ! 2.10 

i| 4.65! 4.65 1 4.65 ! 4.65! 0.55 

! 6.55 

Size.Inches! 3x2J^! 4x11^ 

,! 4x2 ! 4 x2H! 

4x 3 ! 5x13^! 

5x2 ! 

1 5x2H! 5x 3 ! 5x4 ! 

6x2 

Size.Millimeters! 76x64! 100x38 

!100x501100x64!] 

100x761125x3?! 

125x50!125 x 641125x76!125x100!: 

150x50 

Dimension A .Inches! ! 614 

I 7'% 1 SH 1 

10 ! 

Ki, 1 

1 

1 1 lOM 1 13 1 


Dimension B.Inches! ! 5^4 

1 iVs 1 71,4 1 

814 ! 

6 ! 


1 1 8H 1 Win \ 

7H 

Dimension C.Inches! ! 1% 

1 1 2 1 

2ys \ 

m 1 

IH 1 

1 2M 1 2li \ 

IH 

Price.Each! 3.75 ! 6.60 

! 6.60 ! 6.60 ! 

6.60 ! 10 . 50 ! 

10 . 50 ! 

10 . 50 ! 10 . 50 ! 10.50 ! 

22.00 

Price, Galvanized... Each! 6 55 ! 11.55 

!i1.55 !i1.55 !] 

11.55 !i8.50 ! 

18.50! 18.50! 18.50! 18.50 ! 

38,50 

Size.Inches! 1 ! 6x5 

. ! 7x3 ! 7 x4 

! 7x5 

1 7*6 1 

8x3 ! 8x4 ! 10x4 ! 

12x5 


Size.. ■ Millimeters 1150x761150x1001150x1251175x761175x1001175x1251175x150! 200x761200x1001250x1001300x125 


Dim. A.Inches! 10^ I 1314 I 16^6 | lOH | 13% 


I 105^ I 13H 


Dim. B.Inches! 


121^6 I 911^6 I 11^ ! 


I m 


I 15^ 


Dim. C..... Inches I 2% \ 2^ | 3j^ j 2^ j 23^ | | | 2^4 | \ 3 j 

Price.Each! 22.001 22.00 j 22.00 | 33.00| 33.00 j 33.00 | 33.00 | 44.00| 44,00 | 60.00 | 85^ 

Price, Galv... Each I 38.50| 38.50 | 38.50 | 58 00| 58.00 j 58.0 0 | 58.00 j 77.00| 77.00 |l02 00 1150.00 

The inlet of 90° of Long Turn Y Branches is tapped, pitched }4, inch to the foot. 

The inlets on Reducing Fittings are always the smallest openings. 

DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 





























































































































CRANE 


675 


CAST IRON 


DRAINAGE FITTINGS 

SCREWED FOR WROUGHT PIPE 



DOUBLE 90^ Y BRANCHES 

NO. 1024 

TEE PATTERN 
C 37310 


Size.InchesI 1 | 1J4I 2 | 2K| 3 | 4 | 5 | 6 

7 1 8 

10 

Size,Millimeters 1 25 | 32 | 38 1 50 j 64 j 76 j 100] 125 j 150 

175 1 200 

250 

Dim. A...InchesI 3}4I 3MI 4J4| 5*l'6l 65101 7}^| 8^| lOS/foIll^ 

13^1 ISKe 

20 

Dim. B...Inches! SJil 4J^| 5 | 6i^| 7^! 8J^|103.^| 12Ji| U}4 

mH\ 18 

22M 

Dim. C...Inches! 1%| 2^1 3Ii6|3%| 4^1.5%! 65^1 7^ 

sy8\ 9 

11^ 

Price.Each] .60| .70| .8511.3012.8513.4015.251 9.50114.00 

25.00136.00 

60.00 

Price,Galv Each 11.0511.22j 1.5012.3015.00j5.9519.20116.50j24.50 

42.50162.00 

102.00 



DOUBLE REDUCING 90‘’ Y BRANCHES 

NO. 1025 

TEE PATTERN 
C 37312 


Size. 


I}4xl\iy2xl}4\2xiy\2xl}4\ 2J^xl}^ 1 ^J^x213x11^ 

Size. 


32x251 38x32 |50x32|50x381 64x38| 64x50|76x38 

Dimension A. 


1 

Ws 1 

! 1 1 

1 5y2 

1 5% 

Dimension B. 

.Inches| 

1 

5 1 

1 1 1 

1 6ys 

1 65^ 

Dimension C. 

.Inches| 

1 

2?4 1 

1 2%l 

1 SH 

1 21% 

Price. 


.77 1 

.95 1 

1.5011.50 1 3. 

15 13.15 

!3.75 

Price, Galv... 


1.35 1 

1.65 1 

2.60 |2.60 1 5.50 |5.50 

16.55 

Size. 

.Inches! 3x2 j 

4x2 1 

5x4 

1 6x2 1 6x4 1 

6x5 1 

8x6 

Size. 

. Millimeters 1 76x50 j 

100x501 

125x1001150x50!150x1001 

150x1251200x156 

Dimension A. 

.Inches! 5^14 ! 

5^6 1 


1 1 9M 1 

10% 1 

15% 

Dimension B. 

.Inches! 7}^ | 

sys 1 

ny 

1 lOMI 12^ 1 

13M 1 

16^ 

Dimension C. 

.Inches! 'We 1 

3^ 1 


1 m 1 5% 1 

6M 1 

9y8 ■ 

Price. 

.Each! 3.751 

5.75 ! 

10.50 

1 15.501 15.50 1 

15.50 1 

40.00 

Price, Galv... 

.Each! 6.55! 

10.001 

18.50 

1 27.001 27.00 1 

27.00 1 

68.00 


The inlets of Double 90° Y Branches are tapped, pitched inch to the foot. 
The inlets on Reducing Fittings are always the smallest openings. 

DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 











































































































676 


CRANE 


CAST IRON 


DRAINAGE FITTINGS 

SCREWED FOR WROUGHT PIPE 



DOUBLE 90° LONG TURN Y BRANCHES 

NO. 1026. TEE PATTERN 
C 37314 


Size.Inches 

IH 

13^ 

2 

2 y2 

3 

4 

5 

6 

1 7 

8 

Size.Millimeters 

S‘2 

38 

50 

64 

76 

r 100 

125 

r150 

175 

200 

Dim. A .Inches 

4H 



8 M 

9*^6 

13^ 

15M 

18% 

21^ 

249i6 

Dim. B.Inches 

7H 

m 

lOVs 


15 

193< 

2414 

291^ 

r 33J^ 

38^ 

Dim. C .Inches 

1^6 


1^ 

2 


2 Vs 

3y2 


4^ 

51^ 

Price.Each 

1.00 

1.10 

1.75 

3.60 

5.00 

Ha. 00 

14.00 

30.00 

fis.oo 

60.00 

Price, Galv.Each 

1.75 

1.95 

3.10 

6.30 

8.75 

15.75 

24.50 

52.50 

r79.00 

105.00 



DOUBLE REDUCING 90° LONG TURN Y BRANCHES 

NO. 1027. TEE PATTERN 
C 37316 


Size. 

.Inches 

1^4x1 

13^x1 


2xlM 

2xl>i 

2^x1 

2^x13^ 

3x1^ 

oize.Millimeters 

32x25 

38x25 

38x32 

50x32 

50x38 

64x32 

r54x38 

76x38 

JJimension A 

.Inches 

4y 






5Ji 

5% 

Dimension B 

.Inches 

7 


m 


m 



10 

Dimension C 

Price. 

.Inches 

.Each 

1 

1.10 

r 1 

1.25 

l^fe 

1.25 

1 on 

15f6 

1 on 



1% 

Price, Galvanized. .Each 

1.90 

2.25 

2.25 

1 . aU 

3.35 

1 .yu 

r 3.35 

4.00 

^ 7.00 

4.00 

7 .00 

5.50 

9.65 


Size . Inches 

3x2 

r 4x2 

4x3 

5x4 

6x2 

6x4 

6x5 

Size.Millimeters 

76x50 

[100x50 

100x76 

125x100 

150x50 

150x100 

150x125 

Dimension A . Inches 

7% 

7% 

10 

13 

7% 

r 1334 

1614 

Dimension B . Inches 

1234 

13M 

163^ 

203^ 

isy 

r 22 

22^ 

Dimension G . Inches 


m 

2ys 

2H 

r m 

2 % 

31^ 

Price..Each 

rs.so 

10.00 

10.00 

15.50 

33.00 

r 33.00 

33.00 

Price, Galv.Each 

- 1 -rx 1 y-v*4-I ^ >-v «-■ l-w 1 ^ 4^/^ 0 

' 9.65 

17.50 

17.50 

27.00 

58.00 

n58.00 

58.00 


the foot ° A A aic Lcippeu, piicnea >4 me 

The inlets on Reducing Fittings are always the smallest openings. 

DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 
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CRANE 


677 


DRAINAGE FITTINGS 


CAST IRON 


SCREWED FOR WROUGHT PIPE 



No. 1028 
C 37320 



REDUCING 45° Y BRANCHES 
NO. 1029 
C 37322 


45^^ Y BRANCHES 


Size.Inches 

m 


2 

2H 

3 

4 1 5 

6 

7 

8 1 10 

12 

14 

Size.Millimeters 

32 

38 

50 

64 

76 

100 1 125 

150 

175 

200 1 250 

300 

350 

Dimension A .. . Inches 

5 



7H 

9 

103^1 12% 

UH': 

ifi'hi 


20 

24M 

28 

Dimension B . . . Inches 


m 

4^4 

5^ 

6>/(i 

7‘'/f6 1 9H, 

lOH 

1 12H 

1334 

MVa 

19^ 

21 H 

Price.Each 

.52 

.65 

.95 

2.10 

2.65 

3.85 

7.10 

10.50 

19.00 

25.00 

52.00 

75.00 

95.00 

Price, Galvanized. Each 

.90 

1.15 

1.65 

3.70 

4.65 

6.75 

12.50 

18.50 

33.25 

44.00 

91.00 

130.00 

165.00 


REDUCING 45° Y BRANCHES 


Size. 


lixlj 

2x114 

2x14 

2ixU 

2ixU 

24 x 2 

3x14 

3x14 

3x2 

3x24 

Size.Millimeters 

38x32 

50x32 

50x38 

64x32 

64x38 

64x50 

76x32 

76x38 

76x50 

76x64 

Dimension A . 

..Inches 



54 


614 

746 


64 

74 

8 

Dimension B . 

..Inches 



44 


44 

54 


546 

54 

5*46 

Dimension C . 

..Inches 



414 


434 

4% 


4 % 

546 

5%6 

Price. 


.72 

1.05 

1.05 

' 2.30 

2.30 

2.30 

2.90 

2.90 

2.90 

2.90 

Price, Galvanized. Each 

1.25 

1.85 

1.85 

4.00 

4.00 

4.00 

5.10 

5.10 

5.10 

5.10 

Size. 


4xlM 

4xlH 

4x2 

4x24 

4x3 

5x2 

5x3 

5x4 

6x2 

6 x 24 

Size.Millimeters 

100x32 

100x38 

100x50 

100x64 

100x76 

125x50 

125x76 

125x100 

150x50 

150x64 

Dimension A 

..Inches 


7% 

7^14 


94 

84 

9146 

UH 

846 


Dimension B . 

..Inches 


614 

646 


74 

746 

74 

84 

84 


Dimension C . 

..Inches 


54 

6 


64 

64 

74 

846 

746 


Price. 


4.25 

4.25 

4.25 

4.25 

4.25 

7.80 

7.80 

7.80 

11.50 

11.50 

Price, Galvanized. Each 

7.40 

7.40 

7.40 

7.40 

7.40 

13.65 

13 65 

13.65 

20.00 

20.00 

Size. 

..Inches 

6x3 

6x4 

6x5 

7x3 

7x4 

7x5 

7x6 

8x3 

8x4 

8x5 

Size.Millimeters 

150x76 

150x100 

150x125 

175x76 

175x100 

175x125 

175x150 

200x76 

200x100 

200x125 

Dimension A . 

.. Inches 

10 

114 

13 

10 

im ! 

16146 

I 6 II 4 


1146 


Dimension B . 

.. Inches 

SH 

m 

10 

94 

104 

10146 

1146 


11 


Dimension C . 

..Inches 

m 

914 

9154 

84 

9".4 

104 

114 


1046 


Price. 

.. .Each 

11 50 

11.50 

11.50 1 

21.00 

21.00 

21.00 1 

21.00 1 

27.50 1 

27.50 

27.50 

Price, Galvanized. Each 

20.00 

20.00 

20.00 1 

37.00 

37.00 

37.00 1 

37.00 1 

48.00 1 

48.00 

48.00 

Size. 

..Inches 

8 x6 

10x4 

10x5 1 

10 x6 

12 x6 

14x3 1 

14x4 1 

14x5 1 

14x6 

14x12 

Size.Millimeters 

200x150 

250x100 

250x125! 

250x150 

300x150 

350x76 1 

350x1001350x1251350x150 

350x300 

Dimension A . 

.. Inches 

im 

14 

1 


18 

1 

1 

1 

mA 


Dimension B . 

..Inches 

I2H 

124 

1 

144 

154 

1 


1 

174 


Dimension C . 

.. Inches 

11 ^ 

114 

1 

134 

144 


1 

1 

164 


Price. 


27.50 

57.00 

57.00 1 

57.00 

80.00 

105.00 

105.00 ! 

105.00 1 

105 00 

105.00 

Price, Galvanized.Each 

48.00 

97.00 

97.00 1 

97.00 

140.00 

175.00 

175.00 1 

175.00 1 

175.00 

175.00 


The inlets on Reducing Fittings are always the smallest openings. 


DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 


































































































































678 


CRANE 


DRAINAGE FITTINGS 


CAST IRON 



SCREWED FOR WROUGHT PIPE 

45° 

DOUBLE Y BRANCHES 

NO. 1030 
C 37326 


Size.InchesI 134 I | 2 | 234 | 3 | 4 

5 1 e 1 7 1 8 1 10" 

Size.Millimeters 1 32 | 38 | 50 | 64 j 76 1 100 

125 1 150 1 175 1 200 | 250 

Dimension A.In. 1 6 I 514 | 6% 1 | 9 | 10J4 

12% 1 14541 16% 11815(61 20 

Dimension B In.j 334 I 354 | 4% I 554 1 6% 1 

m 1 1054 1 1234 1 13,^6 1 1634 

Price.Each| .9011.00| 1.45|3,25|4.00| 5.75 

10.75|16.00|28.50|38.00| 78,00 

Price Galv.Each! 1.6011.7512.5515.7017.00110.00 

18.80128.00]50.00166.501137.00 

RUN 



REDUCING 45° 
DOUBLE Y BRANCHES 

NO. 1031 
C 37328 


gize.InchesIHxljl 2x4 12^xli 12^x41 3xH | 3x2 | 4x2 | 4x3 | 5x2 

Size.Millimeters 138x32150x38 164x32164x38176x38176x501100x501100x76112.5Y.5n 

Dimension A.In.| | 5 ^ | I 6^6 \ \ TVs \ 7% I 9 M I Wi 


Dimension B.In.| 


I iVs 


Dimension C.In 

Price.Each I 1 


4^ I SHe I 5^ I 6^6 I m I m 


J I 4^6 I I 4% I 4’^6 I 5^6 I 6 I 6?^ I 


10| 1.601 3.601 3.601 4.40| 4.40| 6.35 | 6.35 | 11.75 


Price, Galv.Each| 1.90| 2.80| 6.30| 6.30| 7.70| 7.7oi H OOl D OOl 20.50 


Size.. Inches | 5x3 

5x4 1 

6x2 1 

6x3 1 

6x4 1 

7x6 1 8x4 1 

8x6 

Size. .Millimeters1125x76 

125x1001150x501150x761150x1001175x1501200x1001200x150 

Dimension A.. In. | 

1134 1 

8% 1 

I 

iiK 1 

1 11% ] 


Dimension B.. In. | 7J^ 

834 1 

83(6 1 

1 

934 ] 

1 11 1 

1254 

DimensionC. .In.| 7^ 

m 1 

m 1 

1 

93(6 ] 

1 10% ] 

1134 

Price.Each| 11.75 

11.75 1 

17.50] 

17.501 

17.50 ] 

31.50 ] 42.00 ] 

42.00 

Price Galv.. Each | 20.50 

20.50 1 

30.50] 30.50] 

30.50 ] 

54.00 ] 72.00 ] 

72.00 


The inlets on Reducing Fittings are always the smallest openings. 


DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 

















































































CRANE 


679 


CAST IRON 

RUN 



DRAINAGE FITTINGS 

SCREWED FOR WROUGHT PIPE 

60° Y BRANCHES 

NO. 1032 
C 37336 


Size 


Inches llj^xll^l 2x2 |2xl>^| 3x2 

4x4 

1 4x2 

1 4x3 

1 5x5 1 5x2 

MzeMillimeters | 38x38 

150x50150x38176x50 

100x1001100x501100x76 

>1125x1251125x50 

Uim 

. A.. 

Inches | 4^ 

1 5^ 1 

4'54'6 1 6Jf6 


1 6114 

1 

T nvs 1 

Uim. a .. 

Inches 

2 % 

1 -iVi 1 

3x16 1 43 ^ 

5M 

1 iVi 

1 

1 6M 1 

Dim. C.. 

Inches 


1 3M I 

2% 1 3% 

5M 

\ 45^6 

1 

1 6% 1 

Price... 

.Each 

.65 

1 -95 1 

1.05| 2.90 

3.85 

1 4.25 

1 4.25 

1 7.10 1 7.80 

rrice,Ualv..ii(a. 

1.15 

1 1.651 

1.85| 5.10 

6.75 

1 7.40 

1 7.40 

1 12.50 113.65 

Size 


. Inches | 5x3 

1 5x4 

1 6x6 1 

6x2 1 

6x4 1 

6x5 1 

8x4 1 8x6 

Size. Millimeters 1125x76 

1125x1001150x1501 lij0x.50| ISOxlOOl 150xl25l200yronl9nnvi.vi 

Dim 

. A. . 

. Inches | 83^ 


1 13 1 

1 

1 

1 

1 

Uim. ±5 . 

Inches! 6 


1 m 1 

1 

1 

1 

1 

Dim 

. (J 

. Inches j 5% 


1 VA 1 

1 

1 

1 

1 

rrice . . . . 

. .Each| 7.80 

1 7.80 

1 10.50 1 11.501 1 

11.50 1 

11.50 1 

27.50 1 27.50 

Price,Galv Plach 113.65 

1 13.65 

1 18..50 1 20.001 20.00 | 

” 20.00 1 

48.00 1 48.00 



j-— A 


1 

1 



INCREASERS 






- 



NO. 1033 










C 37350 



Size. 


.Inches 

3x2 

1 4x2 

1 4x3 1 

5x2 1 

5x3 1 

5x4 1 

6x4 1 6x5 

Size .Millimeters 

76x50 

1 100x501 100x761 : 

125x501 125x76|125xl00|150xl00 150x125 

Dim. A.. . 

Inches 

9 

1 9 

1 9 1 

9 1 

9 1 

9 1 

9 1 9 

Price.... 


2.50 

1 3.75 

1 3.75 1 5.50 1 

5.50 1 

5.50 1 

6.50 1 6.50 

Price,ualv. Dach 

4.40 

1 6.55 

1 6.55 1 

9.65 1 

9.65 1 

9.65 1 

11 35 1 11.35 

Size. 


Inches 

7x4 

1 7x6 

1 8x4 1 

8x6 1 

10x8 1 

12x10 1 

14x6 1 14x8 

Size. Millimeters 

175xl0C 

11175x1501200x1001200x1501250x200 1 300x25013^1501350v9m 

Dim. 

A.. . 

Inches 


1 

1 9 1 

9 1 

1 

1 

1 

Price 


. Each 

12.00 

1 12.00 

1 15.00 1 15.00 1 

20.00 1 

40.00 1 

55.00 1 55.00 

Price,Galv. h^ach 

20.00 

1 20.00 

1 26.25 1 26.25 | 

35.00 1 70.00 1 95.00 1 95.00 




■ 1 


TUCKER CONNECTIONS 




j 





NO. 1048 










C 37352 




.. Inches 


|2|3| 4|5|6|8 


..Millimetersi 50 | 76 jlQO |125 | 150 

Dimension A. Inches! 41^| 4^1 7 | 7 | f~ 

Price. “ "" - 


200 


-_ .Each| .80|2.00|3.25| 6.001 8.75121.00 

Price^Galvanized.Eachj 1.4013.5015.70110. 50 | 15.25|37 .00 

The inlets on Reducing Fittings are always the smallest openings. 

DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 












































































































































680 


CRANE 


CAST IRON 


DRAINAGE FITTINGS 

SCREWED FOR WROUGHT PIPE 



HUB CONNECTIONS 

NO. 1034 
C 37356 



5 1 6 


125 1 150 

Dimension A Inches] 3^4 | 4.% \ b^A 

\ 7H 

Dimension B.Inches] 3% ] 4% ] 6 

1 8^6 

Dimension C. .Inches] 3 \ 4ys \ bA 

6 ! 7ys 


2.00 ] 4.25 

Price, Galvanized . ..Each] 2.00 ] 2.10 ] 2 60 

3.50 ] 7.40 


BRASS SOLDERING NIPPLES 



NO. 1035 

C 37360 

Size. 


IMI 

1>^] 2 1 3 ] 4 ) 6 

Size. 


32 ] 

38 ] 50 ] 76 1100 ] 125 

Price. 


.9011.0511.50]2.75]4.00]9.00 



S TRAPS 
NO. 1036 
C 37370 


CLEANOUT 


OUTLET 


Size. 

Size. 


.Inches| 

^ ] 

50 1 


4 1 

100 1 

^ 1 

125 1 

6 

150 

Dimension A. . . . 

Dimension B. 


.Inches| 

8 M 1 

6 M ] 

lOH \ 

SVm ] 

l^Vs \ 

lOVa ] 

lb% \ 

12^6 1 

201 ^ 

15^6 

Dimension C. 


.Inches| 

8 1 

ny ] 

13% \ 

l&Vs ] 

19H 

Size of Cleanout. . 


.Inches I 

1 ] 

IM 1 

2 1 

2 1 

2 

Size of Cleanout... . 



25 ] 

32 1 

50 1 

50 1 

50 

Size of Vents... 


.Inches| 

2 ] 

3 1 

4 1 

4 1 

4 

Size of Vents. 

Pri 



60 ] 

76 1 

100 1 

100 1 

100 

X X ... 

Price, Galvanized... 



9.25| 

16.00] 

14.001 

24.00] 

21 .00] 

37.001 

36.00 

63.00 


DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 

































































































































CRANE 


681 


CAST IRON 


OUTLET 


DRAINAGE FITTINGS 

SCREWED FOR WROUGHT PIPE 



CLEANOUT 

HALF STRAPS 
NO. 1037 
C 37372 



.. Inches 


HALF S TRAPS 


RUNNING TRAPS 
NO. 1038 
C 37374 


.Millimeters 


Dimension A.Inch es 

Dimension B. .. .Inches 


Dimension C. Inches 

^ofVent. 

Size of Vent.Millimeters 


Size of Cleanout.Inch^ 


Size of Cleanout.Mil limeters 
Price 


.Each 




32 


2 *X6 


3H 


13^ 


32 


19 


1.55 




38 


2K 


33^ 




13^ 


38 


25 


Price Galvanized.Each 12.7013 


1.70 


00 


2 


50 


33f6 


2% 


50 


25 


2.20 


76 


5% 


sy2 


76 


I3i 


32 


5.00 


100 

53^ 


100 


50 


10.00 


5.85[8.75|17T50 


125 


me 




100 


50 


150 


lOVs 


me 


100 


21.50 


37.50 


50 


32.50 


..Inches 


RUNNING TRAPS 


57.00 


175 


7H 






125 


50 


40.00 


70.00 


200 


S^He 


I2ys 


150 

3 


76 


55.00 


95.00 


^.Millimeters 


Dimension A. TucMpr 


Dimension B..Inches 


Dimension C..Inches 


Size of Vent... .Inches 


Size of Vent. .. .Millimeters 


Size of Cleanout.*. .Inches 

Sizeof Clean out.Millimeters 

Price 


Each 


IH 


32 


7H 




ly 


13^ 


38 


3^ 


2J^ 


32 


19 


Price, Galvanized.Each 


.Inches 

.Millimeters 


Dimension A.Inches' 


Dimension B. . Inches 


150 


Dimension C.Inches 


Size of Vent. .. Inches 


Size of Vent... Millime ters 
Size of Cleanout.... Inches 


Size of Cleanout Millimeters 

Price.Ea ^ 

Price, Galvanized... Each 


2sy 


2.40 


4.20 


iy2 


38 


1 

25 


50 




2% 


76 


isy 


sy 


100 


ny 


me 


50 


25 


2.70 


4.70 


3.30 


5.75 


76 


ly 


32 


5.50 


9.50 


100 


50 


9.75 


17.00 


175 


26^ 


103 ^ ! 111 ^ 


me 


6^ 


100 I 125 


I 


50 


33.50 


58.50 


50 


125 






100 


50 


24.50 


T 


43.00 


10 


200 I 250 


12 


300 


3034 I 363^ I 4iy 


12H I 14^ 


14 


3,50 


oy I sy 


17 


45 


6 


150 I 150 


I 


9y 


I 


76 


50.00 I 65.00 


87.50 I 115.00 


76 


115.00 


200.00 


150 


76 


180.00 


300.00 


183^ 


10^ 


200 


100 


300.00 


500.00 


pitched M'lnch1o“the Traps are tapped; 

DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 
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CAST IRON 


DRAINAGE FITTINGS 

SCREWED FOR WROUGHT PIPE. 

P TRAPS 

NO. 1059 
C 37378 



Size. 


IM 1 

iy2 1 

2 

Size. 

. .Millimeters| 

32 1 

38 1 

50 

Dimension A. 

.InchesI 

1% 1 

2^ 1 

2% 

Dimension B. 

.Inches| 

2 1 

2M 1 

2H 

Dimension C. 

.InchesI 

M 1 

Vs 1 

yi 

Size of Cleanout. . 

.InchesI 

M 1 

1 1 

1 

Size of Cleanout .. 

. Millimeters 1 

19 1 

25 1 25 

Black. 

.Each| 

1.451 

1.551 

2.00 

Galvanized. 

.Each| 

2.551 

2.70| 

3.50 




OFFSETS 
NO. 1039 
C 37390 


OFFSETS 


SPECIAL 

UPRIGHT Y BRANCHES 
NO. 1049 

C 37392 


Size.Inches I 2|2|2|2|3|3|3|3|4| 4 


Size..... .MillimetersI 50 | 50 | 50 | 50 | 76 | 76 | 76 | 76 | 1001 100 


Offset B.InchesI 4 | 6 | 8 | 10 | 4 | 6 | 8 | 10 | 4 


100 


Length A.Inches! 73^1 11>^| 13i^| 8^| 10^| 12^| 14^| 9^1 HM 

Price.. Each|2.15|2.40|2.60|2.85|3.35|4 00|4.75l5.50|5.00| 5.75 




6.50 

11.35 


Price, Galv.Each|3.75|4.20|4.55|5.00|5.85|7.00|8.30|9.65|8.75110.00 


Size.InchesI 4 

4|5|5|5|5|6|6|6|6 

Size.. .Millimeters 1 100 

100 1 125 1 125 1 125 | 125 | 150 | 150 | 150 | 150 

Offset B.... Inches | 10 

12 1 6 1 8 1 10 1 12 1 6 1 8 1 10 1 12 

Length A... Inches | 15Ji 

17MI 12^|14J^ 1 16^1 185.^1 13^1 15^1 nH\ 19?^ 

Price.Eachj 7.50 

8.501 9.00110.00111.00112.00112.50113.50114.50115.50 

Price, Galv... Each 113.15 

15.00|15.75|17.50|19.25|21.00|22.00123.50125.50127 00 


SPECIAL UPRIGHT Y BRANCHES 


Size.InchesI 2x1]^ \2}/ixl}4\ 2j^x2 | 

3x2 1 

3x3 

1 4x2 

1 4x4 

Size.Millimeters | 

50x38 1 

64x38 1 

64x50 1 

76x50 1 

76x76 

1100x50 

1100x100 

Dimension A... .Inches| 

^Vs \ 

51^6 1 

1 rvs 1 

O'H'e 1 


1 7Vs 

1 iiM 

Dimension B. .. .Inches| 

I 

3% 1 

I sys 1 

4M 1 

4ys 

1 4% 

1 

Price.Each| 

2.90 1 

4.50 1 

4.50 1 

6.00 1 

5.50 

1 8.75 

1 8.00 

Price, GalvanizedEach 1 

5.10 1 

7.75 1 

7.75 1 

10.50 1 

9.75 

1 15.25 

1 14.00 


DIMENSIONS SUBJECT TO A SLIGHT VARIATION AND CHANGE WITHOUT NOTICE 































































































CRANE 


683 



ARCO WAND VACUUM CLEANERS 


Nos. 34, 36, AND 48 


Nos. 341 AND 361 


Nos. 341T AND 361T 


^ c 38002 c 38004 

t'nce, with Iso. 3 Equipment. 

r. p. n.. Length, 32; 

Price, with No. 4 Equipment. 

widTh;f5;hSrai„°S--fc^ 650 r. p. n.. Length, 35; 

Price, with No. 5 Equipment. ^ 

WITH MOTORS 

■'iAtT‘3«a^^w^htS;2V;Ve[ghT^ 

Prme, with No. 3 Equipment. 32 ^^ 

Si\*;?hipptoSSSis.""'”^^ ^dth™23; height, ?6 

Price, with No. 4 Equipment. 

XTrk ^oi • . 35350.00 

^o«en“gth"-5?: ca¬ 
price. With NO. 5 Equipment. ■ 

. $oyo. 00 

"Kipling”weigh?- 2 SSS 

Price, with No. 6 Equipment. .$1200 00 

ON TRUCKS, WITH MOTORS 

^0?poundT.’ ^lTachL?only,^385^po^ds^^’ width, 24; height, 48 inches. Shipping weight, 
^Mtelhedio-MaSitar*'’'"®"*’ Coupling and 25-foot Electric Cable 

. 2 g QQ 

wefeht.^aio’pomTd^ ^Maculie oniif‘ 550 ^ porad?’ 6® inches. Shipping 

^’^Attalhid to^Machine^"**”"®"*' C^nPUng and 50-foot Electric Cable 

^oirr. . $395.00 

1100°ix)unds.®^MlicWne only,- 92^'*^?kdi^' height, 62 inches. Shipping weight, 

UaS*Jd to°Mrchine^"''’‘"'’”‘- E'cctrlc Cabie 

. $730.00 

For Equipment see following page 
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ARCO WAND VACUUM CLEANERS 

CLEANING TOOLS 



No. 5 EQUIPMENT, FURNISHED WITH 
MACHINES Nos. 48, 481 

J —One Wand (handle). No. 5. 

K —One Tuft Cleaner. 

D —One 4-inch Renovator. 

A —One 12-inch Renovator. 

F —One 15-inch Felted Sweeper. 

M—One Hose Bracket. 

Two 25-foot lengths 1 M-inch Hose and 
Couplings. 

No. 50-T EQUIPMENT, FURNISHED 
WITH No. 481-T 

One Wand (handle), l^-inch hose size. 

One Tuft Cleaner, 1 M-hich hose size. 

One 4-inch Renovator (adjustable suction 
type), IM-inch hose size. 

One 12-inch Renovator (adjustable suction 
type), 13^-inch hose size. 

One 12-inch Floor Brush, IM-inch hose 
size. 

One 35-foot length 1 M-inch Hose with 
Coupling. 


SIZES OF 



1 HOSE 1 

PIPING 

No. 

1 Length 

Size 

Inches 

Max. 

Length 

Feet 

Size 

Inches 

341.34 

1 1-35 ft. 1 

1 1 1 

100 1 

1 134 

361,36 

1 1-75 ft. 1 

1 1 1 

! 200 1 

1 134 


No. 3 EQUIPMENT, FURNISHED WITH 
MACHINES Nos. 34, 341 

J —One Wand (handle). No. 3. 

K —One Tuft Cleaner. 

C —One 7-inch Renovator. 

H —One 10-inch Felted Sweeper. 

M—One Hose Bracket. 

L —One 35-foot length 1-inch Fabric Hose 
and Coupling. 


No. 4 EQUIPMENT, FURNISHED WITH 
MACHINES Nos. 36, 361 

.1 —One Wand (handle). No. 3. 

K —One Tuft Cleaner. 

E —One 4-inch Renovator. 

B —One 10-inch Renovator. 

G —One 12-inch Felted Sweeper. 

M—One Hose Bracket. 

Two 25-foot lengths 1-inch Hose and 
Couplings. 


No. 6 EQUIPMENT, FURNISHED WITH 
MACHINE No. 692 

J —Two Wands (handles). No. 5. 

K —Two Tuft Cleaners. 

D —Two 4-inch Renovators (adjustable 
suction type.) 

A —Two 12-inch Renovators (adjustable 
suction type. 

F —Two 15-inch Felted Sweepers. 

M—Two Hose Brackets. 

Four 25-foot lengths 13^-inch Hose and 
Couplings. 


No. 30.T EQUIPMENT, FURNISHED 
WITH Nos. 341-T AND 361-T 

One Wand (handle), 1 M-inch hose size. 

One Tuft Cleaner, 1 M-inch hose size. 

One 4-inch Renovator, 1 >i-inch hose size. 
One 10-inch Renovator, 134-inch hose size. 
One 25-foot length 1 M-inch Hose with 
Coupling. 


AND PIPING 


No. 

HOSE 1 

PIPING 

Length 

Size 

Inches 

1 Max. 
Length 

1 Feet 

Size 

Inches 

481,48 11-100 ft. 

IM 

1 350 1 

1 2 

692 12-100 ft. 

134 1 

1 500t 

1 3 


Exhaust Pipe should be same size as cleaner main. 

Maximum length is distance measured from machine to the most remote inlet coupling, 
regardless of the number of mains and risers used. 

tOr either of the following combinations can be used: 320 feet of 3-inch main connected 
to any 2 34-inch riser not exceeding 80 feet in height; or 120 feet of 3-inch main connected 
to any 2 34-inch riser not exceeding 160 feet in height. 
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COMBINATION RANGE BOILERS AND WATER HEATERS 


“ROYAL” 

AUTOMATIC 


“MARVEL” 

NON-AUTOMATIC 




THE “ROYAL” AUTOMATIC 

Thermostatic control renders operation en¬ 
tirely automatic. 

Constant circulation keeps the water free 
from sediment—fit for drinking and all domestic 
purposes. 

All water in boiler kept at a constant pre¬ 
determined temperature. 

No coils to clog or leak. 

Can be connected to water back in stove 
CQil in furnace for winter operation. 

Simple to operate, no complicated mechanism 
to get out of order or confuse the operator. 

N 9 S. 18 and 24 sizes are designed to meet the 
requirements of a small continuous supply of 
hot water. 

No. 32 is suitable for residences equipped with 
one bath, two or three lavatories, and kitchen 
sink. 

, No. 42 for two baths, three or four lavatories, 
kitchen sink, and laundry tray. 

Nos. 52 and 66 for three or four baths, three 
or four lavatories, kitchen sink, and launc 
tray. 

No. 82 and larger sizes are suitable for hotels, 
clubs, gymnasiums, bath parlors and all places 
requiring an unusual supply of hot water. 

Boiler stands not furnished unless specified 
when an extra charge will be made. 


C 38152 


Size 

No. 


18 

12 in. X 36 in 

24 

12 in. X 48 in 

32 

14 in. X 48 in 

42 

16 in. X 48 in 

52 

16 in. X 60 in 

66 

18 in. X 60 in 

82 

20 in. X 60 in 

120 

24 in. X 60 in 


Size of Shell 


Larger sizes on application. 


Shipping 
Weight 
in Lbs. 

Price 

Each 

135 

$ 76.50 

152 

81.50 

175 

92.00 

205 

110.00 

246 

133.50 

305 

161.50 

333 

203.00 

404 

271.00 


“THE MARVEL” NON-AUTOMATIC 

This boiler occupies no more space than an ordinary range boiler It is alwavs 
SerLion aSd^^win^nr^lt® burner is extremely simple in construction, is noiseless m 

ItSi^ bft inH frighten the operator by flashing back into the mixer. 

adjusted to burn either Natural or Manufactured Gas. All 
Boilers are furnished with fire door and vent connections. Boiler 
stands not furnished unless specified when an extra charge will be made. 


Size 

No. 

Size of Shell 

Shipping 

Weight 

Lbs. 

Price 

Each 

18 

24 

12 in. X 36 in. 

12 in. X 48 in. 

90 

107 

$30.00 

nn 

30 

12 in. X 60 in. 

130 

Oi . uu 

Q9 nn 

32 

14 in. X 48 in. 

133 

0 ^. uu 

Qft nn 

40 

14 in. X 60 in. 

160 

00 . uu 

AO nn 

42 

16 in. X 48 in. 

180 

. UU 

An nn 

52 

16 in. X 60 in. 

185 

ou. uu 

AQ nn 

66 

18 in. X 60 in. 

270 

oy. uu 
89.00 
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Number 


M—2-32 


Size of 
Shell, 
Inches 


Size of 
Base 
Inches 


Height 

Inches 




Space 

Required 

Inches 


12x 17 


Capacity 

Gallons 


20 to 40 


Approximate 
Shipping 
Weight, lbs. 


Price 

Each 


$35.00 


M—3-64 


6 X 12 


8x 13 


28 ^ 


12x22 


30 to 60 


67.00 


THE “HOLYOKE” WATER HEATER 

USING KEROSENE OIL AS FUEL 


C 38180 

HOLYOKE NO. 2-32 


C 38182 

HOLYOKE NO. 3-64 


The ^‘HOLYOKE’^ Heater may be used in any place where there is a water 
supply. 

Kerosene is the ideal fuel—low priced—safe—easy to handle and everywhere 
available. 


THE SHELL 


The Shell of the Heater is of cast iron and made in three principal parts, i. e. 
front, back, and cap. A cast iron plate supporting the burner is fitted to the base 
of the heater. 


THE COILS 


The heating surface of The '‘Holyoke’' 2-32 consists of four (4) seamless copper 
coils; The 3-64 consists of eight (8) seamless copper coils !%" in diameter each 
eight feet long, both ends of each coil being brazed into BRONZE METAL mani¬ 
folds. All assembled coils are tested and guaranteed under 250 lbs. cold water 
pressure. The coil is so constructed that the hot gases strike the heating surface 
many times before entering the vent. The half turn of the coils baffles the rising 
heated gases thus utilizing much heat which would otherwise go to waste. Coils 
are easily cleaned with the use of a small stiff brush. 


THE BURNER 

The Burner, which is our Improved Perfection Blue Flame (wick) type, is regu¬ 
lated instantly and positively and has practically an odorless combustion. The 
Burner is attached to a removable cast iron plate which is supported by the Heater 
back and held in place by a small screw. Our patented arrangement permits the 
Burner to be easily removed from the body of the Heater for cleaning purposes. 
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THE REX WATER HEATER 



C 38204 


REX 

DOUBLE COPPER COIL HEATERS 

For quick service in dwellings, barber 
shops or wherever hot water in abundance is 
is demanded. Adaptable for boilers of thirty 
to fifty gallons capacity. Astonishingly eco¬ 
nomical even with high price fuel. 

Ji-Inch Water Connections—Flinch 
Gas Connection 

No. 40, 163^ ft. Copper Coil, Diameter 
7 in.. Height 22 in.. Shipping Weight 

38 lbs.List $18.00 

No. 50, 203^ ft. Copper Coil, Diameter 
7 in.. Height 22 in.. Shipping Weight 

40 lbs.List 20.00 

No. 70, 25 ft. Copper Coil, Diameter 7 
in.. Height 24 in.. Shipping Weight 
48 lbs.List 22.50 


REX No. 80 

TRIPLE COPPER COIL HEATERS 

For maximum results at minimum cost. 
Adequate for the largest dwellings, small 
apartments, terraces and laundries. Suit¬ 
able for tanks of fifty to eighty gallons capac¬ 
ity or may be used in manifold with larger 
tanks. 

1-Inch Water Connections—3^-Inch 
Gas Connection 

No. 80, 35 ft. Copper Coil, Diameter 
8}/^ in.. Height 25 in., Shipping 
Weight 70 lbs.List $35.00 



C 38206 
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LAUNDRY TANK HEATERS 



IDEAL HOT WATER SUPPLY BOILER LITTLE HERCULES 


No. 

Tank 

Capacity 

Gals. 

Outlets 

Inches 

Height 

Inches 

Diam. 

of Base 
Inches 

Grate 
Area 
Sq. Ft. 

Style 

of 

Grate 

Smoke 

Collar 

Inches 

‘ Price 
Compete 
Each 

01 

56 

i-iH 

27H 

15M 

.59 

slide 

5 

$26.50 

02 

93 

1-1^ 

34^ 

18 

.54 

Slide 

5 

36.00 

03 

144 

i-m 

ssys 

18 

.59 

Slide 

5 

39.00 

04 

192 

3-1^ 

mi 

23ys 

.80 

Rocking 

6 

65.00 

05 

210 

3-1J4 

4:Oj4 

23y 

.80 

Rocking 

6 

76.00 

06 

384 

3-2 

48 

24M 

1.23 

Rocking 

6 

84.00 

07 

426 

3-2 

53^ 

24*4 

1.23 

Rocking 

7 

102.00 

08 

600 

3-2 

47H 

27H 

1.92 

Rocking 

7 

110.00 

09 

660 

3-2 

5414 

27y 

1.92 

Rocking 

7 

134.00 


No fire tools are supplied with above Boilers. 


THE LITTLE HERCULES HEATER 



List Price 



Water body 9x11 inches. 


KING LAUNDRY TANK 

HEATER 

Height Over All. 


Heating Capacity per Hour. 


Weight. 


List Price. 




C 38318 
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HOLDEN AUXILIARY WATER HEATERS 



C 38340 


The Holden Auxiliary Heater can l^e installed in the firepot of a furnace or 
stove, the size depending on the size of the firepot and the capacity of the heater 
required. It can be used either to heat water for range boilers or radiators. 
It provides a very satisfactory means of heating, at small expense, a room which 
is not properly heated by furnace or stove already installed. 

Use the two tappings most convenient for your connections and plug the others. 


No. of 
Heater 

Diam. 

Inches 

Height 

Inches 

No. and 

Size 

Tappings 

Size Range Boiler 

Capacitv 
Sq. Ft. of 
Radiation 

Price 

105 

5 

4J4 

4-M 

5 ft.xl2 in. to 5 ft.xl4 in. 

50 to 75 

$2.00 

106 

6 

4^ 

4-1 

5ft.xl4in. to 5ft.xl8in. 

75 to 100 

3.00 

108 

8 

4H 

3-lM 

5ft.xl6in. to 5ft.x22in. 

100 to 150 

4.00 

no 

10 

4>^ 

3-m 

5ft.x22in. to 8ft.x24in. 

150 to 250 

5.00 

112 

12 

43^ 

3-2 

8 ft.x24 in. to 10 ft.x24 in. 

250 to 350 

6.00 
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TABASCO WATER-HEATER 

ALL STEEL—SELF-FEED AND SURFACE BURNERS 



FOR MAXIMUM WORKING PRESSURE OF 60 POUNDS 


PRICE LIST AND DIMENSIONS 


Heater 

Heating 

Capacity 

Gallons 

perHour 

Size of 
Heater 
Inches 

Total 

Height 

Inches 

Sizes 

Flows 

and 

Returns 

Inches 

Weight 

Pounds 

Price 

Maga¬ 

zine 

Feed 

17 

130 

17x30 

52 

2-2 

400 

$130.00 

18 

150 

17x36 

57 

2-2 

420 

135.00 

21 

200 

21x30 

52 

2-2 

520 

160.00 

22 

250 

21x36 

59 

2-2 

550 

165.00 

25 

300 

25x36 

59 

2-2 

780 

195.00 

26 

350 

25x42 

65 

2-2 

810 

200.00 

27 

400 

25x48 

71 

2-2 

840 

205.00 

30 

500 

30x42 

65 

2-21^ 

1100 

250.00 

31 

600 

30x48 

75 

2-2j^ 

1150 

260.00 

32 

700 

30x54 

81 

2 -2K 

1240 

270.00 


Price 

Surface 

Burner 


$125, 

130. 

150. 

155. 

185. 

190. 

195. 

235. 

245. 

255. 


Magazine Feed Heaters are always shipped unless Surface Burners are specified 
in order. Heaters are provided with brass clean-out plugs. 

On all Tabasco Heaters the heating capacity is based on raising the water in 
the storage tank 50 degrees Fahrenheit in one hour. 


ssssssssss 






























CRANE 


BROS WATER HEATING GARBAGE BURNERS 



SPECIFICATIONS AND PRICE LIST 


Size. 

Capacity ( Gals. per hour. 

_ \Bu. per charge. . 

Diameter / Floor Space. 

_ 1 Gra te.... 

Height/Over all. 

_ \To b ottom of charging door. 

Size Door/Garbage.. 

__ \Fire and Ash. 

Diameter Smoke Pipe. . 

Size Openings/Flow. 

_ \ Return. . 

Approximate Weight. 

Price with Brass Tubes. 


•I 12 I 16 I 20 


220 

1 


330 

2 


440 

3 


24 I 28 I 32 


• Inches 

• Inches 


550 

4 


17 

12 


660 

5 


. Inches 
. Inches 


58 

32 


21 

16 


25 

20 


29 

24 


64 

37 


33 

28 


. Inches I 6J^x8 
. Inches | 63/^x8 


■ Inches I 


6^x8 

6^x8 


64 

37 


64 

37 


64 

37 


6^x8 

6^x8 


7x12 I 
7x12 


■ Inches) 2-114 

■ Inches ( 2-114 


2-2 

2-2 


2-2 

2-2 


2-2 

2-2 


2-2 

2-2 


7x12 

7x12 


770 

6 


37 

32 


64 

37 


7x12 

7x12 


2-2 

2-2 


Pounds) 550 I 700 | 900 | llOQ | 1300 | ISQQ 


I$99.001$122.001$160.001$194.001$219.001$244ToQ 
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STANDARD WATER STORAGE TANKS 


Tested to 100 pounds hydrostatic pressure, and for use where water working- 
pressure d^s not exceed 65 pounds. Regularly made with flanged openings as 
shown so that they may be used horizontally or vertically. Manholes, handholes, 
and coils furnished only when specially ordered. We recommend that tanks con- 
taming coils be made with a manhole. 



C 38400 


Capacity 

Gallons 

Size 

Inches 

Approx. 

Shipping 

Weight 

Size 

Openings 

Inches 

List 

Price 

Size 

Coil 

Plain 

Coil 

Galv. 

Coil 

66 

20x 4 

270 

IH 

$ 94.00 

4 Pipes 1 

$29.00 

$35.00 

85 

20x 5 

310 

III 

104.00 

4 Pipes 1 

30.50 

38.50 

100 

24x 4 

330 


109.00 

4 Pipes ly 

35.50 

42.00 

120 

24x 5 

380 


123.00 

4 Pipes ly 

37.00 

45.00 

140 

24x 6 

440 

iy2 

134.00 

4 Pipes ly 

38.50 

48.00 

150 

30x 4 

430 

2 

143.00 

4 Pipes 1}4 

35.50 

42.00 

180 

30x 5 

500 

2 

158.00 

4 Pipes 1}4 

37.00 

45.00 

220 

30x 6 

560 

2 

173.00 

4 Pipes ly 

38.50 

48.00 

250 

30x 7 

630 

2 

196.00 

4 Pipes ly 

40.00 

51.00 

295 

30x 8 

700 

2 

211.00 

4 Pipes ly 

41.50 

54.00 

315 

36x 6 

700 

2 

206.00 

4 Pipes 13^ 

51.00 

62.00 

365 

36x 7 

780 

2 

241.00 

4 Pipes ly 

54.00 

66.00 

420 

36x 8 

870 

2 

256.00 

4 Pipes 13^ 

57.50 

70.00 

525 

36x10 

1030 

2 

293.00 

4 Pipes ly 

64.00 

78.00 

430 

42x 6 

890 

2 

276.00 

4 Pipes 13| 

51.00 

62.00 

500 

42x 7 

980 

2 

310.00 

4 Pipes 13^ 

54.60 

66.00 

575 

42x 8 

1070 

2 

333.00 

4 Pipes ly 

57.50 

70.00 

720 

42x10 

1250 

2 

375.00 

4 Pipes 13^ 

64.00 

78.00 

865 

42x12 

1430 

2 

415.00 

4 Pipes ly 

70.50 

85.00 

1000 

42x14 

1620 

2 

468.00 

4 Pipes 13^ 

77.00 

93.00 


Special or Extra Flanged openings add to list for each opening: 

1^"—S6.00; 2" or 2}^"—$8.00; 3" or $9.00; 4"—$10.00; 5"—$15.00* 6'"— 
$18.00 ’ 

Manhole in head, $30.00; in shell, $45.00. 

Handhole in head or shell, $8.00. 



































CRANE 


693 


EXTRA HEAVY WATER STORAGE TANKS 

shown so that they may be used horizontal or vertical Shofe^hln^”!"®® 
coils furnished only when sneriall v orHprAH wf handholes and 

coils also be madi wUh a'^r^Se 

specifications will be submittefon^pHcIw^ ""d 



C 38402 


Capacity 

Gallons 

Size 

Thick¬ 

ness 

Shell 

Inches 

Convex 

Head 

Inches 

Concave 

Head 

Inches 

Approx. 

Shipping 

Weight 

Size 

Open¬ 

ings 

Inches 

List 

Price 

120 

24x 5 1 

% 1 M 1 

54 1 390 1 m 

$137.00 

1 24x 6 1 

54 1 1 

54 1 440 1 IJ^ 

155.00 

1 ^Ux 5 1 1 1 

54 1 520 1 2 

182.00 

220 1 aox 6 1 54 1 1 

54 1 590 1 2 

198.00 

J. M 1 54 1 660 1 2 

224.00 

__^5 30x 8 54 1 5^ 1 54 1 720 ! 2 

242.00 

-y . 5^ 1 54 1 r 920 1 2 

365 36x 7 U K7 i - ^ ---- 

264.00~ 


525 

430 

500 

575 


36x10 
42x 6 


I M I Ke 


42x 7 

42x 8 




^ I 54 


JL 

H 


1160 

1380 


328.00 


1140 

1260 


385.00 


345.00 


390.00 


720 


865 


42x10 

42x12 




54 


1000 


42x14 




54 


1400 


54 


750 


48x 8 


940 

1130 


1300 

1500 


48x10 

48x12 


I 48x14 


M I w r 


1660 

1910 


420.00 


480.00 


Jl 

5^ 




I 54 


2180 

1690 


540.00 


I 614.00 


1960 


I 510.00 


I 


1700 I 


48x16 

48x18 




5^ 


54 


54 


I 


2250 

2570 


580.00 


I 650.00 


I I 54 I 


2860 


715.00 


I 3150 I 


800.00 


For Extras, Coils, etc., list same as used for Standard Tanks. 


870.00 
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CRANE 


GALVANIZED RANGE BOILERS 


STANDARD, EXTRA HEAVY AND DOUBLE EXTRA HEAVY 


HORIZONTAL 



C 38430 


WELDED 


RIVETED 



C 38432 


Capacity, 

Gallons 

Diameter, 

Inches 

Length, 

Feet 

Price 

Horizontal 
or Vertical 

18 

12 

3 

$14.50 

24 

12 

4 

15.75 

30 

12 

5 

19.00 

32 

14 

4 

21.00 

40 

14 

5 

24.00 

42 

16 

4 

26.00 

52 

16 

5 

31.00 

66 

18 

5 

38.00 

82 

20 

5 

45.50 

100 

22 

5 

63.50 

120 

24 

5 

72.50 

144 

24 

6 

103.00 

192 

24 

8 

132.00 


All boilers have spuds tapped for 1-inch iron 
pipe; for larger tappings an extra charge will 
be made as follows: 



C 38436 


Size. 

.. Inches 1 1}4 \ 

1^ 1 2 1 


1 3 1 

1 4 

Price, net. 

...Each! $0.25 1 

$0.25 1 $0.50 1 

1 $1.00 

1 $1.50 1 $2.00 


WORKING 

PRESSURE 




Standard. 





85 

Extra Heavy. 




.. Pounds 

150 

Double Extra Heavy. . 




.. Pounds 

150 





































CRANE 


GALVANIZED RANGE BOILERS 


WITH ONE-INCH GALVANIZED IRON STEAM COIL 


horizontal top inlet 



C 38456 


ONE INCH COILS FOR RANGE BOILERS 


Diameter ot Boiler.I nchesI 12 | 1 4 | 16 I 18 I 20 I 9?! I 94 

— ce . I»10-50|«2.00|$16.00|$18.00|$21.00|$25.00|$30.00 

NOTE.-To obtain the price of a Boiler with Coil, add the price of Coil to the 
regular price of Boiler of corresponding diameter. 




































696 


CRANE 


CIRCULATING 

BOILER FITTINGS 

MALLEABLE IRON GALVANIZED 



NO. 587 
C 38470 


588 

38472 



Size..Inches 

Female, Male 
^xMxl 

Female, Male 

Female, Male 

Size.MillimetersI 

19x19x25 

1 19x13x25 

1 13x13x25 

Price, Boiler Elbows, Galv.Each| 

.40 

1 .40 

.40 

Price, Boiler Elbows, with Union. Galvanized. . .Each| 

.76 

1 .75 

.60 

Price, Boiler Coupling, Galv... .Each| 

.40 

.40 

1 .40 

Price. Boiler Couplinc, with Union. Galvanized. .Each | 

.75 

1 ' .75 

1 .60 


To avoid mistakes, particular care should be used in making orders quite clear 
for the above fittings. 


NO. 589 
C 38474 


C 38476 



CIRCULATING BOILER TEES 

MALLEABLE IRON 

GALVANIZED 


Size. 

.Inches 1 

?4x3^xl 

Size. 

Millimeters | 

19x13x25 

Price, without Union . . 

.Each 1 

.50 

Price, with Union. 


.80 



C 38480 


C 38482 































CRANE 


BOILER STANDS, HANGERS AND BRACKETS 


REGULAR 21 INCHES HIGH 


ADJUSTABLE 



C 38550 



REGULAR 


C 38554 


16 


. ___:__:__:_^Inches| 12 I 18 I 14 
^ice, Plair TTTTrr:; , . Each | $1 .251 $1 ,35 
rrice, G alvanized.Eachj 2 .501 2.60| 2.70 

to^ raise Regular Stands to 30 inches. 


$1.85 


3.25 


18 


$2.00 


3.80 


20 


$2.25 


4.50 


22 


$2.75 


5.00 


24 


$3.50 


6.50 


Add to list: Plain, 50 cents; Galvanized, Y5 cents. 

ADJUSTABLE 


Number. .. 

For Boilers 


1 


Gallons 


rrice,^lam..,^ ..K «..h 


30 to 40 I 52 to 66 


Price, Galvanized.;TTTT ...... . ^ V.»o.h 


$1.25 I $2.00 


82 to 120 


2.00 I 300 


$2.75 


4.00 



UNIVERSAL RANGE BOILER STAND 

This stand will fit any size or make of boiler. Simply 
screw it into the bottom of the boiler and turn the lock-nut 
plate up against the bottom of the boiler. It is neat and 
strong; will support any boiler from 6 to 100 gallons. It is 
adjustable to unusual heights by use of pipe cut to 
length desired. All parts coming in contact with water 
are galvanized. Each stand is packed complete in carton. 

Price with Regular Length Nipple.Each $1.50 

C 38560 

WROUGHT IRON HANGER WROUGHT IRON BRACKET 



C 38580 


FOR 

1 

HORIZONTAL 


\ 1 

1 BOILERS 


/ 



/ 


Mze. 


C 38582 

WROUGHT IRON HANGERS AND BRACKETS 


. Inches 


thrice, Hangers. Pernnir 

Price Brackets. .TTPer 


■ pair 


12 


14 


16 


$6.50|$6.80|$7.C0i$7.50 


18 I 20 


11.00111.50112.50 113.50 


$8.00 


19.00 


22 I 24 


$8.80 $9.80 


20.00 28.00 






























































































CRANE 


IDEAL TYPE “A” SECTIONAL BOILERS 

1 


C 38800 


FOR STEAM 


Boiler 

Number 

Number 

of 

Sections 

Ratings 
Sq. Ft. 

Fuel 

Capacity 
Hard Coal 
Pounds 

Grate 

Area 

Sq. Ft. 

Length 

Inches 

Price 

Complete 

With 

Jacket 

1-A- 4 

1 4 

450 

150 

1.9 

1 22 

$ 386.00 

1-A- 5 

5 


600 

200 

2.5 

1 27^ 

442.00 

l-A- 6 

6 


750 

250 

3.1 

1 33 

498.00 

1-A- 7 

7 


900 

300 

3.7 

1 38H 

554 00 

2-A- 5 

5 


1100 

350 

4 

1 27H 

630.00 

2-A- 6 

6 


1400 

450 

5 

1 33 

714.00 

2-A- 7 

7 


1700 

550 

6 

1 38)4 

798.00 

2-A- 8 

8 


2000 

650 

7 

1 44 

882.00 

2-A- 9 

9 


2300 

750 

8 

1 49^ 

966.00 

3-A- 5 

5 


2600 

800 

8 

1 38 

1209.00 

3-A- 6 

6 


3250 

1000 

10 

1 46 

1 1392.00 

3-A- 7 

7 • 


3900 

1200 

12 

I 54 

I 1575.00 

3-A- 8 

8 


4550 

1400 

14 

1 62 

1 1758.00 

3-A- 9 

9 


5200 

1600 

16 

1 70 

1 1941 00 

3-A-lO 

10 


5850 

1800 

1 18 

1 78 

1 2124.00 

3-A-ll 

11 


6500 

2000 

1 20 

1 86 

1 2307 00 














































CRANE 


IDEAL TYPE “A” SECTIONAL BOILERS 



C 38802 


FOR WATER 


Boiler 

Number 

Number 

of 

Sections 

Ratings 
Sq. Ft. 

Fuel 

Capacity 
Hard Coal 
Pounds 

Grate 

Area 

Sq. Ft. 

Length 

Inches 

Price 

Complete 

With 

Jacket 

1-A- 40 

4 

750 

1 150 

1.9 

22 

S 357.00 

1-A- 50 

5 1 

1 1000 1 200 

1 2.5 

1 27^4 

413 00 

1-A- 60 

6 

1250 1 250 

1 3.1 

i 33 

469 00~ 

1-A- 70 

7 1 1500 i 300 

3.7 

1 38H 

525 00 

2-A- 50 

5 1 1800 1 350 

4 

1 27^ 

600.00 

2 -A- 60 

6 1 2300 1 450 

5 

33 

684.00~” 

1 7 1 2800 1 550 

6 

383^ 

768.00 

2-A- 80 1 8 1 3300 I 650 

7 

44 

852 00 

2-A- 90 1 9 1 3800 | 750 

8 

49^ 

936.00 

3-A- 50 1 5 1 4400 ( 800 

8 

38 

1175.00 

3-A- 60 1 6 1 5500 | 1000 | 

10 1 

46 

1358.00 

•5-A- /u 1 7 1 6600 1 1200 1 12 1 

54 1 

1541.00 

6-A- 80 1 8 1 7700 1 1400 1 14 1 

62 1 

1724.00 

W 1 9 1 8800 f 1600 1 16 | 

70 1 

1907.00 

rf-A-100 1 10 ! 9900 1 1800 1 18 1 

78 1 

2090. OCF" 

- <5-A-lI0 1 11 1 11000 1 2000 1 20 1 

86 1 

2273.00 


! 
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CRANE 


IDEAL SECTIONAL STEAM BOILERS 



Number 

1 Sections 

Total 

Length 

Inches 

Total 

Height 

Inches 

Total 

Width 

Inches 

Height 

Water 

Line 

Inches 

Grate 

Area 

Square 

Feet 

Ash Pit 
(Inside) 
Inches 

No. and Size 
ot Outlets.ins. 

Smoke Pipe 
Inches 

Capacity 

Direct 

Radia’n 

Square 

Feet 

Price 

Complete 

Each 

S-19- 5 

5 

51M 

50 

32M 

iSs/ 

3.32 

20 

X 29^/q 

2-3 

9 

600 

$223.00 

S-19- 6 

6 

58^ 

50 

3214 

4SS/ 

4.15 

20 

x36H 

2-3 

9 

750 

260.00 

S-19- 7 

7 

65 

50 

32M 

43^ 

4.98 

20 

X 43^6 

3-3 

9 

900 

297.00 

S-22- 5 

5 

53H 

53 

36M 

46M 

4.08 

231^ X 

2-4 

10 

800 

272.00 

S-22- 6 

6 

60H 

53 

36H 

46M 

5.10 

23yi X 3374 

2-4 

10 

1000 

321.00 

S-22- 7 

7 

67H 

53 

36M 

46M 

6.12 

23}4 X 45'54 

3-4 

10 

1200 

370.00 

S-25- 5 

5 

59H 

57^ 

41H 

51 

5.44 

28 

X S5/^ 

2-4 

11 

1100 

346.00 

S-25- 6 

6 

6674 

57^8 

41H 

51 

6.80 

28 

X 42/ 

2-4 

11 

1350 

407.00 

S-25- 7 

7 

74y2 

577/8 

41H 

51 

8.16 

28 

X 50/8 

3-4 

11 

1600 

469.00 

S-25- 8 

8 

82M 

577/8 

41H 

51 

9.52 

28 

X 58^ 

3-4 

11 

1850 

517.00 

S-28- 5 

5 

60 

ms/ 

uy 

53^ 

6.24 

30H X 351 ^ 

2-4 

12 

1300 

395.00 

S-28- 6 

6 

68 

60H 

uy 

53^ 

7.80 

3044 X 431 ^ 

2-4 

12 

1625 

474.00 

S-28- 7 

7 

76 

ms/ 

44M 

533/i 

9.36 

30H X 51% 

3-4 

12 

1950 

536.00 

S-28- 8 

8 

84 

60^ 

44H 

53^ 

10.92 

30H X 59% 

3-4 

12 

2275 

598.00 

S-48- 6 

6 

92 

SIH 

69 

72 

18.00 

52 

X 54}4 

2-6 

21 

3960 

1249.00 

S-48- 7 

7 

102^ 

sm 

69 

72 

21.60 

52 

x65M 

2-6 

21 

4725 

1439.00 

S-48- 8 

8 

IWA 

sm 

69 

72 

25.20 

52 

x76 

3-6 

21 

5500 

1629.00 

S-48- 9 

9 

124M 

sm 

69 

72 

28.80 

52 

x80H 

3-6 

21 

6265 

1819.00 

S-48-10 

10 

135 

siH 

69 

72 

32.40 

52 

x 973^ 

3-6 

21 

7035 

2009.00 


Above are hard coal ratings. Soft coal requires boiler size larger. Prices on 
boiler parts quoted on application. For other measurements see page 702. 
































CRANE 


701 


IDEAL SECTIONAL WATER BOILERS 



C 38842 


Number 

Sections 

Total 

Length 

Inches 

Total 

Height 

Inches 

Total 

Width 

Inches 

Fire Pot 
Inches 

Number 

and 

Size of 
Outlet 
Inches 

Smoke 

Pipe 

Inches 

Capacity 

Direct 

Radiation 

Square 

Feet 

Price 

Complete 

Each 

W-19- 

5 

5 

51M 

50 

31M 

21Mx26J^ 

2-3 

9 

1000 

$ 197.00 

W-19- 

6 

6 

58^ 

50 

31^ 

21^x33 

2-3 

9 

1250 

233.00 

W-19- 

7 

7 

65 

50 

31M 

21Mx39U 

3-3 

9 

1500 

269.00 

W-22- 

5 

5 

53M 

53 

35J4 

25 

x28 

2-4 

10 

1300 

241.00 

W-22- 

6 

6 

60M 

53 

35M 

25 

x35 

2-4 

10 

1650 

291.00 

W-22- 

7 

7 

67M 

53 

35M 

25 

x42 

3-4 

10 

2000 

341.00 

W-25- 

5 

5 

59M 

57^ 

mi 

30 

x31 

2-4 

11 

1825 

316.00 

W-25- 

6 

6 

mA 

577yi 

mA 

30 

x38H 

2-4 

11 

2225 

374.00 

W-25- 

7 

7 

74^ 

577/i 

mA 

30 

xWA 

3-4 

11 

2650 

435.00 

W-25- 

8 

8 

82M 

577/s 

mA 

30 

x543^ 

3-4 

11 

3050 

477.00 

W-28- 

5 

5 

60 

QOH 

mA 

33 

x32 

2-4 

12 

2150 

363.00 

W-28- 

6 

6 

68 

GOH 

mA 

33 

x40 

2-4 

12 

2675 

438.00 

W-28- 

7 

7 

76 

GOH 

mA 

33 

x48 

3-4 

12 

3200 

493.00 

W-23- 

8 

8 

84 

60H 

mA 

33 

x56 

3-4 

12 

3725 

548.00 

W-48- 

6 

6 

92 

81M 

68 

50 

x53 

2-6 

21 

6525 

1220.00 

W-48- 

7 

7 

102 ?-i 

81^ 

68 

50 

x64 

2-6 

21 

7780 

1403.00 

W-48- 

8 

8 

113}^ 

SIH 

68 

50 

x75 

3-6 

21 

9040 

1586.00 

W-48- 

9 

9 

124M 

SIH 

68 

50 

x86 

3-6 

21 

10295 

1769.00 

W-48-10 

10 

135 

SIH 

68 

50 

x96 

3-6 

21 

11550 

1952.00 


Above are hard coal ratings.^ Soft coal requires boiler size larger. Prices on 
boiler parts quoted on application. For other measurements see page 702. 
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CRANE 


IDEAL SECTIONAL BOILER MEASUREMENTS 





19-in. Boilers 

22-in. 

Boilers 


Water 

Steam 

Water 

Steam 

A. 

B. . 

SIH 

32H 

35H 

3654 

tc. . 

OK) 

ou 

1 Ksy 

53 

53 

1554 

tD.:::. 


Jo^ 

151^ 

E. . 


4:5}4 

47^ 

4754 

F. . 

oiy\ 

1‘iiy 

.1794 

1 Ql/ 

40 

1 y| 1/ 

4014 

G. . 

i<j>4 

107^ 

1 Q7x 


1454 

H. . 



2lH 

2154 

2814 

1654 

I. . 


1 A 

28H 

J. . 

ID 

Oft 

10 

OA 

1654 

K. . 

M. . 

N. . 

P. . 

s. . 

T. . 

V. . 

jiO 

§8x14 

OVs 

9 

8 

295i 

ZO 

§8x14 

433/^ 

OVs 

9 

12^ 

8 

293.^ 

2954 

§8x14 

954 

10 

12*4 

SH 

33^6 

2954 

§8x14 

4654 

954 

10 

1254 

814 

33% 


A. 

tc. 

E. 

F. . 

G. 

H. 

I. . 

J. . 

K. 

M. 

N. 
P.. 

S. . 

T. . 
V. . 


25-in. Boilers 


Water 


40 H 
57 Vs 
17H 
53 
44 H 
15 H 
23^6 
30 M 
17M 
34 K 
§9x18 

9H 

11 

14H 

9H 

39 H 


Steam 


41^ 
57 Vs 
17}^ 
53 
44 H 
15H 
23^6 
30 H 
17H 
34^1 
§9x18 
51 

1?^ 
14^ 
9M 
39 Vs 


28-in. Boilers 

36-in 

Boilers 

48-in. Boilers 

Water 

Steam 

Water 

Steam 

Water 

Steam 

43 54 

4454 

63 54 

5454 

68 

69 

60 54 


69 54 

69 54 

8154 

8154 

1854 

1854 

21"% 

21"% 

27 54 

27^ 

5554 

5554 

63 54 

63 54 

7354 

7354 

4654 


52% 

52% 

5954 

5954 

16 

16 

18 54 

1854 

2154 

21 H 

24 

24 

2754 

27 54 

32 54 

32 H 

32 

32 

3654 

36 54 

43 

43 

1754 

1754 

18^6 

18^% 

2254 

2254 

3714 

37 54 

457 % 

45^6 

58 54 

58 54 

§9x18 

§9x18 

§10x20 

§10x20 

11x19 

11x19 


5354 


60 54 


72 

10 

10 

10"% 

10"% 

14"% 

14"% 

12 

12 

15 

15 

21 

21 

14 54 

14 54 

1554 

1554 

1754 

1754 

9 54 

9H 

1054 

1054 

1254 


41^*% 

4VH 

52 54 

52 54 

64"% 

64"% 


On 48-mch Boilers, center of outlets is located inches to left of center line of boiler. Distance 
center to center, between return inlets on back section, is 54 inches. 
tMeasured without Smoke-Hood Cover. 

JMeasufed with Smoke-Hood Cover on. 

• 19-inch Boilers is lOH x 18 inches; in 22-inch Boilers is UH x 18 inches: 

inch^^^^ toilers is IIH x 18 inches; in 28-inch Boilers is 12»K6 x 19^ inches; in 36-inch Boilers is ISis^g x 24 

Do not bush the flow-pipe outlets of Steam Boilers; connect full size to the main, where velocity of 
steam exceeds 20 ft. p«sT second under maximum conditions of load. 



































































































































CRANE 
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IDEAL WATER TUBE BOILERS 

23 INCH 



SECTION 


For dimensions and prices see following pages. 
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CRANE 


IDEAL WATER TUBE BOILERS 

23-INCH SERIES 

DATA, RATINGS AND LIST PRICES 


WATER 


Boiler Without 
IDEAL Smoke 
Preventing Device 

Boiler With 
IDEAL Smoke 
Preventing Device 

Boiler With or Without IDEAL Smoke 
Preventing Device 

Number 

of 

Boiler 

List 

Price 

Complete 

Number 

of 

Boiler 

List 

Price 

Complete 

Rating 
Sq. Ft. 

Grate 
Area 
Sq. Ft. 

No. of 
Sec¬ 
tions 

Chimney 

Overall 

Length 

Inches 

Size 

Inches 

Height 

Feet 

W-23-T-5 

$266.00 

See note 

See note | 

1 975 

2.72 

5 

9x 9 

35 

42 

W-23-T-6 

304.00 II 

See note | 

See note | 

1 1200 1 

1 3.36 

6 

9x 9 1 

1 35 

46 

W-23-T-7 

342.00 11 

See note | 

See note | 

1 1425 1 

1 4.00 

7 

10x10 1 

1 35 

50 

W-23-T-8 

380.00 11 

See note | 

See note | 

1 1650 1 

4.64 

8 

10x10 

! 40 

54 

W-23-T-9 

418.00 II T-23-90 | 

$430.00 11 

1875 1 

5.28 

9 

10x10 1 

50 

58 


II T-23-100 I 

468.00 II 

2100 1 

5.92 1 

10 

12x12 1 

35 

62 


II T-23-110 1 

506.00 II 

2325 1 

6.56 1 

1 11 

12x12 1 

35 

66 


TCe prices above include metallic jacket. Can be furnished without metalio jacket; prices on applica- 


JL appings 


Height inclusive of trimmings 61 inches. Flow Elbow one 4-inch Pipe Tapping 

Width inclusive of trimmings 36 inches Return Elbow two 3-inch Pipe Tappings 

Note.-Where a 23 in IDEAL Water Tube Boiler of less than 1875 sq. ft. of water capacity is desired we 
recommend the IDEAL Water 1 ube Boiler without IDEAL Smoke Preventing Device. ^ 


STEAM 


Boiler Without 
IDEAL Smoke 
Preventing Device 

Boiler With 
IDEAL Smoke 
Preventing Device 

Boiler With or Without IDEAL Smoke 
Preventing Device 

Number 

of 

Boiler 

List 

Price 

Complete 

Number 

of 

Boiler 

List 

Price 

Complete 

Rating 
Sq. Ft. 

Grate 
Area 
Sq. Ft. 

No. of 
Sec¬ 
tions 

Chimpey 

Overall 

Length 

Inches 

Size 

Inche,s 

Height 

Feet 

S-23-T-5 

$295.00 1 

See note 

See note j 

1 600 

1 2.72 

5 

9x 9 

35 

42 

S-23-T-6 

335.00 II See note | 

See note | 

1 750 

3.36 

6 

9x 9 

35 

46 

S-23-T-7 

375.00 II See note | 

See note | 

1 900 

4.00 

1 7 

10x10 

35 

50 

S-23-r-8 

415.00 II See note | See note | 

1 1050 

4.64 1 

8 

10x10 

* 40 

54 

S-23-T-9 

460.00 11 T-23-9 | 

$472.00 1 

1 1200 

5.28 1 

1 9 

10x10 

50 

58 


II T-23-10 1 

512.00 11 

1 1350 

5.92 1 

10 

12x12 

35 

62 


11 T-23-11 1 

552.00 11 

1500 

6.56 1 

11 

12x12 

35 

66 


^The prices above include metallic jacket. Can be furnished without metallic jacket; prices on applica- 


Water Line 44J4 inches 
Height inclusive of trimmings 61 in. 

Width inclusive of trimmings 36 in. 

-- w-A**. X Xttppillga 

Note.-Where a 23-in IDEAL Water Tube Boiler of less than 1200 sq. ft. steam capacity is desired we 
recommend the IDEAL Water Tube Boiler without IDEAL Smoke Preventing Device. 


Tappings 

Flow Elbow one 4-in. Pipe Tapping 
Return Elbow two 3-in. Pipe Tappings 
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IDEAL WATER TUBE BOILERS 

29-INCH SERIES 

DATA, RATINGS AND LIST PRICES 


WATER 


Boiler Without 
IDEAL SmoKe 
Preventing Device 

Boiler With 
IDEAL Smoke 
Preventing Device 

Boiler With or Without IDEAL Smoke 
Preventing Device 

Number 

of 

Boiler 

List 

Price 

Complete 

Number 

of 

Boiler 

List 

Price 

Complete 

Rating 
Sq. Ft. 

Grate 
Area 
Sq. Ft. 

No. of 
Sec¬ 
tions 

Chir 

Size 

Inches 

nney I 

Height j 

Feet 

Overall 

Length 

Inches 

W-29-r- 5 

$463.00 1 

I See note 

See note [ 

1 1920 

4.84 

5 

10x10 

50 I 

' 39 

W-29-T- 6 1 

538.00 II See note 

See note | 

2400 

6.05 

6 

12x12 

40 

45 

W-29-T- 7 1 

613.00 11 T-29-70 

$629.00 1 

2880 

7.26 

7 

12x12 

50 

51 

W-29-T- 8 1 

688.00 II T-29-80 

704.00 1 

3360 

8.47 

8 

14x14 

35 

57 

W-29-T- 9 1 

763.00 II T-29-90 

779.00 1 

3840 

9.68 

9 

14x14 

45 

63 

W-29-T-10 1 

838 00 II T-29-100 | 

854.00 1 

4320 

10.89 

10 

14x14 

55 

69 

1 

II T-29-110 1 

929.00 1 

4800 

12.10 

11 

16x16 

40 

75 


The prices above include metallic jacket. Can be furnished without metallic jacket; prices on appli¬ 
cation. 

Tappings 

Height inclusive of tripimings 65 in. Flow Elbow one 5-in. Pipe Tapping 

Width inclusive of trimmings 38H in. Return Elbow two 4-in. Pipe Tappings 

Note.—Where a water boiler of less than 2880 sq. ft. and over 1875 sq. ft. is desired equipped with the 
IDEAL Smoke Preventing Device, we recommend IDEAL 23 in. Water Tube Boilers Nos T-23-9a 

100 or no. 


STEAM 


Boiler Without 
IDEAL Smoke 
Preventing Device 

1 

Boiler With 
IDEAL Smoke 
Preventing Device 


Boiler With or Without IDEAL Smoke 
Preventing Device 


Number 

of 

Boiler 

List 

Price 

Complete 

N umber 
of 

Boiler 

List 

Price 

Complete 

Rating 
Sq. Ft. 

Grate 
Area 
Sq. Ft. 

No. of 
Sec¬ 
tions 

Chimney 

Size 1 Height 
Inches Feet 

Overall 

Length 

Inches 

S-29-T- 5 

$501.00 


See note 

See note || 

1200 

4.84 

* 5 

10x10 f 

50 

39 

S-29-T- 6 

1 582.00 

II 

See note 

See note || 

1500 

6.05 

6 

12x12 1 

40 

45 

S-29-T- 7 

1 663.00 

II 

T-29- 7 1 $679.00 || 

1800 

7.26 

7 

12x12 1 

50 

51 

S-29-T- 8 1 

1 744.00 

II 

T-29- 8 1 

760.00 II 

2100 

8.47 

8 

14x14 1 

35 

57 

S-29-T- 9 

1 825.00 

II 

T-29- 9 1 

841.00 II 

2400 

9.68 

9 

14x14 1 

45 

63 

S-29-T-10 1 

1 906.00 

II 

T-29-10 1 

922.00 II 

2700 

10.89 

10 

14x14 1 

55 

69 

1 

1 

11 

T-29-11 1 

1003.00 11 

3000 

12.10 

11 

16x16 1 

40 

75 


The prices above include metallic jacket. Can be furnished without metallic jacket; prices on appli¬ 
cation. 

Water Line 52^4 inches Tappings 

Height inclusive of trimmings 70 in. Flow Elbow one 5-in. Pipe Tapping 

Width inclusive of trimmings 42)4 in. Return Elbow two 4-in. Pipe Tappings 

Note.—Where a steam boiler of less than 1800 sq. ft. and over 1200 sq. ft. is desired equipped with the 
IDEAL Smoke Preventing Device, we recommend IDEAL 23 in. Water Tube Boilers Nos. T-23-9 10 
or 11. ’ 
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IDEAL WATER TUBE BOILER 

36 INCH 



SECTION 
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IDEAL WATER TUBE BOILERS 

DATA, RATINGS AND LIST PRICES 
36-INCH SERIES 

FURNISHED WITHOUT METALLIC JACKET ONLY 


WATER 


Boiler Without 

IDEAL 

Smoke Preventing 
Device 

Boiler With 

IDEAL 

Smoke Preventing 
Device 

Boiler 

With or Without IDEAL Smoke Preventing 

Devica 

N umber 
of 

Boiler 

List 

Price 

Com¬ 

plete 

Number 

of 

Boiler 

List 

Price 

Com¬ 

plete 

Rat¬ 

ing 

Sq. 

Ft. 

Grate 

Area 

Sq. 

Ft. 

Outlets 

Num¬ 

ber 

and 

Size 

Inches 

Inlets 

Number and 
Size Inches 

Back 1 Sides 

Chimney 

Over¬ 

all 

Length 

Inches 

Size 

Inches 

Height 

Feet 

VV-^e-T- 5 |$459.00 | | | 

2875 1 

6.0 ! 

1-6 

2-4 

1 1 

12x12 1 

35 1 

41 

W-36-T- 6 1 535.00 1 | | 

3600 1 

7.5 1 

1-6 

2-4 

1 1 

12x16 1 

35 1 

47 

W-36-T- 7 1 611.00 1 1 1 

4325 1 

9.0 1 

1-6 

2-4 

1 1 

12x16 1 

40 1 

53 

W-36-T- 8 1 

688.00 IT-36- 80 | 

$703,001 5050 1 

10.5-1 

1-6 

2-4 

1 1 16x16 1 

40 1 

59 

W-36-T- 9 1 

764.00 IT-36- 90 | 

779.001 

5775 1 

12.0 1 

1-6 

2-4 

1 2-3K 1 

16x16 1 

40 1 

65 

W-36-T-10 1 

841.00 iT-36-100 | 

856.001 

6500 1 

13.5 1 

1-6 

2-4 

1 2-3^ 1 

16x20 1 

45 1 

71 

W-36-T-11 1 

917.00 IT-36-110 1 

932.001 

7225 1 

15.0 1 

2-6 

2-4 

1 2-3H 1 

16x20 1 

50 1 

77 

W-36-T-12 1 

994.00 iT-36-120 | 

1009.001 7950 1 

16.5 1 

2-6 

2-4 

i i-m 1 

20x20 1 

50 1 

83 


Height to Top of Outlet, 69>^ inches. Width, including Auxiliary Air Dampers, 57 inches: without 
Dampers, 52 inches. 

The two 3H-inch return inlets on the 36-inch Series are located in Section No. 5 of all assemblaees above 
and including Boiler Number T-36-90. 


STEAM 


Boiler Without 

IDEAL 

Smoke Preventing 
Device 

Boiler With 

IDEAL 

Smoke Preventing 
Device 

Boiler 

With or Without IDEAL Smoke Preventing 

Device 

Number 

of 

Boiler 

List 

Price 

Com¬ 

plete 

Number 

of 

Boiler 

List 

Price 

Com¬ 

plete 

Rat¬ 

ing 

Sq. 

Ft. 

Grate 

Area 

Sq. 

Ft. 

Outlets 
Num¬ 
ber and 
Size 
Inches 

Inlets 

Num¬ 

ber 

and 

Size 

Inches 

Chir 

Size 

Inches 

nney 

Height 

Feet 

Over¬ 

all 

Length 

Inches 

Safety 

Valve 

Sizes, 

Inches 

S-36-T- 5 

$ 498.00 


1 1750 1 

6.0 

1-6 

2-4 

12x12 1 

1 35 

41 

1-2 

S-36-T- 6 

583.00 


1 2200 1 

7.5 

1-6 

2-4 

1 12x16 

1 35 

47 1 

1 1-2^ 

S-36-T- 7 

669.00 


1 2650 1 

9.0 

1-6 

2-4 

1 12x16 1 

1 40 

53 1 

1-2K 

S-36-T- 8 

754.00IT-36- 8 

$769,001 3100 

1 10.5 

1-6 

2-4 

1 16x16 1 40 

1 59 

1 1-3 

S-36-T- 9 

840.00IT-36- 9 | 

855.001 3550 1 

12.0 

1-6 

2-4 

1 16x16 1 

1 40 1 

1 65 1 

1 1-3 

S-36-T-10 

925.00 IT-36-10 | 

940.001 4000 1 

13.5 

1-6 

2-4 

1 16x20 1 

1 45 

71 1 

1 1-3 

S-36-T-11 

1011.00 IT-36-11 1 

1026.001 4450 [ 

15.0 1 

2-6 1 

2-4 1 

16x20 1 

50 

77 1 2-234 

S-36-T-12 

1096.00iT-36-12 | 

1 1111.001 4900 1 

16.5 1 

r“2-6 1 

2-4 

1 20x20 1 

1 50 1 

1 83 

1 2-2H 


Water line, 60^ inches; Height, inclusive of Trimmings, 77 inches; Width, inclusive of Trimmings, 
58 inches. 
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CRaNE 


IDEAL ARCO STEAM BOILERS 



C 38860 


No. 

and 

Size 

Height 
(to Top 
Outlet) 
Inches 

Diameter 
at Base 
Inches 

Grate 
Area 
Sq. Ft. 

Average 
Fire-Po: 
Sq. Ft. 

neight 
. of 
Water 
Line 
Inches 

Outlets 

No. 

and 

Size 

Inlets 

No. 

and 

Size 

Smoke 

Pipe 

Inches 

8 Hr. 
Rat¬ 
ings 
Sq. Ft. 

Price 

Complete 

Each 

4-19-S 

52% 

27 

1 1.76 

1.84 

45% 

1-2% 

2-2% 

8 

4101$143.50 

5~19”S 

57 

27 

1.76 

1.84 

50 ! 1-23^ 

2 - 23 ^ 

8 1 4301 156.50 

6-19-S 

1 61% 

27 

1.76 

1.84 

54% 1 1-2% 

2-2% 

8 1 450 1 173 00 

4-20-S 

1 51% 

28% 

2.23 1 

1 

46% 1 1-3 

2-3 

8 1 480| 154.50 

5-20-S 

1 56% 

281% 

2.23 1 

1 50% 1 1-3 

2-3 

8 1 5001 168.50 

6-20-S 

1 60% 

281^6 

2.23 1 

1 1 55% 1 1-3 

2-3 

8 1 5201 186.00 

4-22-SI 54 

30% 

2.40 1 

2.53 1 47 1 1-3 

2-3 

9 1 570| 168.50 

5-22-Si 58 

30K 

2.40 1 

2.53 1 513^ 1 1-3 

2-3 

9 1 6001 185.50 

6—22-S1 633^ 

30% 

2.40 1 

2.53 ! 563i 1 1-3 

2-3 

9 1 630 1 205.00 

4-23-Si 52% 

31% 

2.91 1 

1 465^ 1 1-3 

2-3 

9 1 6501 181 00 

5-23-SI 57% 

31% 

2.91 1 

1 51% 1 1-3 

2-3 

9 1 685| 200.00 

6-23-SI 62% 

31% 

2.91 1 1 56% 1 1-3 

2-3 

9 1 715] 220.00 

4-25-SI 55% 

33H 

3.14 1 3.20 1 47% 1 1-3% 

2-33^ 

9 1 7501 196.50 

5-25-S 

60h 

33% 1 3.14 1 3.20 1 52% 1 1-3% 

2-33^ 

9 1 8001 219.50 

6-25-S 

65% 

333^ 1 3.14 1 3.20 1 575^ I 1-33^| 2-33^ 

9 1 8351 241.00 

4-28-S 

57% 

36% 1 4.12 1 4.30 1 49% | 1-4 | 2-4 

10 1 9651 246.00 

5-28-S 

62% 

36% 1 4.12 1 4.30 1 54% | 1-4 | 2-4 

10 i 10251 274 00 

6-28-S 

67% 

36% 1 4.12 1 4.30 1 59% | 1-4 | 2-4 

10 1 10701 301.50 

4-31-S 

59% 

39% 1 4.90 1 5.10 1 51 I 1-4 | 2-4 

10 1 12001 300.00 

5-31-S 

65 

39% 1 4.90 1 5.10 1 56% 11-4 | 2-4 

. 10 1 12751 334.50 

6-31-S 

70% 

39% 1 4.90 1 5.10 1 61% 1 1-4 | 2-4 

10 1 13301 368.50 

4-34-S 

61% 

42 1 5.94 1 6.00 1 52 I 1-5 | 2-5 

11 1 1465 361.00 

5-34-S 

67 

42 1 5.94 1 6.00 1 57% | 1-5 | 2-5 I 11 | 1550 | 401.00 

6-34-S 

72% 

42 1 5.94 1 6.00 1 63% I 1-5 1 2-5 I 11 , 1615] 441.50 
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IDEAL ARCO BOILER MEASUREMENTS 



STEAM-MEASUREMENTS ARE IN INCHES 



1 G 

1 B 1 

I 1 

K 1 

M 1 

P 


R 1 

8 

1 V 

4-19-S 

1 26H 

1 52}4 J 

m 1 

8%xll% 1 

45% 1 

8 


59% 1 

153^ 

1 241^ 

5-19-S 

1 26^ 

1 57 1 

161^ 1 

8%xll% 1 

50 1 

8 


64% 1 

15K 

1 24}^ 

6-19-S 

1 26^ 

1 61^ 1 

16% 1 

8%xll% 1 

64% 1 

8 


68% 1 

15% 

1 243^ 

4-20-S 

1 28^8 

1 611^ i 

16% 1 

ll%x72% 1 

46% 1 

8 


68% 1 

16 

1 251^ 

5-20-S 

1 28H 

1 563^ 1 

16% 1 

ll%x 72% 1 

50% 1 

8 


62% 1 

16 

1 251^ 

6-20“S 

4-22-8 

1 28H 

1 30Vi 

1 60% 1 

1 54 1 

16% 1 

16^ 1 

ll%x7% 1 

65% 1 

47 1 

8 

Q 


67% 1 

16 

1 25% 

5-22-8 

1 30M 

! 58}4 1 

16% 1 

v XO 1 

9 xl3i^ 1 

61% 1 

9 


62M 1 

66% 1 

163i 

163i 

1 27% 

1 27134 

6-22-8 

1 30J4 

1 63M 1 

16% 1 

9 xl3% 1 

56% 1 

9 


71% 1 

16M 

1 27134 

4-23-8 

1 313^6 

1 52H 1 

16% 1 

8%xl25^ 1 

46% 1 

9 


60% 1 

16 

1 283i 

5-23-8 

1 315^6 

1 57% 1 

16% 1 

8%x12% 1 

61% 1 

9 


65% 1 

16 

1 28Ji 

6-23-8 

1 313^6 

1 62M 1 

16% 1 

8%x12% 1 

5634 1 

9 


70% 1 

16 

1 283^ 

4-25-8 

1 3334 

1 55H I 

17 1 

9 xl3% 1 

47% 1 

9 


63% 1 

17% 

1 303^ 

5-25-8 

1 3334 

1 60H 1 

17 1 

9 xl3}i 1 

52% 1 

9 


68 1 

\7y2 

303^ 

6-25-8 

1 333^16 

1 65^ 1 

17 1 

9 xl3K 1 

67% 1 

9 


73% 1 

173^ 

30}^ 

4-28-8 

1 3734 

1 57H I 

17% 1 

9%xl8 1 

49% 1 

10 


66% 1 

18^ 

3434 

5-28-8 

1 3734 

1 62^ 1 

17% 1 

9%x18 1 

54% 1 

10 


71% 1 

183^ 

3434 

6-28-8 

1 3734 

1 67H 1 

17% 1 

9%x18 1 

59% 1 

10 


76% 1 

185^ 

3434 

4-31-8 

1 40H 

1 59M 1 

16% 1 

9%x18 1 

51 1 

10 


68% 1 

1934 

363^ 

5-31-8 

1 40^ 

1 65 1 

16% 1 

9%x18 1 

56% 1 

10 


73% 1 

1934 

363^ 

6-31-8 

1 40H 

1 70H I 

16% 1 

9%xl8 1 

61% 1 

10 


79K 1 

1934 

36K 

4-34-8 

1 4534 

1 61}^ 1 

17% 1 

9%x18 1 

52 1 

11 


71% 1 

19134 

39% 

5-34-8 

1 453f6 

1 67 1 

17% i 

9%x18 1 

57% 1 

11 


76% 1 

191341 

39234 

6-34-8 

1 45^6 

1 72H I 

17% 1 

9%xl8 1 

63% 1 

11 

1 

82% 1 

19% 1 

39234 


in^be taken through any door or opening which is notle's^tran"^ feet'is^inches 
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CRANE 


IDEAL ARCO 
WATER BOILERS 




C 38862 


Number 

and 

Size 

Height 

(to Top 
Outlet) 
Inches 

Diam. 
at Base 
Inches 

Grate 
Area 
Sq. Ft. 

Average 
Fire-Pot 
Sq. Ft. 

Outlet 

Number 

and 

Size 

Inlets 

Number 

and 

Size 

Smoke 

Pipe 

Inches 

8 Hour 
Ratings 
Sq. Ft. 

Price 

Complete 

Each 

4—19-W 

45 

27 

1.76 

1.84 

2-2M 

2-2M 

8 

675 

$112.50 

5 — 19-W 

50H 

27 

1.76 

1.84 

2-2M 

2-2M 

8 

710 

123.50 

6—19-W 

55 

27 

1.76 

1.84 

2-2H 

2-2M 

8 

740 

140.00 

4—20-W 

45H 

281^6 

2.23 


2-3 

2-3 

8 

790 

123.00 

5—20-W 

doys 

281^6 

2.23 


2-3 

2-3 

8 

825 

135.00 

6—20-W 

54y 

2813^6 

2.23 


2-3 

2-3 

8 

860 

152.00 

4—22-W 

47^ 

30H 

r2.40 

2.53 

2-3 

2-3 

9 

940 

136.00 

5—22-W 

52 

30M 

2.40 

r 2.53 

2-3 

2-3 

9 

990 

150.50 

6—22-W 

56y 

r 303^ 

2.40 

r 2.53 

2-3 

2-3 

9 

1040 

171.00 

4—23-W 

463^ 

31M 

2.91 


2-3 

2-3 

9 

1065 

146.50 

5—23-W 

61^ 

31M 

2.91 


2-3 

2-3 

9 

1130 

163.50 

6—23-W 

55K 

313^ 

2.91 


r 2-3 

2-3 

9 

1180 

185.50 

4—25-W 

48M 

33M 

rT.14 

3.20 

2-3M 

2-3M 

9 

1240 

162.50 

5—25-W 

53H 

33M 

3.14 

3.20 

2-3M 

2-3M 

9 

1320 

182.00 

6 — 25-W 

58ys 

33M 

3.14 

3.20 

2-3M 

2-3M 

9 

1375 

206.00 

4—28-W 

SOM 

36M 

4.12 

r^.3o 

2-4 

2-4 

10 

1590 

206.00 

5—28-W 

55M 

36M 

4.12 

4.30 

2-4 

2-4 

10 

1690 

232.00 

6—28-W 

eoy 

36M 

4.12 

4.30 

2-4 

2-4 

10 

1765 

262.00 

4—31-W 

53H 

39M 

4.90 

5.10 

2-4 

2-4 ' 

10 

1980 

255.00 

5—31-W 

58y 

39M 

4.90 

5.10 

2-4 

2-4 

10 

2100 

287.50 

6—31-W 

63M 

393/g 

4.90 

5.10 

2-4 

2-4 

10 

2195 1 

324.50 

4—34-W 

543^ 

42 

5.94 

6.00 

2-5 

2-5 

11 

2415 1 

309.50 

5—34-W 

59^ 

42 

5.94 

6.00 

2-5 

2-5 

11 

2655 1 

348.50 

6—34-W 

65M 

42 

5.94 

6.00 

2-5 

2-5 

11 

2665 1 

392.00 


The above ratings are based on the use of hard coal and for direct radiation. 

The ratings provide that all piping (mains and risers, flow and return) in addition 
to the direct radiation to be used, shall be figured as radiating surface in estimating 
the size of boiler required. 

In rating steam boilers it is understood that an average pressure of 2 pounds 
will be maintained at the boiler. In rating water boilers it is understood that the 
temperature of the water leaving the boiler will be 180 degrees Fahrenheit. 
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IDEAL ARCO BOILER MEASUREMENTS 


K-P-i 



WATER—MEASUREMENTS ARE IN INCHES 




A 1 

B 1 

1 1 

K 1 

P 

1 

R 1 

S 1 

V 1 

X 

4-19-W 


27 1 

45% 1 

16% 1 

8%xll% 1 

8 

1 

52% 1 

15% 1 

24% 1 

19% 

5-19-W 


27 1 

60% 1 

16% 1 

8%xn% 1 

8 

1 

57% 1 

15% 1 

24% 1 

19% 

&-19-W 


27 1 

55 1 

16% 1 

8%xll% 1 

8 

1 

61% 1 

15% 1 

24% 1 

19% 

4-20-W 


28^61 

45^ 1 

16% 1 

1^6X7% 1 

8 

1 

52 1 

16 1 

25% 1 

20% 

5-20-W 


28^61 

505^ 1 

16% 1 

ll%x7% 1 

8 

1 

56% 1 

16 1 

25% 1 

20% 

6-20-W 


28%! 

54% 1 

16% 1 

11)4x7% 1 

8 

1 

61% 1 

16 1 

25% 1 

20% 

4-22-W 


aoVs 1 

47% 1 

16% 1 

9 xl3i^ 1 

9 

1 

55% 1 

16% 1 

27% 1 

23 

5-22-W 


SOVs 1 

52 1 

16% 1 

9 xl3K i 

9 

1 

60 1 

16% 1 

27% 1 

23 

6-22-W 


30H 1 

66% 1 

16% 1 

9 xl3i^ 1 

9 

1 

64% 1 

16% 1 

27% 1 

23 

4-23-W 


SlVi 1 

46% 1 

16% 1 

8%xl2% 1 

9 

1 

54% 1 

16 1 

28% 1 

232% 

&-23-W 


1 

61%| 

16% 1 

8)4x125^ 1 

9 

1 

58% 1 

16 1 

28% 1 

232% 

6-23-W 


31^ 1 

55% 1 

16% 1 

8%x12% I 

9 

1 

63% 1 

16 1 

28% 1 

232% 

4^25-W 


33}^ 1 

48% 1 

17 1 

9 xl3% 1 

9 

1 

66% 1 

17% 1 

30% 1 

25% 

5-25-W 


33H 1 

53% 1 

17 1 

9 xl3M 1 

9 

1 

61 1 

17% 1 

30% 1 

25% 

6-25-W 


SSVs 1 

58% 1 

17 1 

9 xl3K 1 

9 

1 

66% 1 

17% 1 

30% 1 

25% 

4-28-W 


36M 1 

60% 1 

17% 1 

9%x18 I 

10 

1 

59% 1 

18% 1 

3454 1 

29% 

5-28-W 


36M 1 

55% 1 

17% 1 

9%x18 I 

10 

1 

64% 1 

18% 1 

34)4 1 

29% 

6-28-W 


36^ 1 

60% 1 

17% 1 

9%xl8 1 

10 

1 

69% 1 

18% 1 

34)4 1 

29% 

4^31-W 


39^ 1 

53% 1 

16% 1 

9%x18 I 

10 

1 

61% 1 

19%6 I 

36% 1 

32% 

5-31-W 


39^ 1 

58% 1 

16% 1 

9%x18 I 

10 

1 

66% 1 

19%6 I 

36% 1 

32% 

6-31-W 


3914 1 

63% 1 

16% 1 

9%x18 I 

10 

1 

72% 1 

19%6 I 

36% 1 

32% 

^34-W 


42 1 

54% 1 

17% 1 

9^x18 1 

11 

1 

63% 1 

19% 1 

39% 1 

37 

5-34-W 


42 1 

59% 1 

17% 1 

9%x18 I 

11 

1 

69 1 

19% 1 

392^^2! 

37 

6-34-W 


42 1 

65% 1 

17% 1 

9%x18 I 

11 

1 

74% 1 

19% 1 

39% 1 

37 


Ideal Boilers are so designed that any section or base, whether round or square, 
may be taken through any door or opening which is not less than 2 feet 6 inches 
wide. 
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CRANE 


BROS FIREBOX BOILER 

FOR STEAM AND HOT WATER HEATING 



C 38932 


Number... 


•I 


Capacity Steam—square feet .| 900 | 1050 


2 I 3 I 


I 8 I 9 I 10 I 11 


1200 I 1400 I 1700 I 2000 | 2600 | 3000 


List price of Steam and Water 

Boilers with castings up to 15 
pounds working pressure.... 

$445 

$500 

$555 

1 

$610 

1 

$665 

1 OiJUU 

$720 

1 1 ouuu 

$900 1 $980 ^ 

1 5800 1 6600 

$1050 l$1150 

oteam inmmmgs—add.| 35 | 35 I 35 1 35 1 

1 35 1 40 

1 40 1 50 

1 50 1 80 

Coil Opening m Fire Box—add... j 4 | 4 I 4 1 4 

4 1 4 

1 4 1 4 

1 4(4 

JJamper and Frame—add.| 20 

20 1 20 1 25 

25 1 25 

1 30 1 30 

1 35 1 35 

Kear i^lue Clean-Out Doors and 
Frame—add . | 

I 18 

18 

18 

22 

22 

22 

1 26 

1 26 

32 

32 

Approximate Shipping Weight—I 

Pounds. I 

2400 

2700 

2900 1 

3300 

3700 1 

4200 1 

5400 

6000 1 

6700 

7300 


Number.. 


C apacity Steam- 
Capacity Water- 


-square feet. 


square feet. 


List price of Steam and Water Boilers 

with castings up to 15 pounds working 


I 15 I 16 I 17 I 18 I 19 


4500 I 55001 65001 7500| 87001 IQOOQI 1100Q| 12000 14000 


7400 


91001 107001 124001 14400| 16500| 18200| 19800 


23100 


pressure. 

$1250 

$15701 

$17601 

$2200 

$2425 

$2750 

$3100 $3400 $.3700 

Steam Trimmings—add. 

1 80 1 

951 

951 

1251 

1251 1501 160 1601 160 

Coil Openings in Fire Box—add. 

1 4 1 

4| 

4| 

4| 

4 

1 4 

1 41 41 4 

Damper and Frame-add. 

1 35 1 

351 

351 

401 

401 401 401 451 45 

Rear Flue Clean-Out Doors and Frame- 

add. 

1 32 1 

381 

381 

461 

46 

Inclu 

ded iln Regjular 

Equipment! 

Approximate Shipping Weight—Pounds. 

! 8000 1 

106001 119001 144001 16000| 178001 

191001 217001 23500 


I 
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Number. 

Diameter.Inches 

Length over all.Feet 

Width of Grates.Inches 

Length of Firebox.Inches 

Height of Firebox.Inches 

Square Feet Fire Surface. 

Square Feet Grate. 

Size Fire Door. Single. 

Size Fire Door, Double.Inches 

1 

Diameter Breeching.Inches 

Diameter Stack.Inches 

Minimum Height of Stack.Feet 

Diameter Breeching Two Boilers. .. Inches 

Diameter Stack Two Boilers.Inches 

Minimum Height Stack Two Boilers . . Feet 

Size of Steam Supply.Inches 

Size of Return.Inches 

Size of Safety Valve.Inches 

Size Hot Water and Return.Inches 


Boilers No. 15 and larger have two single Fire-Doors, and are made with Clinker Doors. 
When requested we will provide openings in firebox for pipe coils at an extra charge. 
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CRANE 


BROS SMOKELESS FIREBOX BOILER 



FOR STEAM AND HOT WATER HEATING 


■Number. | 

Capacity Steam.Square Feet I 

Capacity Water.Square Feetl 

1 107 1 

2600 1 
1 4300 1 

1 108 1 109 1 

1 3100 3600 1 

1 5100 5900 1 

1 110 

1 4000 1 

1 6600 

1 111 1 

1 4700 1 

1 7800 1 

1121 

1 5500 1 

1 9100 

1 113 

1 6500 

110700 

List Price of Steam and Water Boilers with Castings up I 

to 15 pounds working pressure | 

$1080 

l$1155 $1230 

$1385 

$1510 

$1635 

1$1960 

toteam trimmings—Add.i $45 1 $45 • , 

1 $90 1 $90 1 $9.>> 1 

1 

Coil Openings in Fire Box 1 

1 $4 1 

1 $4 1 $4 

1 $4 1 $4 1 $4 1 $4 

Damper and Frame. 1 

$30 1 

$30 1 $30 1 

1 $35 1 $35 1 $35 1 $35 

Aproximate Shipping Weight.Pounds! 6200 | 

1 6800 1 7300 

1 8500 1 9100 1 9800 |12500 

Capacity Steam.Square Feet| 

Capacity Water.Square Feet 

114 1 

1 7500 1 

112400 

115 1 116 1 

[ 8500 110000 1 

114000 116500 

117 1 118 1 

111500 [13000 1 

19000 21500 

119 1 

[14000 

123100 

120 

[16009 

126400 

List Price of Steam and Water Boilers with Castings upj 

to lo pounds working pressure. ■ | 

$2175 1 

$2700 1$2920 1 

$3350 

$3650 

$4050 

$4350 

Steam Trimmings—Add. | 

$115 1 

$135 1 $155 1 $165 1 $165 j $165 | 

$200 


Damper and Frame. 

Approximate Shipping Weight. 


$4 I $4 


$4 


$4 


•I $35 I $40 


$4 I $4 I $4 


■ Pounds 1 13900 116400 


$40 I $40 I $40 I $45 I $45 

18000 120400 122100 [23800 |2580Q~ 




































































BROS SMOKELESS FIREBOX BOILERS 
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CRANE 


BROS PORTABLE SMOKELESS DOWN-DRAFT 
FIREBOX BOILERS 



C 38962 


Number of Boiler. | 307 

308 1 309 1 310 1 311 | 312 

313 1 

I 314 1 

315 

Capacity Steam.Square Feet I 3000 

3500 1 4000 1 

4500 1 5000 1 5500 

6000 

1 6500 

1 7500 

Capacity Water.Square Feet| 5000 

5800 1 6600 

7400 ] 8300 1 9100 

9900 

110700 

112400 

List Price of Steam and Water Boilers | 

with Castings up to 15 Pounds Work-I 
ing Pressure.1$1410 

$1530 

|$1650 

1 1 

$1850 1$1965 I$2080 

$2520 

$2730 

l$3070 

Steam Trimmings—Add.| $55 

$55 1 $90 

$95 1 $95 ] $100 

$110 

1 $110 

' $130 

Coil Openings in Firebox—Add.| $4 | $4 | 

1 $4 

$4 1 $4 .] $4 ] $4 1 

1 $4 

1 $4 

Approximate Shipping Weight.. Pounds] 7800 | 8600 

1 9300 

10400 111100 111900 114500 

115300 

116900 

Number of Boiler. | 316 | 317 

318 

1 319 1 320 1 321 1 322 1 

1 323 1 324 

Capacity Steam.Square Feet] 8500 110000 

12000 

114000 116000 118000 |20000 

125000 130000 

Capacity Water.Square Feet] 14000 

16500 

19800 

23100 126400 129700 133000 

40000 148000 

List Price of Steam and Water Boilers! 

with Castings up to 15 Pounds Work¬ 
ing Pressure.1$3270 

$3850 

$4080 

$4500 !$4800 |$5450 l$5800 

$7400 $8400 

Steam Trimmings—Add.| $130 

$160 

$170 1 $170 ] $200 1 $225 | $225 

$235 

$235 

Coil Openings in Firebox—Add.| $4 

$4 

$4 1 $4 ] $4 1 $4 1 $4 

$4 

$4 

Approximate Shipping Weight.. .Pounds] 17800 ] 20900 ] 

22900 ]25000 ]26500 128800 130000 

37000 143000 
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Number of Boiler. 

Diameter Boiler.Inches 

Length Boiler.Feet and Inches 

Width of Grates.Inches 

Length of Firebox.Inches 

Heating Surface.Square Feet 

Area Upper Grate.Square Feet 

Diameter Breeching.Inches 

Diameter Stack.Inches 

Minimum Height Stack.Feet 

Diameter Breeching Two Boilers.Inches 

Diameter Stack Two Boilers.Inches 

Minimum Height Stack Two Boilers.Feet 

Size Steam Opening (One).Inches 

Size Return Opening (One).Inches 

Size Safety Valve.Inches 

Number and Size of Supply and Return Open¬ 
ings for Water Boiler. 

Height of Water Line.Inches! 

Height of Floor to Top of Shell.Inchesj 






























































CRANE 


BROS PORTABLE DIRECT-DRAFT 
FIREBOX BOILERS 



C 38964 



Capacity Water.Square Feet 

ouuu 1 youu 1liuuu 

13200 115700 118200 

IdUUU 

21500 

1lOUUU 

24800 

17500 120000 

28500 132000 

125000 

40000 

128000 

45000 

List Prico of Steam and Water Boilers 

with Castings up to 15 Pounds Work¬ 
ing Pressure. 

$2850 |$3400 l$3640 

$4100 

$4400 

$5300 l$5780 

$6870 

$7370 

Steam Trimmings—^Add. .. 

$125 1 $150 1 $160 

$200 

$200 

$220 1 $220 1 

$230 

$230 

OoiI Openings in Firebox—Add. | $4 | $4 | $4 

$4 1 

$4 1 

$4 1 $4 

1 $4 

$4 

Approximate Shipping Weight. . .Pounds 117300 1 20400 122000 124000 125700 

128000 131000 137000 | 

140000 
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(MOO 

COCOI>. 

cO(M O 

'Xf Tt*00 

o 

00 CO is -Xt* 

h 

2-8 

90 

107 

417 

99 

os 

cb 

O (M (M 
CO CO lO 

929 

25.5 

ooouo 

CO M CO 

■xt* OUO 
■xj* -xt* !>. 

oocoi^ 

^co 

2-8 

o 

OS 

107 

416 

o 

CO 

M 

O 

"-t* (M OS 
»f5 CO -O* 

778 

22.9 

OC CO uo 
(M (M CO 

oco MO 
"xJXCOt^ 

\N 

t^MO A 

2-7 

OO 

o 

415 

o 

CO 

'*#* 

Tt* CO OS 

»o »C 

676 

20.7 

00 CO lO 
(M (M CO 

O CO MO 
■xt* CXOIN. 


2-7 

OO 

101 

414 

o 

CO 

CO 

00 (M OS 
Tj* CO't* 

626 

20.8 

C0rt*0 
(M (M CO 

oo'xilo 

C<0 (COt^ 

t>.M0 "X#* 

2-7 

CO 

OO 

OO 

OS 

413 

o 

CO 

»o 

M 

00 CO OS 
Tt* lo -<9* 

565 

18.8 

CO >«t< o 
(M <M CO 

00 -x** o 
cocot^ 

t^MO Tt* 

2-7 

CO 

OO 

OO 

OS 

412 

lo 

M 

<M CO-^t* 
»C ^ 

515 

16.5 

Tt* (M O 
CM M CO 

•Xt* ^ O 

cocot^ 

CO^ ^ 

2-6 

CO 

(3S 

OO 

411 

*o 


<M O •«!l* 

'^t* U5 T»* 

465 

14.7 

'<t* (M »C 

M M »0 

Xlt* i-( MO 

CO CIO CO 

COxxtl ^ 

2-6 

CO 

OS 

OO 

410 

»o 

O 

<M -et* -rt* 

Tj* Tti'rt* 

416 

12.9 

(M lO 

M (M M3 

■xt* i-X MO 

CO CO CO 

co^ ^ 

2-6 


cos 

OO 

409 

00 


cc lO Tf* 

373 

12.6 

M O uo 

M M M5 

O OO MO 
CO(M CO 

cotj* eo 

2-5 


■xt* 

00 

408 


to 

OS 

CO "If -H 

CO Tf* Tj* 

310 

11.1 

(MOO 

M M MO 

OOOO 

CO M CO 

CO ■xt* eo 

2-5 


■xt* 

00 

407 

00 

It* 

00 

CO 00 <-i 

CO CO Tt* 

CO 

00 os 
c>- 

(M 

(MOO 

M M MO 

OOOO 

CO (M CO 

CO^ ^ 

2-5 


■xt* 

00 

Number of Boiler. 

uiameter lioiler. Inches 

Length Boiler.Peetand Inches 

vviatn oi urates. Inches 

Length of Firebox. Inches 

Height of P’irebox. Inches 

Heating feurtace.Square Feet 

Area Grate.Square Feet 

JLuameter Hreeching. Inches 

Diameter Stack. Inches 

Minimum Height of Stack. Feet 

Diameter Hreeching for Two Boilers... Inches 

Diameter Stack for Two Boilers. Inches 

Minimum Height of Stack for Two Boilers. Feet 

coize ©team Upening (one). Tnnhes 

Size Return Opening (one). Inches 

Size of Safety Valve. Inches 

JN umber and bize of Supply and Return Open¬ 
ing for Water Boiler. Inches 

Height of Water Line. Inches 

Height l^loor to l op of Shell. Inches 
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CRANE 


IDEAL-ARCOLA RADIATOR BOILER 



C 39090 


dimensions and ratings 


Number 

Number 


of 

of 

Rating 

Boiler 

Sections 

Square Feet 

No. 0 

3 

135 

No. 1 

4 

200 

No. 2 

5 

300 

No. 3 

6 

400 

No. 4 

7 

500 

No. 5 

8 

600 


Fuel 

Capacity 

Pounds 

Length 

Inches 

Radiating 
Surface of 
Areola, Sq. Ft. 

40 

9 

40 

60 

12 

45 

80 

15 

50 

100 

18 

55 

120 

21 

60 

140 

24 

65 


Prices on application. 



Oval smoke pipe connection will take 6-inch diameter smoke pipe. 

Plow pipe tapping, 2 inches (one tapping plugged). 

Return pipe tapping, 2 inches. 

Two openings to take 1-inch pipe are provided in rear section for domestic hot 
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CAST IRON RADIATORS 

CORTO—THE RADIATOR CLASSIC 



C 39100 


No. 

of 

Sec¬ 

tions 


2 

3 

4 

5 

6 

7 

8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 
21 
22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 


Length 
2 in. 
per Sec. 


4 

6 

8 

10 

12 

14 

16 

18 

20 

22 

24 

26 

28 

30 

32 

34 

36 

38 

40 

42 

44 

46 

48 

50 

52 

54 

56 

58 

60 

62 

64 


Heating Surface—Square Feet 


38-in. 

Height 
sq.ft, 
per Sec. 


9 

22H 

31 

36 

58 H 
63 

72 

76 H 
81 

851 ^ 
90 
94 H 
99 
103 
108 
112K 
117 

121H 
126 
130 H 
135 
139M 
144 


34^-in. 

Height 
. 4sq.ft, 
per Sec. 

31-in. 

Height 
3J^ sq.ft, 
per Sec. 

27-in. 

Height 
3 sq. ft. 
per Sec. 

23-in. 
Height 
2^ sq.ft, 
per Sec. 

1914 -in. 

Height 

2 sq. ft. 
per Sec. 

8 

7 

6 

5 

4 

12 

lOH 

9 

7H 

6 

16 

14 

12 

10 

8 

20 

17H 

15 

12H 

10 

24 

21 

18 

15 

12 

28 

24 H 

21 

17H 

14 

32 

28 

24 

20 

16 

36 

31}^ 

27 

22 H 

18 

40 

35 

30 

25 

20 

44 

381^ 

33 

27 H 

22 

48 

42 

36 

30 

24 

52 

451^ 

39 

32 H 

26 

56 

49 

42 

35 

28 

60 

52 H 

45 

37 3^ 

30 

64 

56 

48 

40 

32 

68 

69 M 

51 

42 3^ 

34 

72 

63 

54 

45 

36 

76 

66 H 

57 

47H 

38 

80 

70 

60 

50 

40 

84 

73)^ 

63 

52 3^ 

42 

88 

77 

66 

55 

44 

92 

803^ 

69 

573^ 

46 

96 

84 

72 

60 

48 

100 

87 H 

75 

62 H 

50 

104 

91 

78 

65 

52 

108 

94 

81 

6734 

54 

112 

98 

84 

70 

56 

116 

101 

87 

72 34 

58 

120 

105 

90 

75 

60 

124 

1083^ 

93 

7734 

62 

128 

112 

96 

80 

64 


•• mcnes rop ana Dottom and bushed for 
^^ater, and 2 inches at bottom only and bushed for steam, 

nipples right and left threaded 

•Add inch to length for each bushing. 



fF 


MEASUREMENTS AND TAPPINGS 


Sq. ft. 
Per Sec. 

A 

B 

C 

E 

P 

G 

H 

4>4' 

37 

434" 

3174' 

8' 

834" 

2' 

1 34" 

4 

34 34" 

434" 

2864' 

8" 

834" 

2* 

134' 

3 34" 

30 H" 


2474 ' 

8" 

834' 

2' 

134" 

3' 


4^: 

20»4" 

8" 

834' 

2' 

134" 


23*^ 

434" 

16274' 

8' 

834' 

2' 

1 34' 

2 

1934" 

434" 

12164' 

8' 

. 834" 

2' 

134' 


Distance from bottom of hub to floor, on center 
sections of radiators is approximately inches. 


A 



•G* 


A. Total height. 

B. Distance from floor to 
center of tapping. 

C. Distance from center 
of top to center of bot¬ 
tom opening of Water 
Radiators. 


E. Width of sections. 

F. Width at feet. 

G. Distance from center 
to center of sections. 

H. Width of column. 
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CRANE 


CAST IRON RADIATORS 
PEERLESS 

FOR STEAM OR WATER 




SINGLE COLUMN 


C 39120 


COLUMN 




TWO COLUMN 


FOUR COLUMN 


WE ARE PREPARED TO FURNISH RADIATORS OF ANY DESIGN OR STYLE 
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CAST IRON WINDOW RADIATORS 

FOR STEAM OR WATER 


“PEERLESS” 



“ARCO” 


No. of 
Sections 

Length 

3 Inches 
per Section 

r 

Heating Surface—Square Feet 

20-in. Height 

5 sq. ft. per 
Section 

16-in Height 
3J^ sq. ft. per 
Section 

13-in. Height 

3 sq. ft. per 
Section 

2 

6 

10 1 

i 

6 

3 

9 

15 1 

IIM 1 

9 

4 

12 ! 

20 1 

15 

12 

5 

15 1 

25 1 

im 1 

15 

6 

18 1 

30 1 

, 

18 

7 

21 

35 1 

261^ 1 

21 

8 

24 

40 ' 

30 1 

24 

9 

27 1 

45 ! 

33M ! 

27 

10 

i. X. 

30 1 

50 j 

37J^ 1 

» 30 


’^Acid ^ inch to length for each bushing. 


“ARCO” 


RIGHT AND LEFT HAND THREADED CONSTRUCTION 


No. of Sections 

1 

Length, Inches 
* 

Heating Surface—Square Feet 

28 in. Height 

45 ^ sq. ft. per section 

24 in. Height 

4 sq. ft. per section 

2 

5 


8 

3 

7H 

UH 

12 

4 

10 

19 

16 

5 

12^ 

23M 

20 

6 

15 

28y2 

24 

7 1 

17J^ 

33M 

28 

8 1 

20 

38 

32 

9 1 

22^ 

42?i 

36 

10 1 

25 

471 ^ 

40 


*Add 5 inch to length for each bushing. 
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CRANE 


CAST IRON WALL RADIATORS 

FOR STEAM OR WATER 
“PEERLESS” 



NO. 7.B 
C 39202 


“PEERLESS” WALL RADIATORS FOR STEAM AND WATER 

RATING AND MEASUREMENTS OF SECTIONS 


Sections Number.| 5-A | 7-A | 7-B | 9-A | 9-B 

Height.InchesI 13^6 I 13^6 I 213 ^ j ISHa I 2m 

Length or Width.Inches] 16^ | 21^ | 13^6 I | 13^6 

Thickness.Inches] 2?^ | 2 ?^ | I 2K I 3^, 

Heating Surface.Square Feet | 5 | 7 j 7 j 9 j 


IMPORTANT WHEN ORDERING 

Please state: If for Steam (One or Two Pipe Work) or Water. Number of 
Sections or Heating Surface required for each Radiator. 

Accompany each order with sketch showing assembling and tappings desired. 

“PEERLESS” Wall Radiators should always be assembled with bars vertical 
to secure greatest heating efficiency. 

The 7 and 9 foot sections are, therefore, made in two styles: 

Nos. 7-A and 9-A have bars running crosswise of the section and are regularly 
tapped for connecting end to end as illustrated. 

Nos. 7-B and 9-B have bars running lengthwise of the section and are regularly 
tapped for connecting side by side as illustrated. 

No. 5-A is made with Bars running crosswise of the section only and is regularly 
tapped for connecting end to end. 





























































CAST IRON RADIATORS 

FOR STEAM OR WATER 

“PEERLESS” 
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5 rti O 05 CO iO 00 O (N 

3 rH 1 -H rH r-t (M GSJ 

H 

H 

Ph( 

W 

Pi 

22 -in. 

Height 

3 Sq. Ft. 

Per Sfif* 

J O 05 (N to 00 1 -H tJH o 

! r-H t-H rl (M (M CSl CC 

< 

1 

z T 
s s 

.-Mp cj 

•l-st?” 

CO 

t>i—i»0)00C^CDOC0l>* 

■ ^ 

J Ph 

D ^ 

J H 

..*j.p o' 

•S|W) ctcE 

c!>'Sco hi 

05C000<Mr>.^C0Ot0 

c » 

38-in. 

Height 

5 Sq. Ft. 

Per Sec. 

0 ^ 0 i 00 » 00»00 

’^>“-i<N(NCOCOTr^to 


4o-in. 
Height 
6 Sq. Ft. 
Per Sec. 

<MOOTtiOCOC^OOTj<Q 

»-HT-H(Mcoco'^Tr'toco 

Jlf 

5r«^f2J 

^l> 0 <MiOI:^ 0 (MtO 

T-t 1 -H r-t r-H (M (N (M 


No. of 
Sec¬ 
tions 

(MC 0 ’^t 0 <Pt >.00 05O 
" 


20 in. 

Height 
m Sq. Ft. 

Per Sec. 

^ 

COTt^Ol>.050<MCOtO 

E-* 

W 

f=< 

P4 

<j3 

P 

23-in. 
Height 
m Sq. Ft. 
Per Sec. 

COtOOOOOr-lCOtOCC 

cy 

o 

<3 

P 

P4 

P . 

26-in. 
Height 
2Sq.Ft. • 
Per Sec. 

O 00 O IN O 00 O i 

„^.h«.h<n ; 

CQ 

O 

g 

H ' 
<j3 ' 

P 

W 

32-in. 

Height 

21^ Sq. Ft, 
Per Sec. 

C 

^ 

lO t>. o (M to O iO ^ 

r-trHi-l,-l(N(N(M C 

P 



r 

c 

c 

i58-in. 

Height 

3 Sq. Ft. 
Per Sec. 

C005(MtO00r-ITjHl^O 

1 -H ,-H ^ (M (N (M CO 

pi 

tOL-oc^tor^o^to 

i-( 1 -H 1—1 t-H <N (N CSJ 

“c 

c 

Sec¬ 

tions 

?<lC 0 '^tOC 0 l >.00 05o| 

"1 







ci'aScc hi 


''^COOOOC^'^OOO 


2 o ^ o 


Tft^.OST-HrJ^OOOT-'CO 
irH t-H r-H (N (M 


;i; 

tOOOOCOCOOOi—iTtiO 
,_! t-H rH T-l (M <N c^l 




.S’S^.cg 

cci|^c^j5 




. . X 

COOCvDCOOCOi^OOO 
1—It-Hi—IC^CSJC^COCO 


OOfMCOO'^OOCSlcoo 

1 —1»—tCN(M<NCOCOTP 




fSig 


. « c 


0 »00i00»00^0 
'-Ht—(CM(MOOCO'^T j^LO 


rH t-H rH (N (M (M 


CSlCOrJ^iOCOL'-OOCtO 


* A j j 1 / • 1 ^ 7 ----- 1 I I ou I uo OU 

Add .nch to length for each bushing. *Add ^ inch to length for each bushing. 
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ORANC 


MEASUREMENTS OF AMERICAN DIRECT 
RADIATORS 





J\/IEASURE1VIENTS ARE IN INCHES 


Pattern and 

Catalogue Height 

A 

c j E 

P 

1 Heating 

G Surface 

1 Sq. Ft. 

r'eeriess ijne-fjolumn I as | .^ 7 is^ 

V-1 32~ |~318^ 

1 

251% 1 41V, 

5H 

5H 

2y \ 3 

2 34 1 2 W"“ 

1 26 1 2525^ 

1 23 1 22 7^ 

418^ 

16 Ve 1 418^ 

_ 5H 

_ 5HI 

5H 

r 2M 1 2 

_2 34'i 

2 U 1 1 LC^ 

1 20 1 19 

13<i.4I 418^ 

Peerless Two-Column I 45 1 45«/<; 

3826^ I 7 H 

« Li' 1 O 1./ 1 .r 

__1 38 |~37' 

_31% 1 7H~ 

2518^ 7^ 

8H 

8H 

« Li' 

_Z3_l_O 

1 32 1 3147^, 

_2J^_ 1 4 

1 26 1 26 

i9i5><;i 7s^- 

_2 H _ \ _3 3^_ 

___1 23 1 23»/6 

1S*%\ 7% |—8U-|—2U- - 

( 20 1 20“^' 

Peerless Three-Column I 45 I 4 .'i 

38 2541 9 

_9M I 234 I 6 

_ ^H 1 2341 5- 

_9M_I_ 2^-1 4jr- 

1 38 \~mHr 

1 32 1 32H^ 

1 OA 1 OA7y 

_31».4 1 9 

251841 9 

—____ 1 -60 1 Jo'/fe 

_ ___ 1 22 1 22% 

1 18 

-Vk^7\ — i _1 9-^-1_1 SH~ 

—_9M 1 2^n ^3 

IIH 1 9 1 9M 1 2 34 1 2^"' 

Peerless Four-Column I 45 1 461^. 

1 38 

1 ^9 1 ^0 7 yL 

_10 H 1 HJi 1 3 1 10 

31% 1 10 H (-liH~i~3 1 - 8 - 

1 26 1 26<«Ui 

1918.4 i~ro^~ 

_11^ 1 3 1 634 

111/ 1 O -1 - - - 

1 22 1 213 V. 

_Ml 3 1 _ 5 

1 18 I 1827^ 

—\ XI. Z4 \ o 4 

n% 1 1034 1 IIH 1 3 1- ^ - 

Peerless Window I 20 I 20 

1 1 A I 1 A 

lSV6lZj2TiT~l3li~l 3 1 5 

1 lo 1 Id 

1 13 1 13 1 

_Ll^_l 12 34 1 12^ I 3 3^ 

81/4 1 12M 1 1214 1 ^3- 1 - 

Arco wmaow | 28 

28 1 2218.41 8H 

2H 1 4H 

8'A \ 2 H 1 4 

1 24 

24 1 18S54il 8H 


DISTANCE FROM FLOOR TO CENTER OF LOWER TAPPINGS 

MEASUREMENTS ARE IN INCHES 


Pattern 


Rococo Window.. . 

Peerless 1-Column. 


Water 

Supply and 
Return 


Single 

Pipe 

Steam 


Two-Pipe Steam 


Peerless 2-C olumn. 

Peerless 3-Column. 


Peerless 4-Column. 


Arco Window. 


Distance from bottom of hub to floor, on center seotinnq nf ^ 

height legs, is approximately inches on 


3 

4^ 

4^ 


Supply 


l4Tr 

SH 


4^ 

4y2 

SH 


Return 


3 


4 

4 

14^1 

SVi 
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NEW ARCO 
ADJUSTABLE WALL 

brackets 

(patented) 

radiators in 

factories, w^ehouses, theatres, railroad 
stations and other buildings, garages, 
schools, churches, residences—any biuld- 
floor space is valuable and 
wall space available. 

^ one style only 
and with suitable bearing plates can be 
screwed to the wall to accommodate any 
possible a^emblage of wall radiators. 

On SPECIAL ORDER we furnish the 
Arco Brackets with two spools—to carry 
two rims of radiation separated about 
mch. 


....r.. other wall radiator brackets 


-J-l Bracket, 9>^ 


K-3 Bracket 
K-4 Bra ket 
K-5 Bracket 
K-6 Bracket 


.wUl fit over 
(will fit over 
will fit over 
[will fit over 


Bracket ‘ 

or 9-_B, Furnished with one Mhltov^oU and buttS^ 

Fumished with one ^os. 5-A, 7-A or 9-A 

tapping (suppiy or return) height from uoor to center of low^ 

i”S !3 It s;s ‘s asa ass &:«)....«.«k- 

1 baseboard).^2 j?9bes 

] l}i-mch high baseboard).i! ii i!.'!!. f inchS 

I »|t^’board*oJ wfS^otmg 

I p| guides to hold radi^^^^ 

I. H H ^ ^ Brackets are not. One 

H ?rT^-i^®o^^s—not furnished by US. With each 

' 


siz^ of Wall Radiators; helghtfrom*^lrf<l 

gja ssfea SK 

inch stove-tolt and button. 
9 iyS®**i?®®i.®‘=’tet“P”: Madoofcast plato 
Joi^s by four screws—not furnished by us 'Se’screwed to ceiling 

r »af ^r“d"e? 

of <ute^?en|ths‘2f bS‘4°“® atove-bolts separately, state for which bracket, because 


C 39304 
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CRANE 


“EZ” RADIATOR HANGERS 





Wall 1 

1 1 Col. 1 

1 2 Col. 

! 3 Col. 1 

4 Col. 

1 5 Col. 1 Window 1 

Corto 

Style “H’* .. 

12.10 

i »2.10 

1 S2.10 

1 $2.10 1 

$2.10 

1 $2.10 1 $2.10 1 

$2.10 

Style 

1.35 

1 1.35 

1.35 

1 1.35 1 

1.35 

1 1.35 i 1.35 1 

1.35 


Prices do not include Pipe or Anchor Bolts. 


SHIPPING WEIGHTS 



1 Lbs. 

1 Lbs. 

1 Lbs. 

1 Lbs. 

1 Lbs. 1 

1 Lbs. 1 

Lbs. 

1 Lbs. 

Style 

1 3M 

1 4H 

1 4M 

1 5 ! 

1 5 

1 1 

5^ 

1 4V2 


Style^^R’V.I 2 \ 2% \ S | 3^ I | 3M I 3% | 3 
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RADIATOR VALVES 

FOR 

STEAM AND HOT WATER 



ON THE FOLLOWING PAGES WE ILLUSTRATE A FULL VARIETY OF RADIATOR 
VALVES. WHICH WE BELIEVE IS SUFFICIENT TO MEET ALL REQUIREMENIS OF 
THE TRADE. 
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CRANE 


RADIATOR VALVES 

WITH COMPOSITION DISCS 
WOOD WHEEL 



Size. 



Vi 

1 1 

1*4 1 

14 

2 

Size. 

.Millimeters 

13 

19 

25 1 

32 I 

38 

50 

No. 112 

over.. 

Rough Body, Plated all 

3.15 

3.80 

4.75 

1 6.40 

8.10 

13.10 

No. 113 

over.. 

Rough Body, Plated all 

3.45 

4.20 

5.25 

7.05 

8.95 

14.45 


No. 113 Valves are made Right Hand and Left Hand. 

We do not furnish the above Valves with Female Outlet. Finished and Finished 
and Plated Valves will be made to order at a special price. In ordering Corner 
Radiator Valves, state whether Right Hand or Left Hand Valves are wanted. 
Both openings have right hand thread. 

These Valves will satisfactorily answer the purpose where the jobs are small 
and the steam pressure is low. Still, for the small difference in cost, we recom¬ 
mend the use of our Standard Valve. 

The Disc Holder in these Valves is so constructed that the Disc may readily 
be replaced. 


Right Hand 
ON Side 


Outlet 
Right Hand 
Thread 


Right 

ON 


UNION 


39400 


Inlet 

Right Hand 
Thread 


NO. 113 CORNER RADIATOR 
VALVE WITH UNION 


C 39402 





























CRANE 
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STANDARD RADIATOR VALVES 

WITH CRANE RENEWABLE DISC 
WOOD WHEEL 


Right 
Hand on 
Side 



Right Hand 
ON Bottom 




NO. 124 
WITH UNION 


CORNER RADIATOR VALVE 
NO. 144 
WITH UNION 


OFFSET VALVE 
NO. 164 

WITH UNION OUTLET 


C 39410 C 39412 

NOS. 124, 126 AND 128 WITH UNION 


C 39414 


.Inches | ^ j 


. Millimeters i 19 


W ! IVi 


25 


32 


No. 124 Rough Body, Plated all over.. .Each| 

3.90 i 

4.70 

i 6.25 

1 8.15 1 13.00 

No. 126 Finished all over. Each] 

4.00 i 

4.80 

i 6.40 

1 8.75 

1 13.85 

No. 128 Finished and Plated all over.. .Each| 

4.40 i 

5.20 

i 6.80 

1 9.15 

1 14.25 

NOS. 144, 146 AND 148 CORNER RADIATOR VALVES WITH UNION 

Size.InchesI 3^ 

M 1 

1 

1 IJi i 

I m 

2 

Size.Millimeters 1 13 | 

19 1 

25 1 

32 j 

38 

50 

No. 144RoughBody, Plated all over.Ea.| 3.45 | 

4.25 1 

5.15 1 

6.95 1 

8.95 

14.25 

No. 146 Finished all over.Eachj 3 60 | 

4.40 1 

5.30 1 

7.05 1 

9.65 

15.25 

No.l48FmishedandPlatedallover.Ea. 1 3.90 | 

4.80 1 

5.70 1 

7.45 1 10.05 

15.65 


NOS. 164,166 AND 168 OFFSET RADIATOR VALVE WITH UNION OUTLET 

.InchesI ^ | 1 | 134 | | 2 

.Millimet ers I 19 | 25 \ 32 j 38 \ 50~ 

No. 164 Rough Body, P lated all over.. .Each! 4.25 I 5.15 | 6 9.^ j S | m 9 A 

No. 166 Finished all over ...Each! 4.40 | 5.30 | 7.05 r9.65 j 15.25 

No. 168 Finished and Plated all over. ..EachI 4,80 | 5,70 | 7,45 | 10 0 5 | 15.65 

Nos. 144, 146 and 148 Valves are made Right Hand and Left Hand. 

Finished Valves and Finished and Plated Valves are made to order. 

To facilitate ordering: Simply state size and number; the number sufficientlv 
indicates the style and finish with exception of the Corner Radiator Valves. 

In ordering C^ner Radiator Valves always give Valve number and size, and 
state whether RIGHT Hand or LEFT Hand Valves are wanted. 

Offset Valves are made to order only. 
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GOVERNMENT PATTERN 

HEAVY RADIATOR VALVES 

WITH CRANE RENEWABLE DISC 
WOOD WHEEL 




Right Hand 
Thread 
ON Bottom 


Outlet Right 


Thread 


CORNER RADIATOR VALVE 


NO. 67 G WITH UNION NO. 145 G WITH UNION 

^ 39420 _^ 33^22 

. ..InchesI H \ H \ 1 I lU I lU I 2 

.M illimeters I 13 | 19 | 25 | 32 j 38 | 50 

No. 67-G, Rough Body, Pl ated all over. Eachl 3.15 I 3.90 14 70 | R 9 ^\ « ia| m 

No. 68-G, Finished all over.Eachj 3.20 | 4.00 | 4.80 | 6.40| 8.75| 13.85 

No. 69-G, Finished and Pla ted all over.. Each I 3.60 j 4.40 j 5.20 | Q i. 5 | ii 95 

No. 145-G, Rough Body, P lated all over. Eachl 3.45 I 4.25 | .5 1.^ | fi Q.^| s Q. 5 | 14 9 Ji 

Finished all over.Eachj 3.6 0 | 4.40 | 5.30'| 7.051 9.65115.25 

No. 149-G, Finished and Plated all over..Eachj 3.90 j 4.80 | 5.70 j 7.45|10.05| 15.65 


Lock and Shield Valves furnished at same price. Keys Extra. 

All the above Valves are heavier than our Standard Pattern Radiator Valves. 

They are especi-ally adapted for use in large buildings, or where a heavier 
type Valve is necessary or desirable. 


They are capable of standing greater strain in connecting up and more severe 
service in their application, where extreme variations exist in expansion and con¬ 
traction. 

Nos. 145-G, 147-G and 149-G Valves are made Right Hand and Left Hand. 

Finished Valves and Finished and Plated Valves are made to order only. To 
facilitate ordering: Simply state size and number; the number sufficiently indi¬ 
cates the style and finish, with exception of the Corner Radiator Valves. 

In ordering Corner Radiator Valves always give Valve number and size, and 
state whether RIGHT Hand or LEFT Hand Valves are wanted. 
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1 M 1 1 1 iM 

1 1}^ 1 

2 


1 19 1 25 1 32 

1 38 1 

50 

No. 220, Rough Body, Plated all over.Ea. | 3.15 

1 3.90 1 4.70 1 6.25 

8.15 1 

13.00 

No. 222, Rough Body, Plated all over.Ea. 1 3.45 | 

1 4.25 1 5.15 1 6.95 

8.95 1 

14.25 


The illustration shows at “A” the Crane Patent Stop which is a part of the 
center piece casting and a lug on the stem of the Valve. 

These parts, coming in contact when the Valve is wide open, prevent the jam¬ 
ming of the disc against the center piece. 

The auxiliary spring at ''B” automatically takes care of any shrinkage in the 
disc, and prevents leaks when the Valve is closed. 

These Valves have been thoroughly tested by being connected up under high 
pressure steam and opened and closed equal to ten years service without show¬ 
ing a leak. As these Valves are generally used on low pressure steam this test is 
all the more convincing. 

Finished Valves and Finished and Plated Valves will be made to order at a 
special price. 

No. 222 Valves are made Right Hand and Left Hand. 

In ordering, state whether Right Hand or Left Hand Corner Valves are wanted. 
Finished Valves and Finished and Plated Valves will be made to order at a special 
price. 


CRANE STANDARD 

SELF-ADJUSTED PACKED 
STEAM OR VACUUM SYSTEM RADIATOR VALVES 

CRANE RENEWABLE DISC. RISING STEM 


Both 
Openings 
Right Hand 


C 39430 


C 39432 


NO. 220 WITH UNION 
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CRANE 


HOT WATER 
RADIATOR VALVES 



NO. 174 

BOTH OPENINGS R. H. 
C 39440 


BRASS 

UNION ELBOWS 

FOR HOT WATER RADIATORS 



NO. 192 

C 39450 


radiator valves 


Size. 


Size. 


.Inches I ]4 | ^ 

Millimeters I 13 | 19 


IM I 1^ I 2 




These Valves have a brass plate fitted on top of the wheel with an arrow 
which indicates whether the Valve is open or closed. It is open when the arrow 
points in the direction of the side opening of Valve; a quarter turn closes it. 


The construction of the Valve is such that there is no obstruction, the full 
area of the pipe being maintained. 


A By-Pass in the disc insures continuous circulation when the Valve is closed. 
To facilitate ordering: Simply state size and number; the number indicates 


UNION ELBOW 


Size. 


Size. 


Inches I }/^ 


.Millimeters I 13 | 19 I 25 


1 l~WTn?T 2 ~ 


Mo. 192, Rough Pody, Plated all over.Each | X.Vb I 2.00 I 2.50 | 3.20 I 4.00 ITflii 
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LOCK AND SHIELD RADIATOR VALVES 

WITH CRANE RENEWABLE DISC 


T 4"^ RS'diator Valves, as shown on pages 730 to 733, can be made with 

Look and bhield, when so ordered, at same price. 

In describing kind wanted, give Valve numbers, using words ^Tock and Shield.” 
Keys extra as per list prices below. 


C 39462 


NO. 200 
C 39464 


___I Plated 

*No. 198. liachl .70 

*No- 199. Each! 1.00 

*No-200.Each! ,25 

*See table below showing various Lock and Shield Valves these keys will fit. 


Size of 
Valve 
Inches 

Size of 
Valve 
Millimeters 

No. 48 

Nos. 

112—113 

Nos. 

124—144 

126—146 

128—148 

Nos. 

67G-145G 

68G-147G 

69G-149G 

Nos. 

220—222 

% 

1 10 

1 200 

1 

1 


1 


1 13 

200 

o 

o 

1 198 

198 

1 198 

H 

1 19 

198 

1 198 

1 198 

198 

1 198 

1 

1 25 

198 

1 198 

1 198 

198-199 1 

1 198 

iM 1 

1 32 

198-199 

1 198 I 

1 198-199 

198-199 i 

1 198-199 


38 

198-199 

1 198-199 1 

1 198-199 

199 1 

1 198-199 

2 1 

50 

199 

1 198-199 1 

i 199 

199 

1 199 
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CRANE 


MODULATING RADIATOR VALVES 


BRASS 


WITH UNION 


SELF-ADJUSTING PACKED STUFFING BOX 


(patented) 



C 39480 


.InchesI \ H \ 1 \ VA 

oize. Millimetersl 13 | 19 j 25 j 32 

Price, Rough Body, Plated ail over.Each] 3.15 | 3.90 | 4.70 | 6.25 


These Valves allow control of the steam flow to each radiator of a heating plant 
these Valves may be adjusted to give the required maximum opening, without 
dismantling the Valve. 

The amount of steam passing through the Valve depends on the area of the open- 
ing. By turning the handle the Valve may be opened by degrees according to re- 
^irements. An indicator on the top of the Valve shows the exact opening at which 
the Valve is set at all times. Special shaped guides control the area of the opening 
corresponding to the markings on the indicator. 

It is a well-known fact that any Valve used to throttle steam will soon leak on 
account of the cutting action at the seat. 

The construction of these Valves is such that the seat is not exposed to the action 
ot the steam, is self-cleaning, insuring a complete shut-off and a longer life to the 


The throttling lip prevents the lodging of foreign matter on the seat. These 
Valves are placed at the top of the radiator, are of a compact design and have a 
pleasing appearance. 

The Valves are nickel plated, the finished parts polished and are supplied with 
a polished rosewood handle. 




























CRANE 


737 


ACCESSORIES 

FOR 

MODULATING HEATING SYSTEMS 



C 39490 


C 39500 


NO. 39 ANGLE CHECK VALVE 
WITH UNION 


NO. 8 HOFFMAN 
RETURN LINE VALVE 


.Inches | 3^ 

Millimeters | 13 


No. 39, Rough, n ot Plated..Each I 3 55 

No, 39, Rough, Plated. Each I 3.85 

No. 8, Hoffman. Eachj 6.00 


The No. 39 Angle Check Valve is of the regrinding type, has large areas and 
no complicated parts. 

The No. 8 Hoffman can also be furnished in the corner pattern at an advanced 
price. 



C 39520 


NO. 1165 V 
POP VALVE 


Size. 


1 1 

IH 1 

! ■ 2 1 214 1 3 

Size. 


25 1 

32 1 

38 1 SO 1 64 1 76 

Price. 


6.001 

6.751 

8.25111.25126.00137.50 


The No. 1165 V Pop Valve is especially ground at the seat so as to be tight under 
steam pressure or vacuum. 
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A VENTING VALVE FOR EVERY SERVICE 

All the venting valves shown on the following page are made entirely of metal. 
They are automatic in the performance of their functions and will distinguish 
between steam, air and water; and are non-adjustable, preventing tampering. 

No. 1. Siphon air valve. Stops all steam and water leakage, but passes all air. 

No. 2. Siphon air and vacuum valve. Stops all steam and water leakage. 
Passes all air from radiator but stops its return. 

No. 3. Air line valve. For Paul Systems, Vacuum, Drip or Air Line service. 
Passes all air. Stops all steam leakage through valve. 

No. 4. For quick vent service on mains or blast coils, where water is not a 
factor. Passes all air quickly, stops all steam. DOES NOT STOP WATER. 

No. 5. Quick vent ‘‘float’^ for vapor or any quick service. Passes all air 
quickly. Stops all steam or water leakage. 

No. 6. Same as Number 5, except that it is constructed to prevent the return 
of air into the system when it is cold. 

No. 8. for vapor, vapor vacuum, modulating and vacuum heating. Passes 
all water and air but closes tight against steam. Made in angle, offset and straight 
way patterns. 

No. 9. Same as above, but made in angle patterns only. 

No. 10. For vapor heating or any quick vent service, where it is desirable to 
pass air WITHOUT BACK PRESSURE. Passes all air without the slightest 

No. 11. Same as No. 10 except prevents return of air. 

HOFFMAN VALVE MEASUREMENTS 

NO. 8 ANGLE NO. 8 STRAIGHTWAY NO. 9 ANGLE 





Style 

Size 

Maximum 

Capacity 
Sq. Ft. 

Dimensions, Inches 

A 1 B 1 C 

List 

Price 

No. 8 Angle. 


200 

1 2% 1 

1% 1 


$6.00 

No. 8 Straightway .| 

! 1 

200 

1 223^ 1 

% 1 

1% 

6.00 

No. 8 Offset .1 

1 

200 1 

223^ 1 

% 1 

1% 

6 00 

No. 9 Angle. | 

M 1 

600 1 

3«^ 1 

1% 1 


8.00 


The No. 9 valve is furnished with A*'diameter port for pressures from 35 to 
100 pounds. 

THE ONLY PERFECT THERMOSTATIC RADIATOR STEAM TRAP 
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A VENTING VALVE FOR ANY SERVICE 

NO. 2 

SIPHON AIR AND VACUUM VALVE 




NO. 1 

SIPHON AIR VAL^ 


NO. 3 


NO. 4 

JUNIOR QUICK VENT AIR VALVI 


C 39576 

1.90 

4.50 

2.50 


2.80 


■ Inches 

.. ■ Each 

■ ■ .Each 
. . Each 

. • . Each 


C 39570 


C 39572 


Size. 


Number 1. 


C 39574 


Number 2.. 

Number 3, Nipple Co nnecti on and Union 
Number 4... . 



C 39582 


C 39590 


C 39578 


SECTION 


SHOWING INTERIOR 

Size. 


Vs 


Number 5. 


8.00 

— 

Number 6. 


12.00 


Number 10. 



25.00 


THE HOFFMAN DIFFERENTIAL LOOP 

FOR VAPOR HEATING 

Its use makes vapor heating safe because it maintains, whenever pressure 
at boiler is above 10 ounces, a fixed pressure differential of 10 ounces between 
the steam main and the return main, thereby preventing the rise of water in the 
return. 

Price on application. 
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CRANE 


RADIATOR AIR VALVES 

AUTOMATIC 


ENARC 

No. 11 No. 15 



C 39652 


Price, Enarc No. 11. 

Price, Enarc No. 15. 

Price, Ideal Airid. 



IDEAL AIRID 


C 39658 


Size. 


COMPRESSION 



No. 210 
C 39662 


C 39660 


JNo, 206, Wood Wheel. Platid~ 

No. 210, Lode iShield, Plated. . 

Keys for No. 210, Extra . 


.Inches | }/g 

.Each I $ ,70 

. Each I ■ 57 
__.Each! 18 


PAUL 



FOR DRIP OR VACUUM AIR LINE SERVICE 


These Valves have ^ inch Nipple connection for Radiator and 
inch I nion connection. 


Price. 


Each I $1.25 


IS IS 18 
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ARCO TANK REGULATOR 

No. 826 



C 39690 


FLEXIBLE TUBE TYPE 


ARCO TANK REGULATOR 

Both the flexible tube type and the direct connected type operate on the same 
principle. The operating power is developed by the expansion of gas. Gas is 
readily responsive to temperature changes, hence quick operation and close 
regulation. An increase in temperature of the water surrounding the bulb ''A'* 
increases the internal gas pressure in the bellows chamber (enclosed at ''C') 
which forces up the head of the bellows and the valve stem, closing the valve. 
A slight cooling of the water causes a lessening of the gas pressure which allows 
the compression spring (enclosed at ‘‘K’') to open the valve. Adjustment for 
temperature is made at “K’’ by means of a key, turning to the right for higher 
temperature and to the left for lower temperature. This feature prevents ‘"med¬ 
dlers” from tampering with the adjustment. 

Temperature range regularly furnished 140°-180° Fahr. Special temperature 
range supplied on special order. Both types for use on steam pressure up to 25 lbs. 

Sizes A and B, (J4" to 13^" pipe connections inclusive) are furnished in the 
direct connected type. Sizes C and D, (2" to 3") supplied in flexible tube type. 

All sizes have iron body—brass interiors with bronze disc and seat. Sizes 
A and B have unions both ends.. Sizes C and D have screwed ends. Flexible tube 
sizes C and D are regularly furnished 8 ft. long. Regulators with longer tubes 
can be supplied on special order. 


LIST PRICES 

Furnished complete with adjusting key and bushings. Full directions for 
installation with each regulator. 


Stock 

No. 

Size 

For Pipe 

Connections 

TYPE 

Shipping 

Weights 

List 

Price 

825 

A 1 

1 

1 

Direct connected with unions... 

. 20 1 

$50.00 

825 

B 1 

1 

Direct connected with unions... 

25 1 

60.00 

826 

C 1 

2" 1 

Flexible Tube screwed ends 

50 

1 80.00 

826 

D 1 

23^"-3" 1 

1 Flexible Tube screwed ends. 

60 

1 90.00 
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CRANE 


IDEAL VENT VALVES 



C 39707 

C 39708 


C 39709 

Number. 


817 

815 1 

816 

Size Venting Part. 


He 

1 

H 

Size Iron Pipe Connections. 


H 

Vi \ 

Vi 

Price. 


$4.00 

$3.00 1 

$3.50 


Ideal Vento Vent is designed particularly for relieving air from Vento heaters 
(low pressure only). 

Ideal Quick Vent is for use on risers, ends of mains, long runs of pipe indirect 
stacks, etc. No adjustment. ^ 


IDEAL VENTO VENT 
No. 817 


IDEAL QUICK VENT 
No. 815 


IDEAL AIR LINE VALVE 
No. 816 


ARCO DAMPER REGULATORS 



805 


C 39726 


All three ARCO Damper Regulator 
out of order. Simply move the weights upon 
rest. 


C 39730 


that they cannot get 
regulator does the 


Damp^ Regulators can be installed on any old or new Steam or Hot 
Water Heating Boilers or Hot W ater Supply Boilers. Note list prices below. 


No. 800 ARCO Water Regulator.. 


No. 801 ARCO Junior Water Regulator 


No. 805 ARCO Steam Regulator.... 
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FLOOR AND CEILING PLATES 



NO. 3 

CEILING PLATE 
CAST 
C 39740 



NO. G 

FLOOR PLATE 
CAST 



C 39742 


C 39744 


Price List Nos. 3, 6 and 10—Nickel Plated 


Size. 


1 

M 1 

1 

I m 1 

1}^ 1 

2 1 

1 1 

3 

Size. 


13 1 

19 1 

25 1 

1 32 1 

1 38 1 

50 1 

1 64 1 

76 

Price. 


.27 1 

.28 1 

.32 1 

.35 1 

.38 1 

.45 1 

1 .65 1 

.80 


Larger sizes, prices on application. 



CRANE TELESCOPING 

FIRE-PROOF FLOOR SLEEVES 

GALVANIZED SHEET IRON 

WITH NEAT CAST IRON FLANGE ON TOP AND BOTTOM 

Easily adjusted to any permanent position within its range of 
length. Has no screws, slots or springs to get out of order. 

We have designed these Galvanized Sheet Iron Floor Sleeves 
to meet the demand for a cheaper article than Cast Iron Floor 
Sleeves. 

NO. 1 


Size of Pipe. 


M 1 

1 

IM 

Size. 

. Millimeters 1 

19 1 

25 

32 

Minimum Length. 


12 1 

12 

12 

Maximum Length. 


17 1 

17 

17 

Price No. 1. 


1.00 1 

1.10 

1.30 


C 39748 


NO. 2 


Size of Pipe. Inches | 

H 1 

1 1 

1 1 i>^ 1 

2 

|2J^| 

3 

|3^ 1 

1 4 1 

1 5 1 

1 6 1 

1 8 

Size.. .Millimeters | 

19 1 

25 

1 32 

1 38 1 

50 

1 64 1 

76 

1 90 1 

100 1 

125 1 

150 1 

200 

Minimum Length. .Inches I 

14 1 

14 

1 14 

1 14 1 

14 

1 14 1 

14 

1 14 1 

t 14 1 

14 

1 14 1 

1 14 

Maximum Length. .Inches | 

24 1 

24 

1 24 

1 24 1 

24 

1 24 1 

24 

1 24 1 

24 1 

24 1 

1 24 

1 24 

l^rice No. 2. .Each| 1.05| 1.20| 1.35| 

1.50|1.80|2.10|2.50|3.00|3.75|4.50|5.25|6.75 
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CRANE 


MINNEAPOLIS HEAT REGULATORS 



No. 60 


No. 40. 


This model is extensively used when clock feature is not desired. 


No 47. With one-day clock. The clock is hinged in front and swings in a 
complete circle for winding. It is easily removed. All arbors wind with one 
key. The thermometer is small and inconspicuous. 

No. So. Duplex eight-day thermostat. Will automatically at night, lower the 
temperature to any desired point and at any predetermined hour in the morning 
raise same to any desired temperature. With this device, the model is entirely 
automatic; the only thing necessary is to wind the clock once a week. 

No. 60. With eight-day clock of very high grade, both clock and alarm, 
running eight days with one winding. The clock has a solid brass case, repeater 
alarm, jeweled balance, and beveled glass front. The clock swings in a complete 
circle and does not have to be removed for winding. 

No. 65. Is the same in electrical construction as the other models. Especially 
adapted for the control of valves, dampers, etc., for the regulation of hot water 
tanks, steam, bake ovens, etc. 


C 39802 


39806 

EIGHT DAY CLOCK 


C 39808 


Number 

Description 

1 Price Each 

Spring 

Motor 

6 Volt 

D. C. Motor 

no Volt 

A. C. Motor 

40 

Plain—no clock. 1 

$45.00 

$60.00 

$70.00 

47 

One-day clock. | 

52.00 

67.00 

77.00 

55 

Duplex—Eight-day clock.... | 

64.00 

79.00 

89.00 

60 

Eight-day clock (Jeweled).... | 

74.00 

89.00 

99.00 

bo 1 Hot water regulator I 

69.00 

84.00 

94.00 


Thermometer to repair above thermostats, Each $1.30 
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AND 

SELF-REGULATING HOT WATER 
HEATING SYSTEM 


C 39820 


EXPLANATION OF THE DIAGRAM 

expansion takes place in the heating apparatus, surplus water backs up into 
^e Expansion Tank and the Regulator which compresses the air confined therein. 
This pressure is exerted on the Diaphragm lowering the lever, which is attached 
to the adjustment plate—-the adjustment plate permanently fastened in the gal¬ 
vanized iron chain, which connects with the draft and check draft doors. The 
lowering of this lever closes the draft door and opens the check draft door keep¬ 
ing the fire under control at all times. ' 

The Air-Sealed Pressure Controller performs the duty of retaining the pressure 
up to 12 pounds above the altitude, when it will relieve any further pressure. 

Continued on following page 
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CRANE 


“D AND T” 

SELF-REGULATING HOT WATER 
HEATING SYSTEM 

By means of the D. & T. Air Sealed Pressure Controller a steady pressure 
ranging from one to twelve pounds is safely and automatically maintained. 

This pressure is produced gradually, and maintained in exact relation to the 
heat required; approximately one pound pressure is accumulated for every twenty 
degrees increase in temperature of the water and is maintained at that point by 
automatically operating the dampers. 

Any variation of pressure from one to twelve pounds is recorded on the gauge 
(WHICH IS PLACHD ON THE BOILER), in plain view of the operator, and 
immediately varies the position of the lever, serving thus to regulate the dampers 
so as to maintain the exact relation of temperature and pressure at all times. 

Everyone familiar with conditions openly admits the advantages of applying 
pressure to a hot water heating system. 

Leading authorities are agreed that water in motion is an excellent conveyoi 
of heat, while water at rest is a poor absorber of heat. It follows, therefore, that 
a heating plant containing a small amount of water, moving rapidly, will be more 
economical of fuel than one with a greater amount of water moving sluggishly. 
In the system containing the more rapidly moving water, the heat from the fuel 
is more rapidly taken up and a greater percentage of fuel power is available. 

It will be plainly seen that a small amount of water requires less fuel to raise 
it through a given number of temperature degrees than a larger body of water; 
less power is necessary to move the smaller amount through radiators, pipes and 
boilers and a saving of considerable proportions is effected in heat transmission. 

IN ORDERING, PLEASE STATE SQUARE FEET OF RADIATION AND NUMBER OF 
FLOORS IN BUILDING 

List price of No. 2, No. 3 and No. 4 D. & T. System up to 1,400 square feet of 
radiation.$60.00 

Use No. 2 regulator for one and two-story buildings. 

Use No. 3 regulator for three-story buildings. 

Use No. 4 regulator for four-story buildings. 

Installations containing more radiation than 1,400 square feet, additional charge 
will be made for extra tank capacity. 
















CRANE 


EXPANSION TANKS AND THERMOMETERS 

GALVANIZED 



GALVANIZED EXPANSION TANKS 


Capacity. 

. Gallons 

10 

15 

20 

26 

32 

42 

Price. 


$8.00 

$9.00 

$12.50 

$14.00 

$15.00 

$16.50 

Diameter. 


12 

12 

14 

16 

16 

16 

Height.. 


20 

30 

30 

30 

36 

48 

Suitable for Radiation. 

. .Sq.Ft. 

300 

500 

700 

950 

1,300 

2,000 


W.ater Gauge for Expansion Tank, extra 


AUTOMATIC EXPANSION TANKS 


Price, Round Corners; Golden Oak Finish, with Couplings. Each | $20.00 

HOT WATER THERMOMETERS 

(NOT ILLUSTRATED) 

Price, Straight S tenL Hot Water.| 

Price, Ancle, Hot Water.'eac h | eioo 



C 39870 


EXPANSION TANK 
BRACKET 

Takes in all sizes of Tanks, from 10 to 16 
inches diameter. Labor-saving—can be erected 
m two minutes. A substitute for the old-fash¬ 
ioned shelf at less expense. Weighs about 6i^ 
pounds and is shipped with screws packed under 
the slide pieces. 

List Price, complete.Each $1.75 
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SECTIONAL PIPE COVERINGS 



C 39900 


air cell 

for medium steam pressure and heating pipes 

s»Js'].eTofp.« S 


IMPROVED ASBESTOCEL 

wnte'r’ninpT "'il!..!!!.*''!’'''!' sfe--'"* ■"id hot 

heat at a miiiimnm cost be- 
taiise the comigrations run both lengthwise aiifl 

covSK’ ‘T®hr8’''lff5ot*“S“*"''®® "“’y.^as in Othej 

Srf 




C 39920 


85 PER CENT MAGNESIA 

for high pRe^ure and superheated 

STEAM PIPES 

combinesTho'hll^h'^'''*'''" Pressure pipe coverin- 

sulation. It is recommenrtftHf^Jlr-^u efficient in- 

heated steam surfacS ^nd super- 

ous thicknesses from i is furnished in vari- 

standard” S to l 4 ",foh?s!'^vSr"^'-^"™' *" 

se^^^ta or blocul a?e’sU"p?i"ef; 


WOOL FELT 

FOR LOW PRESSURE STEAM AND HOT WATER 
HEATING SYSTEMS WATER 


asbestos paper. Champion or ‘ 

laminations of wool felt^ ^ in?h tWc^ 
of asbestos paper. Aqua or O R — ^ i 



C 39930 



C 39940 


ZERO 

TO PROTECT PIPES FROM FREEZING 

desitnSrfor“|rotectton*of insulating felts specially 

Whire protection Si re^.?w 5 ‘? wa‘ef,P'Pes from freezing. 

rn^nfe‘'^^pX\^t?e5H«Sr ^ 

standard sizes of pipe. ^ ^ inches thick only, for ail 


Inside Dlam. of Pipe.inches 


. . 

I aside Diam .ot Pipe... r»oh^i 

Covering.. .— .PiFfilT^ 


■ 22 | .241 


Ij^l l‘A\ 


I 2H I 3 


_ 3'A 

■401 .45 1 .50 


_ _ 1 0 I 12 

■ 30 11.00 n . 10 11 201 1 30 11 R.i; 
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ASBESTOS SHEET MILLBOARD 


ASBESTOS PAPER 


HAIR FELT 


C 39950 


C 39960 


C 39970 


ASBESTOS SHEET MILLBOARD 


STANDARD SHEETS 40x40 OR 42x44 INCHES 


For general use where sheet or board is desired for protection against fire 
heat, acid fumes, etc. Made of asbestos fibre and suitable binders. 


Approx. Thickness.Inches | 

^2 1 % 1 hie 1 % 1 

H 1 5i6 

1 1 H 1 

1 K 

Approx. Weight, per sheet. Pounds | 

2 1 3 1 4 1 6 1 

8 1 12 

1 16 1 24 1 

1 32 

Price, All Sizes. 



1 Per Pound . 30 

ASBESTOS PAPER 

Approx. Thickness. 


.021.025 

1 .0281 1 

Ke 

Approx. Weight, 100 sq. ft. 

Price, All Sizes. 

..Pounds 1 6 1 8 1 

10 1 12 1 

1 14 1 16 1 

1 Per Pound 

38 

1 .25 


HAIR FELT 

Put up in bales 6 feet wide containing 300 square feet. 

Hair Felt is used extensively for the protection of cold water pipes against 
freezing; lor lining refrigerators, etc. It is also used, in connection with insulation 
for hot water pipes. ^ 


thickness. .Inches | M I 3^ I I 1 | 13 ^| 2 

Price Per Square foot. I .051^1 ,06^1-08^1 .10 | .15 | .19 

ASBESTOS CEMENT 


Asbestos Cement, 100 pound bag. " j^er Bag I $2.50 

Asbestos Cement Felting, 100-pound bag. Per Bag] 

Asbestos Hot-Blast Cement Felting, 100-pound bag. Per Bag| 7~^ 

85% Carbonate o f Magnesia Cement, 60-pound bag.Per Bag I 7.50 


A bag of cement will cover surfaces as follows: 

Asbestos Cement 20 to 25 square feet, 1-inch thick. 

Asbestos Cement Felting, 25 to 30 square feet, 1-inch thick. 

Asbestos Sponge Cement Felting, 40 square feet, 1-inch thick. 

Asbestos Hot-blast Cement Felting is applied according to the degree of heat. 
85% Carbonate of Magnesia Cement, 35 square feet, 1-inch thick. 
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CEMENTS, CLEANING COMPOUNDS, ETC. 


ALUMINUM ELASTIC CEMENT 

Price 1, 5, 10, 20 and 40 pound cans. 


.. Per Pound $0.25 


Price 


GAS FITTERS CEMENT 


Per Pound $0.12 


SUPERIOR CLEANSER 


BLUE SEAL 

DRAIN PIPE SOLVENT 


SANI-FLUSH 



C 41120 C 41130 C 41132 


SUPERIOR CLEANSER 

Superior Cleanser is made expressly for cleaning porcelain or enameled bath 
tubs, lavatories, sinks, tile, etc. It will remove dirt, grease, rust stains, etc. 
Packed 24 J^-pound cans to the case. 


Price.Per Can $0.20 

BLUE SEAL DRAIN PIPE SOLVENT 

A scientifically prepared chemical compound, a drain pipe solvent that is guar¬ 
anteed to clear any drain pipe stoppage not caused by glass, metal or other solid 
substances if properly used. Will not injure wood, glass or metal. Put up in 
friction top cans. 

Per 2-Pound Can $1.00 
Per 1-Pound Can .50 


Price 

Price 


SANI-FLUSH 

Sani-Flush is a powdered chemical compound for cleansing vitreous china 
closet bowls. It cleanses quickly without scouring, dipping out the water, or 
touching the bowl with the hands. It does not injure the surface of the bowls 
no matter how often it is used. 

Packed one dozen 22-ounce cans to the case. 

Price.Per Can $0.25 
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BOILER COMPOUNDS 




55-GAL. BARREL 


30-GAL. DRUM 


15-GAL. KEG 


COLLINE 

C 41160 

Colline removes and prevents new scale in boilers, stops foaming, is odorless 
and cannot vaporize, saves fuel, labor and boiler repairs and prevents rust, pitting 
and corrosion, and cannot injure boiler metal, boiler fittings or the packing. 

AVERAGE WEIGHT 11 POUNDS PER GALLON 

55-Gallon Barrel.$0.12 Per Pound 

30-Gallon Drum.13 Per Pound 

15-Gallon Keg.15 Per Pound 


BOILER PREPARATIONS 
FOR REPAIRING LEAKS IN BOILERS 



1 Per Quart | 

Per Gal. 

“X”Liquid. 

. 1 6.00 1 


“Se-Ment-Ol”. 

. 1 4.00 1 

14.00 

“Shurtite’^. 

. 1 6 00 1 






RADIATOR BRONZE 

Colors: Pale Gold, Rich Gold, Copper, Silver and Aluminum. 


BRONZING LIQUID 

In Gallon, Half Gallon and Quart Cans. 

RADIATOR ENAMELS 

Colors: Alabaster, Oak Brown, Apple Green, Blue Tint, Terra Cotta, Sea 
Green, Azure Blue, Light Drab, Gobelin, Lilac, Nile Green, Ebony, Light Pink, 
Maroon, Silver Gray, Cream and Bronze Green. In Gallon, Half Gallon and 
Quart Cans. Prices on application. 

























lb. Screw Top Cans (36 in case). . .Per Can | $ .30 

1 lb. Screw Top Cans (36 in case).Ppr Can [ [40 

5 lb. Screw Top C ans (12 in case).Pf.r Cnn | /on 

10 lb. Screw Top Cans (6 in case).;...Per CanT~^ 

25 lb. Screw Top Cans ( 2 in case)...Per Can | S.on 

Kegs (about 100 lbs.). p^^. ^- Jq 

Barrels (about 350 lbs.).. ^^ 


CRANE 

GRAPHITE AND SMOOTH-ON 


U. S. G. Co.*s No. 


_ING GRAPHITE 


C 41172 


C 41180 


SMOOTH-ON CEMENTS 


Nos. 1 and 2 blue label, engineers’ powdered cements. No. 3, gray label engi¬ 
neers paste cement. No. 4, yellow label, foundry cement. No. 5, red'label 
plumbers cement. No. 6, white label, bridge and ship work. 


Prme, Smooth-On Iron Cement, Nos. 1 and 2, in 1, 5, 10 and 25-lb. Tins. |^0 .^0 
Price, Smooth-On Elastic Cement. No. 3. in 1. 5. 10 and 25-lh, Tins [ ^ 

Price, 8mooth-On Castings, No. 4 , Grades A and B, in 1, 5. 10 and 25-lb. Tins| Ho 
Price, Smooth-On J oints. No. 5. in 1. 5. 10 and 2.5-1h Tin« | ^ 

Price, Smooth-On Rivet Iron Cement, No. 6, in 10-lb. Cans. | M 

Discounts quoted on all the above on any specified quantity. 
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Net 

Net 

Net 

Net 


$ 0.20 

.18 


^ce, He mp Packing... P erPonnril 

rrice, Jute Packing for Caulking. | 

Price, Spun Oakum in 50 p ound bales . .p^j. Pound | 

Price, Rope Oakum in 50 p ound coils . P^r. | 

■ WASTE 


Price, White, 100 pound bales . Per Pound | 

Price, Colored, 100 pound bales_~7~.~T .Per Pound I' 


WASTE, OAKUM, 


C 41250 

hemp, oakum and jute packing 



C 41270 ^ 

— _ ASBESTOS AND C ANDLE WICK PACKING 

Asbestos Wic k, Standard Grade, 3^ and 1 lb. balls P^r Pn.mrl | nn 

Asbestos Wick, Standard Grade, 5 and 10 lb, spo'di~ Per Pound|- ToO 

Candle Wicking.. ^ 


ASBESTOS ROPE (NOT ILLUSTRATED) 

.Irheatersteam*"® 


Price, ^ to 2 inches, braided 
reels... 


or standard twist, 10, 15, 25 and 50 pound 
... . Per Pound 


SI. 00 


MINERAL WOOL (NOT ILLUSTRATED) 


Price in sacks, weighing abou t 50 pounds. 

Price in bulk. —- 

Price of sacks. ^ ~ 

Mineral Wool weighs from 11 to 12 pounds per cubic foot, 
one sq. ft. 1 inch thick. ’ 


Per Pound I $0.05 

. .PerTonI 25.00 

.Extra I . 25 

one pound will cover 
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iMuiiiucr. I j j 2 

. . ..' .'lnch^'^T ~i^ 

.Inches I 2 4 I 24 

Diameter of Pot. .jnehesl 16 3^ Tim 

Depth of Pot.Inches I 11 FI" 

Capacity. .Pounds of Lead | 700 I 260 

Price, without Pot Rack. ; . jj^chl 90.00170 on 

Price, with Pot Rack.Each] 100.00180.00 


LEAD MELTING FURNACES 


C 41300 

ON WHEELS WITH 



ON LEGS 


Number. 


1 

1 2 

Diameter. 


‘ZVA 1 16 ' 

Height. 


24 1 

24 

Diameter of Pot. . 


i5A 1 

ilA 

Depth of Pot. 


WA 1 

8 

Capacity. 


600 1 260 

Price. 


60.00150.00 


If with smoke pipe, add, each, $10.00. 


C 41310 
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LADLES, POTS, AND JOINT RUNNERS 


SOLDER POT 



Size. 


6 

o 

00 

13)^ 

Price. 


.65 

.70 1 1.10 1 1.75 1 

3.50 


Size..Inchesl 23^| 3 | 4 | 5 | 6 ^ 7 | 8 \ 9 | 10 

Price.Per Dozen|3.75|4.65|5.50|6.50j8.75j 10.00122.00128.0Q|45.00|54.00 


SOLDER POTS 


LADLE 


C 41320 

LADLES 


C 41330 


POURING POT 

POURING POT HOOK POURING LADLE 



Size. 


1 10 1 12 

Price, Pouring Ladles. 

. Eachl 5.50 | 7.25 | 8.50 

Price, Pouring Pots. 

. .Each| 3.50 1 4.50 1 6.00 

Price, Pouring Pot Hooks. 

.Each| 1 

1 .30 


IMPROVED JOINT RUNNERS 
SQUARE ASBESTOS 



C 41350 


C 41350 

Number. | 1 ~ | ^2 | 3 ^ 4 | 5 ~ 

.Inches! H > H \ 1 I 1 I IM ~ 

For Pipe.Inches j 2, 3, 4 | 4, 5, 6 | 6, 8, 10 | 10, 12, 14|16, 18, 20 

Price.Each! 1 . 25 | 1,50 | 2^25 i Oo j 6J5 

Number. | 6 I 7 I 8 | 9 

Size.Inches] 1^ I 1}4 \ 1}4 \ \ 

For Pipe.Inches! 24 | 30 | 36 I 42 | 

Price.Each! 7.75 I 9.75 .| ~H.50 i 12.50 ^ 
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DRIFT PLUG 


PLUMBERS’ TOOLS 

TURN PIN DRESSER 




C 41406 


C 41410 


C 41412 


K, ■■ w. neb..::::::::::: I 

rum Pins, Nos. 1, 2 and 3. ^ -on— 

.. 1.50 I ,nn 


WIPING CLOTH 



WIPING CLOTHS 


C 41420 



1 

Small 

1 Regular | 

Large 

Moleskin, No. 1. .. 

Per Dozen 1 

$4.30 

1 $4.50 1 

$5.00 

Moleskin, No. 2... 

Per Dozen 1 

5.00 

1 6.00 1 

8.00 

Ticking. 


2.50 

! 3 00 1 

3.50 

CALKING CHISELS 


STUB CALKING 


STRAIGHT CALKING 



C 41430 


C 41432 


Stub Calking Chisel. 


tjtraight Calking Chisel. . . ^ ^ ^^.| ” 

-.....liiach I . 35 


RIGHT AND LEFT HAND CALKING 



Right or Left Hand Calking | 
*^hisel. .Each|$0.50 


C 41434 


Straight Yarning | 

Chisel.Each | $ 0 .35 


STRAIGHT YARNING 



C 41436 
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C 41454 


^ ^^^50 _ C 41452 

Oval, Half Oval, and Triangular Shave Ho oks. i 3 ^ 

Square Sh a ve Hooks, with Projecting Po ints for Oorn^rs ' og ' 

Adjusta ble Shave Hooks. ^ '^r ' 

Shave Hooks, with G auge. . . . . —~ . 'qa ' 

Loose Shave Hook Blades . ~ . 

. ::::::::: ::::: :: : :: : 

HATCHET COPPER ROUND IRON 

T 


C 41458 


^ight per pair.. 3 , 

l-rice. Hatchet Copper. - - - - 

Pnce, Soldering iron. 

Price, Roung iron. 

Price, Soldering Iron Handles. ' 


■ Each I .05 


TAP BORERS 


BENDING SPRING 




C 41462 

BENDING PINS 


C 41460 


PLUMBERS’ TOOLS 


SHAVE HOOK 


CHIPPING KNIFE 


BLOW PIPE 


BENDING SPRINGS _ 

Li.InchesI H \ 1 \ 1}4 \ IH \ 2 

—— L.^ach| ,90 I 1,00 I 1.25 I 1.50 I 2.00 


C 41466 


■ Each 


C 41464 


Tap Borers, Sho rt. 

Tap Borers, Lon g. 

Bending Pins. ~ 77 ~ 

Blow P ipe, Plain, 8 inches. 

Blow Pipe, with Bulb, 9 inches. 


Price 
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PLUMBERS’ TOOLS 


SCREW DRIVER 


RASP 



C 41486 


Size. .Inches! 6 | 8 | 10 j 12 

Price, Screw Driver.Per Dozen | 3.75 | 5.50 | 8.00 | 


14 


Price, Wood Rasp (Half Round). . Per Dozen | 

Price, File (Flat).TPer Dozen | 


113.70118.70124.80 
I 7.001 9.70|13.30 


SNIPS 


3^2 


Length of Cut. .Inches! | 3 

. . - Li_iL : • .Eachj 1.90 | 2 00 | 2.50 

COMPASS SAW 


PANEL SAW 



C 41488 



C 41492 


Panel Saw. 


1 1.15 

Compass Saw. 


.70 

Hack Saw: 

8-inch Blade. . . . 


.90 

Hack Saw: 

8 to 12-in. Blade. 

.Each 

2.15 

Ex. 8-in. Blades Per Doz. 

8.00 

Ex. 10-in. Blades Per Doz. 

10.00 

Ex. 12-in. Blades Per Doz. 

12.00 


NEST OF SAWS 



NEST OF SAWS 




C 41494 


No. 1 Set. Keyhole, Compass! 

and Priming Saw, with ( 
Handle.Per Dozen112.50 

No. 2 Set. Keyhole, Compass! 

and Metal Cutting Saw, | 
with Handle-Per Dozen! 17.00 





































































CRANE 


PLUMBERS’ TOOLS 


FIRMER CHISEL 


WOOD GOUGE 

_ 



C 41500 


C 41502 

firmer Chisel: 

l-inch.Each 

.70 

Steel Wood Gouges: I 

.Per Dozen (5.00 


.Per Dozen 1 6.00 


FLOOR CHISEL 



Steel Fl oor Chisel, 23/^-inch 
Steel Floor Chisel,~3 -inch 


Per Dozen 110 00 

Per Dozen 112 00 


WOOD CHISEL 



C 41506 


Steel Wood Chisel, 1 -inch.. 

Steel Wood Chisel, 1^-inch. , 


■ Per Dozen I 7 .oo 

Per Dozen I 9.00 


COLD CHISEL 


C 41508 


CAPE CHISEL 


C 41510 


Cold Chisel, 6-inch.. . 

.Each| .30 

Cold Chisel, 8-inch.. .. 



.45 


Diamond Nose Chisel (n ot illustrated). . 

Round Nose Chisel (not illustrated). 

Half Round Nose Chisel (not illustrated) 


• Each I .45 

Each I .45 

Each! -^5 
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SCREW PLATES 

FOR BRASS TUBING 



C 41542 


The Taps and Dies in these sets cut straight (not taper) threads and the tub¬ 
ing on which they are used is measured by the outside diameter. Regularly 
furnished for cutting 27 threads per inch. 


1 CUTTING SIZES 

1 Price 

218 1 14, Me, H, Me, }4, H, H, H, 1 (no tops or top wrenches). . . 

. .Eachl$28.50 

Each set is packed in a hardwood case. 

WARNOCK STRAP WRENCHES 




Length. 

Takes Pipe. . 

Price, Complet e .... 
Price, Extra Straps 


C 41552 


■ Inches I 12 | 18 

. Inches | to 21 1 to 5 

..Each! S2.50 I $5.00 

■ ■Eachl .50 I 1 00 


BIBB SEAT DRESSERS 

For dressing seats of all sizes of compression bibbs 
and cocks up to % inclusive. Each with 4 cutters, $5.00. 



C 41560 
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PLUMBERS’ TOOLS 

ROSE WASHER CUTTER 



NO. 1 WASHER CUTTER 



C 41572 


C 41570 


Cutting Sizes. 


^ to 2 

1 1 

1 to 10 1 

1 to 10 Oval 

Price, Rose Cutter. 

. . .Each| 

$1.15 

1 $3.75 1 

$10.00 1 

$36.00 

Price, No. 1 Cutter... 

. . .Each| 

.84 

1 Price Registering Cutter. 

. Each 1 $1.67 


PLUMBERS HAMMER 


BASIN WRENCH 



C 41574 



Basin Wrenches. Each | $1.75 


Hammers, Small.... 


Hammers, Large 



TRENCH BRACE FITTINGS 


PLUMBERS CANDLE 



Plumbers Candles. Per Pound | $0.25 


C 41616 


Diarneter of Screw lnches| 1^ | I 1 ^ I 114. 1 

Length of Screw^.. Inches ] 12 j 14 | 16 | 18 \ 18 

.-!!!!! Fitti ngs. Per Dozen|$20.00|$21.00|$22.00|$2 3.001845 .00 

041018 - T7( 1 1 


Price, Screw Ends only. .Per Dozen j 15.0oj IGOoj 17.00| 18.00| 33. 


00 

































































762 


CRANE 



PLUMBERS’ TOOLS 



BREAST DRILL 


C 41622 


BIT BRACE 


Breast Drill.Each 

5.35 

Ratchet Bit Brace.Each 

2.20 

Expansive Bits: 

Small size bores to 1J4 
inch.Per dozen 

18.00 

Large size bores 7^ to 3 
inch.Per dozen 

26.00 


EXPANSIVE BIT 



C 41626 



C 41630 



C 41662 


SOIL PIPE TESTING PLUGS 


Size..Inches| 

2 1 3 1 

4 1 5 1 6 1 7 1 8 1 9 1 10 

Price. .Each|1.00|1.25|l 

.50|2.00|2.50115014.5016.2518.00 

EXTRA RUBBERS 

Size..Inches! 

2 1 3 1 

4| 5| 6| 7| 8i 91 10 

Price. .Eachj 

.251 .501 

.70| .90|1.20|2.00|3.2514.6015.90 


PLUMBER’S FRIEND 


C 41650 
FORCE PUMP 


Force Pump. 

Force Cups No. 1 . 

Force Cups No. 2 . 

Force Cups No. 3. 
Plumber’s Friend 


C 41660 


FORCE CUP 


.Each|7.00 
Eachj ,50 

Eachj .75 

Each 11.00 
Each 12.00 
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PLUMBERS’ TOOLS 


CLOSET AUGER 


TOOL CHESTS 


C 41720 


.Each I 7,50 

Leather Bottom. ,, .Eachj 10.00 

father Bottom and Sides. . .Each 111.00 


Closet Auger 3-Foot Coil.Each 15 00 

Closet Auger 6-Foot Coil.Each16.00 

Closet Auger 9-Foot Coil.Each[8.00 

Waste Pipe Cleaner 12-Foo t... Each15.00 
Waste Pipe Cleaner 25-Foot...Each19.00 


C 41722 




Tool Chests are made i 
md sizes. Prices and 
ipplication. 


on 


C 41760 
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GASOLINE FIRE POTS 



C 41802 C 41804 C 41806 

NO. 21 FIRE POT NO. 71 FIRE POT NO. 10 FIRE POT 


NOS. 11 AND 21 

No. 11 and No. 21 Coil Fire Pots are the latest improved up-to-date Coil Pots. 
The tank is made of heavy gauge seamless drawn steel, reinforced, fitted with pat¬ 
ented cushion protection band, preventing injury to the base of tank. Has large 
funnel with filler plug with dust proof cap. The No. 11 has rubber bulb to supply 
air pressure. No. 21 has patented automatic brass pump. All parts are inter¬ 
changeable. 


No. 

Weight, Pounds 

Capacity, Gallons | 

Price Each 

11 

9M 1 

H 1 

$19.60 

21 

m 1 

! M 1 

21.20 


NOS. 71 AND 72 

For Plumbers, Tinners, Electricians and Metal Workers. It is smokeless, 
odorless and noiseless. Has sub-flame for generator. Burner has double heating 
surface. The gas is superheated and produces an intensely hot flame. 

Made in two sizes: 


No. 

Height 

Inches 

Diam. 

Base 

Diam. 

Top 

Weight 

Pounds 

Capacity 

Price 

Each 

71 

1 12^ 


! m 

16M 1 

1 gal. 

$27.20 

72 1 

[ 12^ 

8^ 1 

! 6 

15M 1 

6 pts. 

24.80 


NOS. 10 AND 20 

Nos. 10 and 20 Coil Fire Pots are the most extensively used. The tanks are 
niade of heavy galvanized iron with galvanized cast iron top plate and bottom 
ring. All small or light castings are malleable iron or brass. The coil is made 
of extra heavy pipe and the burner of steel. The No. 10 has rubber bulb to supply 
air pressure. The No. 20 has patented automatic brass pump. All parts are 
interchangeable. 


No. 

1 Weight, Pounds 

1 Capacity, Gallons | 

Price Each 

10 

1 QH 

1 K 1 

15.00 

20 

1 m 

1 H 1 

16.60 
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GASOLINE TORCHES 



C 41810 

NO. 32 TORCH 




C 41812 

NO. 31 TORCH 


C 41822 

NO. 208 TORCH 


NOS. 31, 32, 37 AND 38 

TTPAT ^ Torches have NO EQUAL WHERE INTENSE 

UiiiblKJiD. Ihey can be used anywhere and produce a perfect blue 
rlame indoors or out, in hard wind or extreme cold. Burner is improved type 
with special generator chamber, superheating the gas before it is burned, and is 
made of special bronze metal, which holds the heat. 

WITH CAST HOOK AND SUPPORT FOR HOLDING SOLDERING COPPER 


No. 


32 


Capacity 


Weight, Pounds 


38 


1 quart 


1 pint 


4M 


Price, Each 


2M 


$16.00 


14.40 


WITHOUT HOOK AND SUPPORT 


No. 


I 


31 


Capacity | Weight, Pounds 1 Price Each 


37 


1 quart 


1 pint 


4 M 


2H 


$15.20 


13.60 


NOS. 208 AND 209 

The No. 208 is the most powerful Quart Torch ever produced. It saves time in 
doing the work, is very economical in operation and is recommended for the general 
fa r mechanic. It is guaranteed to work perfectly in the wind and in weather 

far below zero. Burner has cast hook and support for holding a soldering copper 


Capacity One Quart. 


Weight 


5}i lbs. 


I Price, each 


I 


$17.00 


support without hook and 


Capacity One Quart. 


Weight 


5 lbs. 


Price, Each 


$16.20 
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RESERVOIR 


AIR VALVE 


REPAIRS FOR COIL FIRE POTS 


NO. 21 STEEL TANK NO. 3 SHIELD 


COIL CUP COIL 


VALVE 


COIL FILLER PLUG 
WITH DUST 
CAP 


NO. 1 LARGE OR 
NO. 2 SMALL 
SHIELD 



Repairs not interchangeable, when ordering specify Fire Pot Number 


Part 

Each 

stToo 

14.00 

4.00 

1.00 

1.50 

.80 

1.00 

1.50 

1.50 

1.50 

.80 

2.00 

1.00 

Parts 

Reservoir. 

Handle 

No. 21 Steel Tank. 

No. 3 Shield. 

Coil Cup.. 

Coil. . 

Handle Ears. 

Brass Pump. 

Ell or Tee Mall. 

Ell—Brass. 

Tee—Brass. 

Plugs 

Top Plate. . 

Air Valve. 

Valves, Nos. 11 and 21 . 

Nuts. . . 

Valves, Nos. 10 and 20. . . .^ 

Coil Filler Plug with Dust Proof Cap 
Filler Plugs for Nos. 10 and 20 

No. 1 or 2 Shield. 

Upwrights, No. 11 and 21. 

Upwrights, No. 10 and 20. 

Connecting Pipe. 

Coil Wire 

Bulb. 

Burner. 


Each 

.30 

2.60 

.25 

.35 

.50 

.20 

.08 

.30 

.30 

.30 

.20 

35 



PUMP REPAIRS 


Pump Parts 


Each 


Knob or Button. 

Pump Plunger Complete......... 

Pump Bottom. 

Pump Cap. 

Barrel. 

Round Washer, Metal. 

Flat Leather Washer. 

Slide Complete. 

Hexagon Nut, Large. 

Cup Leather Washer. 

Plunger Nut. 

Hexagon Nipple. 

Leather Washer for Nipple. 

Check Valve Rods (Two). 

Check Valve Cork Seat. 

Check Valve Top Plate. 

Check Valve Springs (Two). 

Check Valve End Plate. 

Check Valve Hexagon Nuts (Two) 

Collar. 

Pump Complete... 


$ 0.20 

1.00 

1.00 

.20 

1.20 

.10 

.10 

.50 

.10 

.20 

.10 

.50 

.10 

.10 

.10 

.20 

.10 

.20 

.10 

.30 

2.60 
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COMBINATION FLYERS 



GAS FLYERS, WIRE CUTTERS, WRENCH AND SCREW DRIVER COMBINED 

C 41910 


Size. 

Price, Black. 

Price, Plated 


....Inchesl 6 | 8 | 10 

■ Per dozen! S13.50 | $16.00 | $18.00 

Per dozen! 15.00 | 18.00 | 21.00 


STILLSON’S 

PIPE WRENCHES 

PIPE IS NOT CRUSHED BY ITS USE 



C 41930 


Length, open. 


1 8 1 

1 10 

1 14 

1 IS ! 24 

1 36 1 

48 

For Sizes, Pipe. 

.Inches! Hto^ ! ^to^ ! 

H to 1 ihtoliAl Hto2 !Mto2HIJ4to3K! 

1 to 5 

Price. 


! $2.25 ! 

$2.50 

! $3.50 

! $5.00 ! $7.25 

!$13.50 !$20.00 

Extra Frames.. 

.Each! .38 

1 .42 1 

.50 

! .60 

1 .75 ! .95 

1 1.70 1 

2.20 

Extra Nuts. 


1 .15 1 

.20 

1 .30 

! .35 ! .55 

1 1.10 1 

1.50 

Extra Jaws. 

.Each! .75 

1 .80 1 

.85 

! 1.15 

! 1.75 ! 2.25 

1 4.35 1 

7.50 


Unless otherwise specified, wrenches 10 inch and larger will always be furnished with steel handles. 
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TRIMO PIPE WRENCHES 



Length, open. . . Inches 

6 

8 

1 10 

14 1 18 1 24 1 36 1 48 

Adjustable to Sizes.... 

H inch 

wire to 
^inch 
pipe 

H inch 

wire to 
^inch 
pipe 

H, inch 

wire to 

1 inch 
pipe 

inch 

wire to 
IJ^inch 
pipe 

inch 
wire to 

2 inch 
pipe 

34 inch 

wire to 
234 inch 
pipe 

34 inch 

pipe to 
3Hinch 
pipe 

1 inch 

pipe to 

5 inch 
pipe 

Price.Each 

$2.00 

$2.25 

$2.50 

3.50 

$5.00 

$7.25 

$13.50 

$20.00 

Movable Jaws... .Each 

.75 

.80 

.85 

1.15 

1.75 

2.25 

4.35 

1.10 

7.50 

1.50" 

2.00 

Nuts.Each 

.12 

.15 

.20 

.30 

.35 

.55 

Insert Jaws.Each 

.35 

.40 

.50 

.60 

.70 

.80 

1.10 

Frames.Each 

.38 

.42 

.50 

.60 

.75 

.95 

1.70 

2.20 

Springs.Each 

.03 

.03 

.03 

.03 

.04 

.04 

.04 

.04 

Frame Pins.Each 

.03 

.03 

.04 

.04 

.04 

.04 

.05 

.05 

Jaw Pins.Each 

.03 

.03 

.04 

.04 

.04 

.04 

.05 

.05 

Nut Guards.. .Per Pair 

.15 

.15 

.20 

.30 

.35 

.45 

.55 

.65 

H 

:nife handle wren< 

:hes 


C 41950 

Size.Inches 

6 

8 

10 

12 1 15 1 18 1 21 

Black, Price.Per Dozen 

$15.00 

$18.00 

$22.00 

$28.00|$38.00|$4S.001858,00 


SAUNDERS’ PIPE CUTTERS 

4a^-—• 


C 41960 


Number. 

1 

2 

3 

4 

Cuts Pipe from. 


^ to 1 

i to 2 

1 2 to 3 

2^ to 4 

Price, Complete. 


3.00 

4.50 

11.00 

18.00 

Price, Extra Wheels. 


.24 

.32 

.60 

r .60 

Price, Extra Rollers. 


.24 

.32 

.50 

.50 

Price, Extra Pins. 


.10 

.10 

.15 

.15 

trice, Extra Blocks and Wheels... 

. .. . Each 

1.25 

1.75 

2.75 

3.50 


BARNES* THREE-WHEEL PIPE CUTTERS 



Number. 

1 1 

1 2 

3 

4 

5 

Cuts Pipe from. 

.Inches 

J^tol 

\ ^ to 2 

IH to3 

23-^ to 4 

[ 4to6 

Price. 


4.50 

6.00 

10.00 

20.00 

30.00 

Extra Cutter Wheels. 

. . . Each 

.25 

.30 

r .40 

.50 

.75 

Extra Wheel Pins. 

,. Per Dozen 

1.00 

1.00 

1.00 

2.00 

2.00 

Extra Handles. 

.Each 

1.00 

1.25 

2.25 

4.50 

7.00 


Larger sizes furnished. Prices on application. 
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PIPE CUTTERS AND WRENCHES 


TRIMO 


CAST IRON PIPE CUTTERS 



C 41970 


C 41972 


TRIMO PIPE CUTTERS 


Number. 

Cuts Pipe.. 

Price. 

Price, Extra VS^eels.... 


1 1 

1 H to Di 
$4.50 

2 

3^ to 2 
$6.00 

3 

IK to 3 
$10.00 

Price, Extra Rolls. 


.40 

.30 

.40 

.30 

.50 

.40 


CAST IRON PIPE CUTTERS 


Number. 


Cuts Pipe. . 

Price. .Inches 

—- . Each 


IMPROVED “VULCAN” CHAIN WRENCH 



1 

4, 6, 8 
$25.00 


C 41980 



IMPROVED “VULCAN” CHAIN PIPE WRENCH 


Number Improved Pattern. 

length .Inches 

Takes Pipe. Inches 

Cham Length Flat Link.Inches 

With Flat Link Chain only. Each 

Extra Flat Link Chain. Each 

Extra Jaws. Pf‘rPair 

Extra N uts and Studs. Per Set 

30 

13K 

KtoK 

$2.50 

.75 

1.00 

.20 

31 

20 

KtolK 

13K 

$3.50 

1.00 

1.75 

.25 

32 

27 

Kto2K 

17K 

$5.00 

1.50 

2.75 

.35 

33 

37 

K to 4 
22K 
$7.00 
2.50 
4.00 
.45 

33K 

44K 

1 to 6 
31 

$9.00 

3.50 

4.75 

.55 

34 

60H 

IK to 8 
39 

$11.00 

4.50 

5.50 
70 

35 

64K 

2 to 12 
54K 
$18.00 
7.50 
7.50 

90 

*16 

87 

4 to 18 

$40.00 

20.00 

16.00 

Wrenches for p.pe s.ses larger than 12 inches are only supplied in the non-reversible js 

iw form. 



“FALCON” CHAIN PIPE AND FITTINGS WRENCH 


Number. 

Length. 

41 

42 

27 

Kto2K 
19K 
$5.00 
1.50 
2.75 

43 

43K 

44 

45 

Takes Pipe Fittings. 

Chain Length. 


20 

KtolK 

1 K 

37 

K to 4 

44K 

1 to 6 

50K 

IK to 8 

64K 

2 to 12 

Price, Complete (Flat or Cable Chain) 
Price, Extra Flat or Cable Chain 

Price, Extra Jaws. 


10 

$3.50 

1.00 

1.75 

26 

$7.00 

2.50 

4.00 

33 

$9.00 

3.50 

4.75 

43 

$11.00 

4.50 

5.50 

61 

$18.00 

7.50 

7.50 
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BEAVER 


SQUARE-END PIPE CUTTERS 

Beaver Square-End Pipe Cutters actually cut the pipe—leaving a clean square 
end cut, without reaming or filing—no burr. The knives feed automatically and 
are set, ready to cut when cutter is placed on pipe. Knives will last hundreds of 
cuts and can be resharpened on a grindstone. 



C 421CO 

No. 1 BEAVER CUTTER—TO 1 INCH 



No. 6 BEAVER CUTTER—34 TO 2 INCH 


The No. 10, cutting 23^ to 4" is ratchet 
driven; can be used in ditch or at bench; is 
easily operated by one man. The same cutting 
principle is employed in the No. 10 as in smaller 
tools, but the gripping jaws and knives are 
operated by separate centering screws. 


C 42102 
No. 10—21/2 TO 4 INCH 


The No. 15 Beaver Square-End Cutter 23^ to 
6-inch is similar to No. 10 except four cutting knives 
are used instead of two, making it possible to cut 
6-inch pipe as rapidly as the smaller sizes. 


42104 


No. 15—BEAVER CUTTER 
2V2 TO 6 INCH 


Number.| i | 5 \ lo ^ 15 

Cuts Pipe from.Inches | 3^ to 1 | 34 to 2 | 23^ to 4 | 23^ to 6 

Price.Each I 18.00 | 20.00 | 90.00 | 180.00" 

fetra Sets of Knives.| 1.20 j 1.50 ^ 2.50 | 5.00 

Regrinding Knives.| .30 | .40 | .70 | 1.40 


The prices given above includes two sets of extra knives. 
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TOLEDO PIPE CUTTERS 


The Toledo’^ Pipe Cutters are very efficient 
cutters made for large pipe. They are made in 
four sizes to cut off pipe from 2^/^ inches to 12 
inches. Each one is geared and may be operated 
either by hand with the ratchet handle or by 
means of the Toledo’’ Power Drive. They 
have steel cutting knives which cut off the pipe 
straight, true and without burrs. They are strict¬ 
ly portable, and for cutting pipe already installed 
or with fittings on both ends, the cutters may be 
split apart in the middle and then bolted around 
the pipe to be cut. 



TOLEDO GEARED 


C 42106 


Number 

1 

250 

1 

300 

350 1 

400 

Cuts off Pipe. 


2% to 6 

1 

4% to 8 

7 to 10 1 

9 to 12 

Net Weight. 

Price 


98 

1 

125 

150 1 

200 

Price, Cutter Blades. 

Price, Cutter Blades. 


$80.00 

.80 

3.20 

1 

1 

1 

$105.00 

.80 

3.20 

$130.00 1 

.80 1 

3.20 1 

$150.00 

.80 

3.20 




Power Drive, Special Attachment 

List 

Price 

Net 

Weight 

Shipping 

Weight 

With A. C. Motor, 60 Cycle, S. P.;. 

$600.00 1 230 lbs. 

325 lbs. 

With A. C. Motor, 60 Cycle, S. P. 

600.00 I 

1 230 lbs. 

325 lbs. 

With A. C. Motor, 40 Cycle, S. P. 

700.00 

255 lbs. 

350 lbs. 

With A. C. Motor, 30 Cycle, S. P. 

700.00 1 

255 lbs. 

350 lbs. 

With A. C. Motor, 25 Cycle, S. P. 

700.00 I 

255 lbs. 

350 lbs. 

With D. C. Motor. 

600.00 1 

255 lbs. 

350 lbs. 

Special Attachment for No. 1 Tool. 

5.00 1 

5 lbs. 

6 lbs. 


When ordering, always specify whether 110 or 220 volts. 


TOLEDO POWER 


The ‘‘Toledo” Power Drive is an electrically 
operated mechanism for driving hand operated pipe 
threading and cutting tools, and other devices now 
utilizing the hand cranking method of operation. 
It can be easily wheeled about on its light, but 
strong, wire wheels and is remarkably efficient. The 
Drive operating ‘‘Toledo” tools will cut a 2-inch 
thread in 20 seconds, a 4-inch thread in 2 minutes, 
a 6-inch thread in 3 minutes, and an 8-inch thread 
in 3^ minutes. 
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PIPE END REAMERS 


PIPE END REAMERS 

Price, Small Pattern, Reams Pipe, % inch to 114 inch.Each $5 00 

Price, Large Ratchet Pattern Reams Pipe, % inch to 3 inch.Each S7.50 


“TOLEDO” RATCHET BORING TOOL 

Price with 2 and inch Bits. 

Price, Ratchet Tool only (no Bits). 

Price, 23 ^ inch Bits only.[ 

Price, 2 inch Bits only. 

Price, inch Bits only. !!!!!.!!!!!!! 

Price, 1 inch Bits only.* 


Each $25.50 
Each 15.00 
Each 6.00 
Each 4.50 
Each 3.00 
Each 2. 20 


COMBINATION SHELL DRILLS 


FOR DRILLING STOVES FOR NATURAL GAS AND WATER BACK CONNECTIONS CAST 
IRON WATER PIPE, SOIL PIPE, STEEL AND ENAMELED BATH TUBS, SINKS, ETC. 




Iron Pipe Size. Inches I H \ H ] \ 1 I 1U| 2 1 2U| 3 

Price, Shells only.Each| 1 .75| 1 .75|2.25|2.50|2.75|3.00i4.00|6.25|8.25 


Price, Stem and Center Drill.| Net ||Price M-inch Center Drill. | .30 
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PIPE BURRING REAMERS 



C 42140 


These Burring Reamers are made of finest steel and designed especially for re- 
rnoving burrs, caused by cutting pipe. They are also extensively used for counter¬ 
sinking. 

Great care is taken in grinding these tools to adapt them for use in a variety of 
materials. 


SPIRAL FLUTED BURRING REAMERS 


Order by this Number.. | 

241 1 

242 

1 2421/2 1 

243 

244 

Price.Eachl 

1.00 1 

1.25 

1 1.50 1 

1.50 

3.00 

Price.Per Dozen] 

12.00 1 

14.00 

1 18.00 1 

18.00 

36.00 

Style of Shank. | 

Bit Brace | 

Bit Brace | Bit Brace | 3^ Round 

Bit Brace 

Capacity Pipe . .. Inches j 

VstoVi 1 

H to 1 

1 \ 

Mto iJi 

M to 2 



TAP WRENCHES FOR PIPE TAPS AND REAMERS 


C 42150 


Number. 

Length. 

For Pipe Taps and Reamers 

Price. 


. I 22 I 24 

Inches | 55 | 74 

Inches | 1 to 2 | 2 to 4 

■ Each] 15.00 | 25.00 
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PIPE TAPS 



C 42170 


.InchesI Vs \ H \ Vs \ y2 \ H \ 1 

Price.Each! 1.00| 1.20| 1,601 2.001 2.801 4.40 

Threads..Perinchj 27 j 18 j 18 j 14 | 14 j IVA 

Si^e.InchesI IH \ \ 2 | 2^ | 3 | 

Price.Each] S OPj 6.60110.00115.00122.501 

Threads.Per inch! lli^j IV/j] 1114\ 8 j 8 | 


PIPE REAMERS 





C 42176 


Size. 


M 1 

HI y21 HI 

1 

Price. 


1.20| 

1.60| 2.001 2.80j 

4.40 

Size. 


IVi \ 

IJi 1 2 1 2^ [• 

3 

Price. 


6.001 

6.60|10.00|15.00| 

22.50 


COMBINED 

DRILL, REAMER AND TAP 



C 42180 


InchesI % \ H\ Vi \ %\ 1 \ l]4 \ 1)4 \ 2 

■Eachl 2.501 3.00| 3.75| 5.00| 6.25| 7.50| 9 .25112.00 
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MALLEABLE IRON PIPE VISES 




SHUT 


OPEN 


C 42200 


Number. 


Holds Pipe from, 

Weight. 


• 13^ to 2 inch 


Price, Comple te. 

Extra Jaws, Per Set of Three. 

Extra Yoke. 

Extra Screw. 


Pounds I 16 


10.00 


Net I 


.60 


Net I 


.60 


Extra Slide. 


.Net I 


.25 


Extra Handle. 


.Net I 


.10 


Extra Bottom Piece. 


.Net I 


.15 


Extra Hook. 


.Net I 


.60 


.Net I 


.10 


2 


3^ to 3 inch 


30 


14.00 


.90 

.85 


.40 


.15 


.20 

.75 


.15 


Vises to handle a larger range of sizes can be furnished. Prices on application. 

The Malleable Iron Pipe Vise is preferable to the Cast Iron Vise in every respect 
being much lighter, more durable, and cheaper. Has interchangeable cut steel 
jaws, and is constructed to do the heaviest work, great care having been taken in 
manufacturing the various parts, and the strength put where it is most required 
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PIPE VISES 



C 42210 


‘REED” SELF LOCKING PIPE VISES 


73 


Number. | -p- ^2 - 

Cap acity Pipe.inches I ^A to2V, I t,n 31 ^ 

7^^^^ . .Each I $5.00 | $7.50 

.Setl 1.75 I 2.50n-^ 


^ to 4}^ 

$ 11.00 


“VULCAN” CHAIN PIPE VISE 


Number. | ^ 

Price, Jaws. PoiVI <i£i 

2 1 4 

>4 to 4 1 J4to8 

Price, Chain with Screw i 05 

Price, Screw. 1 /in 

$3.50 1 $9.00 

2.40 1 6.00 

Price, Handle and JNut. . .. 1 1 10 

Price, Nut. 1 1 

■70 1 1.25 

2.10 1 3.50 

l^rice. Vise, Complete. 3 5 q | 

1.35 1 2.00 

7.50 ! 18.00 
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PARKER’S 

COMBINATION PIPE VISES 



C 42230 


Number. 

Holds Pipe from. 


87 1 

H to 2| 

88 1 

J4to3| 

288J^ 1 289M 

to 41 6 In. and Under 

P ice. 

Weight, pounds. 


16.00 I 

47 1 

22.00 1 

71 1 

32.00 1 

118 1 

45.00 

185 


No. 88has no swivel and is bolted to the bench. 


SMITH’S 

COMBINATION PIPE VISES 



C 42234 


.I 1 I 2 I 

InchesI Hto2 | ^to3 | ^to4 

• EachI 16.00 | 22,00 | 32,00 

"Each I 47 | 70 ^ loo" 


Number.. 

Holds Pipe from. 

Price. 

Weight, pounds. . 
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PIPE VISES AND BENDING FORMS 

THREE COMBINATIONS IN ONE 
CONSTRUCTED WITH STEEL SLIDING BAR 



C 42240 


VANDERMAN’S 
COMBINATION BENCH 
PIPE VISE 

The Vanderman Combi¬ 
nation Bench Vise is one of 
the strongest and most prac¬ 
tical vises on the market. It 
has large jaw surface for 
holding pipe, irregular sur¬ 
face work, or fittings; forms 
for bending pipe; form or 
anvil surface to hammer on. 

Pipe jaws can be removed 
instantly. All parts are in¬ 
terchangeable. 



Number. 


51 

Capacity. 


to 2 

Price, Vise. 


4.00 

Price, Strap. 


.50 


Number. .| o | 

Pipe Capacity .Inches | Kto2}4. I to 7 

Bending Form for Pipe.Inches] 3^ to 1 3 /^ | 3/g to IK 

Weight...Pounds I 40 ^ 90 

Price.Each! 15.00 ^ 2^0 


PIPE BENDING FORM 


STRAP PIPE VISE 


C 42260 


FORM 


No. 1 for 3^ to 134-inch Pipe.Each13. 

No. 2, for 1 to 2-inch Pipe.Each14.50 


H to 


C 42250 
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STOCKS AND DIES 

MALLEABLE STOCK 



C 42300 

B, C, DD AND D STOCKS 



C 42302 

E and h stocks, with leader screw 

..I B I C I DD I D I ~E I H " 

Dies Fur’d with each Stockins. I i^tol P^tolt^iltolU l 1 i/i't,o 2 l 2 U.tr 3 

Dimensions ot Dies .Inches I 2xi^ I 2Ux3^| .Sv3^ | 3v3^ | 

btock with Dies Comp,,.. Each I 89,50 |$15.00 |$13.50 |$ 13.50 |$ 20.00 | $ 43 . 00 ' 

Stock without Dies.Each| 3.50 | 5.00 | 6.00 j 6.00 j 9.50’| 25.00 

9 



C 42304 


C 42306 



Size. 


C 42308 


Pipe Sizes. 


■I B I 


DD I D 


E 


H 


Ex. Dies, R. or L. Hand.. Each | $ 1.50 

Extra Bushings.EachP 


I Htol I ^tol3^I ^tol3^ 1 13 ^ & 2 1& 3 
I $ 2.00 I $2.50 


25 


.35 


$2.50 I $3,50 I $9.00 


.45 


.45 


.60 


1.00 


EXTRA PARTS 


Size. 1 B 1 C 

DD 

D 

E 1 H 

Caps, Net.Each| SO.15 | SO .20 

$0.30 

$0.30 

$0.30 1 

Thumb Screws for Cap 
or Bushing, Net.Each .10 10 

.10 

.10 

.10 

Mach. Screws for Cap, Net Ea. 1 .05 I .05 

.05 

.05 1 

.05 1 

Handles, Net.Per Set | .50 I .70 

.80 

.80 1 

1.00 1 

Die Frames, Net.Each I | 

.12 

.12 1 

.20 1 $0.60 

Leader Screws, Net.Each | | 



1 .75 1 

in b Screws for Lead., Net Ea. 1 | | 

1 

.10 1 


- --cxv. xxx«,v*c aiu iiiterunangeaDie witn 

those ot eastern manufacture, known to the trade as No. 0, No. 1, No. No 
and No. 2 respectively. 
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KNIFE BLADE CUTTER WHEELS 
KNURLED OR SMOOTH-EDGED 


For Barnes 


For Saunders | 


For Trimo 


Number 

1 Each 

1 Number 

1 Each 1 

Number | 

Each 

1 

$0.50 

1 

$0.50 

1 

$0.60 

2 

.60 

2 

.60 

2 

.60 

3 

.80 

3 

1.10 

3 

.90 

4 

1.00 

4 

1.10 



5 

1.10 

5 

1 . 10 




KNURLED EDGE C42334 SMOOTH EDGE C 42335 

These Thin Blade Cutter Wheels are the first ever placed on the market with a finished 
cutting edge. They are made from the highest grade af tool steel obtainable for the 
purpose and are hardened and tempered in oil. The blades are less than J4-inch thick 
and absolutely straight from the hub to the cutting edge. They cut with one-third the 
power and time required by the old type wheels. With the ordinary cutter wheels two- 
thirds of the operating power is wasted, putting a burr on the outside of the pine which 
then requires more wasted power and time in filing this burr off. 


Number. 

1 

IH 

1 *2 

Die Range for Each Stock. 

Die Range for Each Stock. 

Dimensions of Dies. 

Stocks Only without Dies or Bushings... 
Dies Onlv. Per Set. 

. . Millimeters 

H to 1 

3 to 25 

$ 7.50 
18.00 
25.50 

%toiy2 

3 to 38 
3x^ 
$10.00 
32.00 
42.00 

H to 2 
13 to 50 
4xK 
$12.50 
30.00 
42.50 

Stocks and Dies Complete. 


♦Equipped with leader screw. 


Working parts are completely enclosed to protect them from dirt and sand, and the 
compactness of this stock permits its use in very close quarters. A complete set of 
bushings is furnished with each stock, but any ordinary bushing will fit. By reversing 
the die in the die-box a thread can be cut on a pipe projecting one or two inches from 
the wall. 

SKIP TOOTH DIE 


Size.Inches 

Size.Millimeters 

Block 2x2xH inches.Each 

Block 2 ^x2 3^xM inches.Each 

Block 3x3x ^ inches.Each 

Block 4x4xK.Each 

Block 5x5x1 inches.Each 




% 



3 

6 

10 

13 

19 

$2.75 

$2.75 

$2.75 

$2.75 


3.00 

3.00 

3.00 

3.00 

3.00 

4.00 

4.00 

4.00 

4.00 

5.00 

4.00 

5.00 


1 

25 

3.00 

4.00 

5.00 


NOS. 1 AND1H 

C42330 

PRICE LIST AND DIMENSIONS 


SOLID RATCHET 


DIE STOCKS 


Size.Inches 

Size.Millimeters 

Block 2x2x>^ inches. . 

.Each 

Block 21^x2 >^xM 

inches.Each 

Block 3x3x^ inches. 

.Each 

Block 4x4xJ^ inches.. 

.Each 

Block 5x5x1 ^ inches 
.Each 


$4.00 

5.00 


$5.00 


2y2 

64 


$15.00 


$15.00 


C42332 
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ARMSTRONG ADJUSTABLE DIE STOCKS 



C 42350 


Size Number 

Threads 

Pipe 

Price List 

Stock 

and 

Dies 

Com’te 

Stock 

Only 

Extra 
Dies, 
Per Set 

Extra 

Bush¬ 

ings, 

Each 

Extra 

Wren¬ 

ches, 

Each 

JNo. 1, 4 Sets of Dies (8 pcs.)Sing. End 


9.00 

3.25 

1.60 

.30 

.20 

No. 2,5 Sets of Dies (lOpcs.) Sing. End 

Mtol| 12.00 

4.00 

2.00 

.40 

.25 

No. 2i,2 Sets of Dies(4pcs.)Doub. End 

itoH4| 14.00 

5.25 

3.50 

.60 

2.5 

iNo.0, 0setsot Dies (6pcs.)Sing. End|Uto2| 18.00] 7.00 | 4.50 1-75-ST" 

iNo.b, ibet of Dies (2pcs.) Doub. End|2Ho3| 45.00125.00 |17.00 | 2.00 1 30 ' 

No.7,2betsofDies(8pcs.)Doub.End|2ito4| 75.00|30.00 | 20 00 | 3 00 | tn 


WHEN ORDERS ARE SO SPECIFIED 

The No. 2 Complete Stock will be furnished, in addition, with inch Die 
and Bushing by adding to the above List Price S2.40. 

^ Complete Stock will be furnished, in addition, with Jcf and inch 

D*hf by adding to the above List Price $2.50 for each 

Die and 60 Cents for each Bushing, or $6.20 for the two pipe sizes. 

The Nm 3 Complete Stock will be furnished, in addition, with Yi, and 1 inch 
Dies and Bushings by adding $10.50 to the above List Price. 

<31 in all sizes are per set of two pieces. Nos. 1, 2 and 3 

Stocks have Single End Dies, requiring one set of two pieces to thread one size of 
pipe. o. /2 and No. 6 Stocks have Double End Dies in which two pieces also 
^mprise one set, but each set threads two sizes of pipe. When 14 and M inch 
Dies are added to No. 23^ Stock, Single End Dies will be furnished. In the No. 7 
btock, the price for one set of Dies comprises four pieces, and each set will thread 
two sizes of pipe, viz., 2^ and 3 inch and 3}^ and 4 inch. Nos. 6 and 7 Stocks 
nave four arms. 

Left Hand Dies will be furnished at same prices as Right Hand Dies. 
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BEAVER DIE STOCKS 


The No. 6 ‘^Beaverette’^ threads all sizes from 
M to inch, inclusive, without changing dies. The 
two sets of dies necessary for the two thread pitches 
are operated by one handle. 

No. 6 

% TO 3/4 INCH 
C 42370 

Price, Complete.. 

Extra Dies, or 


. I 15.00 

Per Set I 3,00 




No. 25 

1 TO 2 INCH 
C 42372 


The No. 25 cuts all threads from 1 to 2 
inches without changing dies. It is adjust¬ 
able and can be set by a simple movement 
of the handle. It is equipped with a univer¬ 
sal chuck which centers all sizes of pipe. 


Price, Complete. .| 30.00 

Extra Dies, R. H. only.Per Set | XM" 


The No. 26 is similar to the No. 25 in construction but is fitted with a ratchet 
attachment. It may also be used as a plain stock. 


No. 26, Complete. .| 35 oo 

Extra Dies, R. H. only..Per Set | 3.50 



The Beaver No. 23 is a receding Die 
Stock with fewest parts. Unlike other 
Beavers, the No. 23 requires separate 
dies and bushings for each size pipe; and 
while this tool is not adjustable it has the 
advantage of extreme simplicity and light 
weight. 

BEAVER No. 23—1 TO 2 INCH 

C 42374 

No. 4 is the same as No. 23, except 
that it is a Rachet Stock. 

No. 23, Price Complete. 


No. 4, Price Complete. 


Extra Dies, 1, or 2 inch. 
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BEAVER DIE STOCKS 

T^ese Die Stocks are fitted with a gear in addition to the Beaver Easy-Working 
Die by reason of which one man can thread any size pipe within the range of the 
stock. They are constructed of malleable iron and have bronze bushed, cut steel 
gears. They are light, strong and durable. 



No. 61 GEARED 
2 V 2 TO 6 INCH 
C 42382 


wav TheJ^' ^ tools in every 

extremely easy threading, adjustable for over 
and under sized threads, are light in weight and of extremely strong construction. 


Number. ^ 

. Cuts Pipe. Inches I 

Price, Complete .| 

^xtra Dies, Complete Set. I 


41 I 61 r 80 

23^ to 4 I 2^2 to 6 I 43^ to 8 
TlO.OO I 220.00 I 300.00 
~9.00 I 14.00 I 20.M~' 


90 

9 to 12 
500.00 
30.00 


to 


The No. 41 Stock has only one set of dies, the Nos. 61, 80 90 
cover their range. * 


require two sets 
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TOLEDO PIPE THREADING DEVICES 


No. 00 


No. 0 



C 42390 


C 42392 


No. 00 is an exceedingly efficient %-inch to %-inch ratchet threader that is 
ideal for the ‘^close-quarters’’ job. Separate die head for each size pipe, that 
is instantly changed by pulling the pawl knob. Complete with five die heads, 
ratchet and packed in pasteboard carton. 

No. 0 threads ^/^-inch and %-inch pipe with one set of dies, i/4-inch and %- 
inch with another set, and %-inch with a third set. Utilizes the receding die 
principle for threading i/^-inch and %-inch pipe, making it a very easy operat¬ 
ing tool for threading these sizes. 


No. 1A 


No. 1 



09 O 


C 42396 


C 42394 


No. 1 is a tool much used by experienced pipe fitters for threading 1-inch to 
2-inch pipe. A boy can thread 2-inch pipe with it and do it easily. Also made 
reversed in all its parts for cutting left-hand threads, but neither tool will do both. 

No. lA is like the No. 1 except equipped with ratchet, which permits easy 
operation in confined quarters. Also made reversed for cutting left-hand 
threads, but neither tool will do both. 


Number 


I 00 I 0 I 1 I lA 


Threads, Pipe 


Inches | Vs to % | Vs to % | 1 to 2 | 1 to 2 


Net Weight 


Pounds I 9 I 8 I 19 I 22 


List Price 


Complete! $19.00 | $16.00 | $24.00 | $30.00 


Extra Dies 


Single Set | 2.00 | 2.50 | 2.50 | 2.50 


Extra Dies 


Complete Set | 10.00 j 7.50 | 10.00 | 10.00 
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TOLEDO PIPE THREADING DEVICES 

•'I®- 2 No. 25 




C 42414 

C 42416 

With the No. 2 tool one man or a boy can easily thread 21 / 2 -inch, 3-ineh, 
3 / 2 -inch and 4-mch pipe. It is strictly portable and operates with ease and 
dispatch. It IS noted tor ease of operation and general satisfaction. 

e • ^i°‘ 25 utilizes but one set of dies for threading all sizes from 2i^-ineh to 
” i” e'j- another is simple and positive. An extra 

set ot dies is furnished, so the operator may always have a sliarp set on hand 
bpeeial long-barrel bushings are also supplied to make possible the easy cen¬ 
tering of the tool on the pipe. ’’ 


No. 10 


No. I^R 



C 42418 


C 42420 

No. 10 threads 1-inch to 2-inch pipe with but one set of dies. Has no cams 
or other intricate mechanism, and the die adjustment is simple, quick and posi¬ 
tive Left hand dies can be furnished for this tool, but it requires a separate 
set tor each size pipe. t' ^ ^ 

No. 1%R threads 2i^-inch and 3-inch pipe. It is strongly built onerates 
with a ratchet only, and for a direct acting tool threads pipe very easily. This 
tool IS also made for cutting special liy 2 -pitch threads, as ised by oil-well oper¬ 
ators on oil-well tubing Its capacity is then 2-inch, 2M>-inch and 3-inch tubing 
One tool, however will not cut both standard pipe threads and liy>-pitch 
threads on oil-well tubing. 


Number 

10 1 

iy2R 

2 

1 25 

3 

4 

inreads Ripe 


1 to 2 1 2% to 3 

21/^ to 4 

21/2 to 6 

41/2 to 8 

9 to 12 

Net Weight.. 


19 1 

37 

97 

200 

215 

329 

List Price...., 


|o 

o 

00 

$50.00 

$100.00 

$230.00 

$300.00 

$500.00 

Extra Dies. . . 


2.751 

4.00 

8.00 

8.00 

12.00 

20.00 

Extra Dies. ... 

* A _ 

Complete Set 

2.75 1 

*8.00 

32.00 

8.00 

60.00 

60.00 


and the list price is then $12.00. 
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PAYNE’S PATENT “NEW ECLIPSE” TAPPING MACHINE 



C 42500 

Wl LL TAP ON TH E TOP OR SI DE OR AT 
ANY ANGLE DESIRED 


FOR LONG MAIN END 
CORPORATION COCKS 
DESCRIPTION 

This machine is acknowledged to be 
the most simply-constructed of all Tapping 
Machines for tapping water mains or other pipes 
under high pressure. It is reduced to the acme 
of perfection and simplicity, having neither 
valve nor pet cock to get out of order, and no re¬ 
volving head to get sprung or no joint to leak. 
The pressure or strain of the feed screw pulls 
directly on the chain, thereby relieving the 
machine of all undue strain. These machines 
are made of the best bronze metal. The saddles 
are made of malleable iron and will not break. 
When ordering specify type of corporation cock 
machine is wanted for. 

No. machine with necessary equipment 
to make 1-inch tap weighs 34 pounds. No. 21^ 
machine with necessary equipment to make 
2-1 nch tap, weighs 76 pounds. Complete ma¬ 
chines packed in well made chests fitted with 
patent lock. 

LIST 

No. 134 complete, with % and! 


1- inch Taps and four Saddles*..|$100.00 

No. 2)4 complete, with 1, 1)4, I14 and I 

2- inch Taps and four Saddles.| $150.00 


The No. 234 machine will tap all the small sizes 

by getting the taps and mandrels extra. 


j-inch Corporation Cocks with Iron Pipe thread on main end are inserted with H-inoh Tan 
Machines are regularly equipped with Female Mandrels, if wanted with Male Mandrels specify i 


cordingly. 


PARTS 


No. 


200 Feeder Screw. 

201 Feeder Yoke. 

202 Ratchet. 

203 Combined Drill and Tap. 

204 Stuffing Box Gland. 

205 Top Yoke. 

206 Yoke Bolt. 

207 Clevis. 

208 Clevis Pin. 

209 Right and Left Tightening Bolt... 

210 Harp. 

211 Cham. 

212 Folding Handle. 

213 Crane Ring. 

214 Crane Ring Stem. 

215 Stuffing Box for Crane Ring Stem. 

216 Female Mandrel. 

217 Malleable Iron Saddle. 

218 Top Saddle Gasket. 

219 Bottom Saddle Gasket. 

220 Spanner Wrench.. 


When ordering parts mention whether for No. I34 or 234 machine. 


For No. 

VA 

Machine 

For No. 

234 

Machine 

$1.25 

$1.50 

1.90 

2.15 

6.25 

6.25 

See botto 

m of page 

.65 

1.00 

1.90 

3.75 

.15 

.20 

.65 

.65 

.10 

.15 

.65 

1.00 

.65 

.65 

1.60 

1.60 

.65 

.65 

1.25 

1.70 

.50 

.75 

.65 

.65 

1.25 

3.10 

1.25 

2.00 

.15 

.25 

1.60 

1.60 

.40 

.40 


COMBINED DRILLS AND TAPS 


Size 

For No. 134 Machine | 

II For No. 234 Machine 

Wl 

Mueller 

ith 

Thread 

With Iron I 

Pipe Thread | 

1 With 

1 Mueller Thread 

With Iron 

Pipe Thread 


No. 

Price 1 

No. 1 Price | 

II No. 

Price 

No. 

Price 

H 



31 1 $4.00 1 



45 

$ 4.00 

/4 

53 

$ 6.50 

32 1 5.25 I 

! 57 

$ 7.00 

46 

6.25 

% 

54 

8.50 

1 

58 

9.50 



H 

55 

10.00 

33 1 7.00 

59 

11.50 

47 

7.75 

1 

56 

11.50 

34 ! 9.75 

60 

12.50 

48 

10.50 

134 



1 

61 

14.00 

50 

13.50 

134 



1 

62 

16.00 

51 

14.50 

2 


1 1 

63 

22.00 

52 

19.25 
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MUELLER WATER TAPPING MACHINES 

FOR TAPPING WATER MAINS AND INSERTING CORPORATION 
COCKS UNDER PRESSURE ^ 

NO. B 



C 42510 

vieS^^BorSg'’bl'/co°lIar®STons'tmcted with'rfc° 
objectionable feature of having the feed yoke biS on thlcot 

or less materifl does noTinlrfere®with*^fhe 

under pressure and will make taps only from ?to 2^nrh°p“-^ *“ P'P® 

will not insert a cock above 1 inck \hnvlinderlfmVi* P'P«> 

seamless tubing. The gate valve has a rubbe? faLd Saf 
has two special composition washers encased fill! by-pass 

The boring bar is made of a select grade of steel cannot spread, 

bearings and the packing fit perfecfly at eLh noint^ I ^^i® 

US6 on cast iron pine but ran bp n«nri ^ uj. ** is intended for 

Mueller Water Tapping Machine Pattern ^rv^cp Pipe in connection with a 
iron pipe drilling we recommend our No E Machine extensive wrought 

P®™^®-. power clevis must be used. Height of ma eh in e^ > k pressure exceeds 90 

i; '■“«:i se, ar 

STANDARD EQUIPMENT 

M“a11d’lS‘p®4srmafe“Lre"wsL°e’'s^ d'v •’^V®.*’®'’ threads, 

^°kk’ ^ inch cast iron pipe" small rubber inch; iron saddles 

rubber psket for all sizes of cast woucht k''•*T l^rge 

inch; chain wrench and body cleaning clusel! ^ ^ ^O'’ P'P® uP to 12- 

OPTIONAL EQUIPMENT 

fou7sa1di:sforrnjSf'’caft’iion"^^^^^ 

inch; price on application. ^ ^ ‘ size pipe larger than 12- 

Price, each. 

will be'’furnisted’upM'^sJi^eifi^^^^^^^ ®P®®ial 'ron bound chest 
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USEFUL INFORMATION 
— BELTING — 


The driving power of a single belt is usually taken as one horse-power for every 
inch of width at a speed of 600 to 700 feet per minute, from 400 to 500 feet per minute 
for a double belt. 

To Find the Length of Belt Wanted. Add the diameter of both pulleys 
together, divide by 2, and multiply quotient by add this product to twice the 
distance in inches between the center of shafts, and the final sum will be the length 
required. Example: Diameter of large pulley 24 in.-f- 12 diameter of small 
pulley = 36-1-2 = 18X334 = 583^+216 twice distance between shafts = 27434 inches, 
length required. 

To Find Width of Belt required for a given horse-power. Multiply the horse¬ 
power by the constant 2,750, then multiply the diameter of driven pulley by the 
number of revolutions and divide the first product by the latter, the quotient 
will be the width of the belt required. Example: Horse-power 28 X constant 
2,750 = 77,000; diameter of pulley 36 in. X revolution 200 = 7,200; 77,0007,200= 
10 inches, width required. 

To Find the Horse-power which a belt will transmit. Multiply the width of 
belt by diameter of driven pulley in inches, multiply this product by revolutions 
per minute, then divide final product by constant 2,750, the quotient will be the 
horse-power. Example: Belt 10 in. X 36 diameter of pulley=360X200 revolutions 
=72,000-^-2,750 constant = 26.5 horse-power required. 

The Horse-power and Width of belt given, find the diameter of driven pulley 
required. Multiply the horse-power by constant 2,750; now multiply revolutions 
of pulley by width of belt, then divide the first product by the latter, the quotient 
will be the diameter wanted. Example: Horse-power 28X2,750=77,000; revo¬ 
lutions 200X10 = 2,000; 77,000-^-2,000 = 38.5, diameter wanted. 

To find the size of driving pulley, multiply the diameter of driven by revolu¬ 
tions it should make, and divide the product by revolutions of driver. Example: 
Diameter driven 12 inches; revolutions, 240; revolutions of driver, 160; then 
12x240 = 2,880-^160 = 18, diameter of driver wanted. 

To Find the Size of Driven Pulley. Multiply diameter of driver by its revo¬ 
lutions, and divide the product by revolutions of driven. Example: Diameter 
of driver, 18; revolutions, 160; revolutions of driven, 240, then 18X160=2,880^ 
240 = 12, revolutions of driven wanted. 

To Find the Number of Revolutions of Driven. Multiply diameter of driver 
by its revolutions, and divide product by diameter of driven. Example: Diam¬ 
eter of driver, 18; revolutions, 160; diameter of driven, 12 inches; then 18X160= 
2,880-1-12 = 240, revolutions of driven wanted. 

To Find Horse-power of a Driving Pulley. Multiply the circumference of 
pulley by the revolutions, and this product by width of belt, and divide final prod¬ 
uct by 600. Example: Circumference of pulley, 56.55; revolutions, 160; width 
of belt, 6 inches; then 56.55x160=9,048x6 = 54,288-^600 = 9.04, horse-power of 
pulley wanted. 

To Find Length of Belt When Closely Rolled. Add the diameter of the roll 
in inches to the diameter of the eye, multiply this by the number of turns. The 
result multiplied by the decimal, .1309, will give the length of roll in feet. 
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LEATHER BELTING 



C 42800 


STANDARD LIST FOR LEATHER BELTS ADOPTED BY 
manufacturers NOVEMBER 1, 1916 




13^ 




2H 


23^ 


2H 


33 ^ 


43^ 


53 ^ 


10 

11 

12 

13 


.30 


.36 


.42 


.48 


.54 


.60 


.66 


.72 


.84 


.96 


1.08 


1.20 


1.32 


1.44 


.60 


.72 


.84 


.96 


1.08 


1.20 

1.32 


1.44 


1.68 


1.92 


2.16 


2.40 


2.64 


2.88 


3.36 


1.92 


3.84 


2.16 


2.40 


4.32 

4.80 


2.64 I 


5.28 


2.88 

3.12 


5.76 


6.24 


.90 


1.08 

1.26 

1.44 

1.62 

1.80 

1.98 


2.16 


2.52 


2.88 


3.24 


3.60 


3.96 


4.32 


5.04 


5.76 


6.48 I 


7.20 


7.92 


8.64 


9.36 


I 18 


I 20 


22 


24 


26 


28 


30 


32 


34 


36 


38 

40 


42 


44 


48 


52 


56 


60 


64 


4.32 


Width 

Inches 

Single 

Double 

Three 

Ply 

Width Q. , 
Inches 

Double 

H 

.18 

.36 

54 II 14 1 3.36 

6.72 1 10.08 

H 

1 

.21 

.42 

63 II 15 1 3.60 

7.20 1 10.80 


8.64 


4.80 


5.28 


5.76 


6.24 


6.72 


7.20 


7.68 


8.16 


8.64 


9.12 


9.60 


10.08 


10.56 


11.52 


12.48 


13.44 


14.40 


15.36 


68 


16.32 


9.60 

10.56 

11.52 


12.48 


13.44 


14.40 


15.36 


16.32 


17.28 


18.24 


19.20 


20.16 


21.12 


23.04 


24.96 


26.88 


28.80 


30.72 


72 I 17.28 I 


32.64 

34.56 


12.96 


14.40 


15.84 


17.28 


18.72 


20.16 


21.60 


23.04 


24.48 


25.92 


27.36 


28.80 


30.24 

31.68 


34.56 


37.44 


40 32 


43.20 


46.08 


48.96 


51.84 
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RUBBER BELTING 

Crane ‘‘RED-CREAMERY’^ Brand. This is an extra quality belt recom¬ 
mended for hard service. It is firm and tough, stretches very little and runs true. 
Used extensively in saw mills, stone quarries, creameries, and other places where 
service is severe. 

Crane “HY-GRADE” Black Brand. A belt for general and ordinary service, 
of good quality. The use of “HY-GRADE” belting will prove economical and 
efficient. 

PRICE LIST OF RUBBER BELTING 

(Adopted by the Mechanical Rubber Goods Manufacturers’ Division of the Rubber 
Association of America, Inc. 


EFFECTIVE JULY 1, 1918 


Inch 

2 

ply 

3 

ply 

4 

ply 

5 

ply 

6 

ply 

7 

ply 

8 

ply 

9 

ply 

10 

ply 

11 

ply 

12 

ply 

1 

$ 0.18 

$ 0.20 

$ 0.24 









IM 

.23 

.26 

.30 









IV ? 

.27 

.31 

.36 

$ 0.45 








IH 

.32 

.36 

.42 

.53 








2 

.34 

.39 

.46 

.58 

$ 0.69 







2 H 

.42 

.48 

.56 

.70 

.84 







3 

.48 

.55 

.65 

.81 

.98 








.57 

.65 

.76 

.95 

1.14 







4 

.61 

.70 

.82 

1.03 

1.23 

$ 1.44 






4 K 


.78 

.92 

1.15 

1.38 

1.61 






5 


.87 

1.02 

1.28 

1.53 

1.79 






6 


1.04 

1.22 

1.53 

1.83 

2.14 

$ 2.44 

$ 2.75 

$ 3.06 

$ 3.36 

$ 3.66 

7 


1.22 

1.43 

1.79 

2.15 

2.50 

2.86 

3.22 

3.58 

3.94 

4.30 

8 


1.31 

1.54 

1.93 

2.31 

2.70 

3.08 

3.47 

3.86 

4.24 

4.62 

9 



1.73 

2.16 

2.60 

3.03 

3.46 

3.89 

4.32 

4.76 

5.20 

10 



1.92 

2.40 

2.88 

3.36 

3.84 

4.32 

4.80 

5.28 

5.76 

11 



2.11 

2.64 

3.17 

3.69 

4.22 

4.75 

5.28 

5.81 

6.34 

12 



2.30 

2.88 

3.45 

4.03 

4.60 

5.18 

5.76 

6.33 

6.90 

13 



2.50 

3.13 

3.75 

4.38 

5.00 

5.63 

6.26 

6.88 

7.50 

14 



2.69 

3.36 

4.04 

4.71 

5.38 

6.05 

6.72 

7.40 

8.08 

15 



2.88 

3.60 

4.32 

5.04 

5.76 

6.48 

7.20 

7.92 

8.64 

16 



3.08 

3.86 

4.62 

5.40 

6.16 

6.94 

7.72 

8.48 

9.24 

18 



3.46 

4.32 

5.20 

6.06 

6.92 

7.78 

8.64 

9.52 

10.40 

20 



3.84 

4.80 

5.76 

6.72 

7.68 

8.64 

9.60 

10.56 

11.52 

22 



4.22 

5.28 

6.34 

7.38 

8.44 

9.50 

10.56 

11.62 

12.68 

24 



4.60 

5.76 

6.90 

8.06 

9.20 

10.36 

11.52 

12.66 

13.80 

26 




6.26 

7.50 

8.76 

10.00 

11.26 

12.52 

13.76 

15.00 

28 




6.72 

8.08 

9.42 

10.76 

12.10 

13.44 

14.80 

16.16 

30 




7.20 

8.64 

10.08 

11.52 

12.96 

14.40 

15.84 

17.28 

32 




7.72 

9.24 

10.80 

12.32 

13.88 

15.44 

16.96 

18.48 

34 




8.18 

9.82 

11.46 

13.08 

14.72 

16.36 

18.00 

19.64 

36 




8.64 

10.40 

12.12 

13.84 

15.56 

17.28 

19.04 

20.80 

38 





10.96 

12.78 

14.60 

16.42 

18.24 

20.08 

21.92 

40 





11.52 

13.44 

15.36 

17.28 

19.20 

21.12 

23.04 

42 





12.10 

14.10 

16.12 

18.14 

20.16 

22.18 

24.20 

44 





12.68 

14.76 

16.88 

19.00 

21.12 

23.24 

25.36 

46 





13.24 

15.44 

17.64 

19.86 

22.08 

24.28 

26.48 

48 





13.80 

16.12 

18.40 

20.72 

. 23.04 

25.32 

27.60 

50 





14.40 

16.82 

19.20 

21.62 

24.04 

26.42 

28.80 

52 





15.00 

17.52 

20.00 

22.52 

25.04 

27.52 

30.00 

54 





15.58 

18.18 

20.76 

23.36 

25.96 

28.56 

31.16 

56 





16.16 

18.84 

21.52 

24.20 

26.88 

29.60 

32.32 

68 





16.72 

19.50 

22.28 

25.06 

27.84 

30.64 

33.44 

60 





17.28 

20.16 

23.04 

25.92 

28.80 

31.68 

34.56 


Full rolls contain from 350 to 400 feet. Endless belts made to order, on which 
there will be an extra charge for the splice. 
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“BURMALINE” FABRIC BELT 



C 42820 

Order same as leather belting, single or double ply 
straight or crossed belts, with or without shdter ^ 

aSSHSSSSSESS 

PRICE LIST—‘‘BURMALINE* 


1 


Width 

Inches 

Price per 
Foot 

10.12 1 

Width 1 Price per I 
Inches | Foot 

1 A 1 A A 1 

1 Width 

1 Inches 

Price per 

Foot 

ys 

3^ 

- '! 1 *1PA .‘X‘t 1 

•IS I 1.56 II 

Ifi II 'T -i-- r. 

1 ^0 1 $6.00 

1 26 1 6.24 


.21 


.24 


IM I 


.30 




m 


2}4 


23^ 

2H 




33^ 


SH 


.36 


.42 


.48 


.54 


.60 


.66 


.72 


.78 


.84 


.90 


i^ 

5 


.96 I 


1.08 


I 


1.20 


5V2 I iM I 


10 


11 


12 


13 


14 


15 


1.92 


28 


2.16 


6.72 


2.40 


2.64 

2.88 


3.12 


3.36 


3.60 


16 


3.84 


17 


18 

19 


20 


21 


22 


23 


4.08 


4.32 


4.56 


4.80 


5.04 


5.28 


24 


5.52 I 


I 5.76 I 


29 


6.96 


30 


7.20 


32 


7.68 


34 


8.16 


36 


8.64 


38 


9.12 


40 


9.60 


42 


44 


46 


48 


50 


52 


54 


56 


10.08 


10.56 


11.04 


11.52 


12.00 


12.48 


12.96 


13.44 


Double belts twice the price of single. 
Extra heavy belts, extra prices. 


60 


14.40 


1^ 
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GENUINE “GANDY” BELTING 


A stitched belt of very heavy cotton duck, 
treated by a secret process which renders it water, 
heat and steam proof. They are also thoroughly 
stretched and seasoned before leaving factory. It 
is uniform in width, runs straight and true, and will 
not harden. 

Every genuine ''GANDY'' belt has a green edge 
for identification. 

A "GANDY" belt as a thresher belt is unequaled, 
and is made up endless for this, or any other work. 



PRICE LISTS 


C 42824 


Size 

Inches 

4-Ply 

per Foot 

5-Ply 

per Foot 

6 -Ply 
per Foot 

8 -Ply 
per Foot 

10-Ply 

per Foot 

1 

.20 





ij^ 

.30 


.45 


--- 

2 

.39 

.49 

.59 


■ 

2 }^ 

.48 

.60 

.72 


—“ 

3 

.57 

.71 

.86 

1.14 



.65 

.81 

.98 



4 

.74 

.93 

1.11 

1.48 

1.85 

414 

.81 

1.01 

1.22 

1.62 


5 

.90 

1.13 

1.35 

1.80 


6 

1.05 

1.31 

1.58 

2.10 


7 

1.20 

1.50 

1.80 

2.40 


8 

1.35 

1.69 

2.03 

2.70 1 

■ 

9 

1.49 

1.86 

2.24 

2.98 1 

• 

10 

1.62 

2.03 

2.43 

3.24 1 


11 


2.20 

2.64 

3.52 1 


12 

2.05 

2.57 

3.08 

4.10 1 

5.13 

13 


2.86 

3.43 

4.58 1 


14 

2.46 

3.08 

3.69 

4.92 1 

6.15 

15 

2.64 

3.30 

3.96 

5.28 1 

6.60 

16 

2.82 

3.53 

4.23 

5.64 1 

7.05 

18 

3.17 

3.96 

4.76 

6.34 1 

7.93 

20 

3.52 

4.40 

5.28 

7.04 1 

8.80 

22 

3.87 

4.84 

5.81 

7.74 1 

9.68 

24 

4.22 

5.28 

6.33 

8.44 1 

10.55 


A "GANDY" 4-ply belt is equal to a single leather belt. 

A "GANDY" 6-ply belt is equal to a double leather belt. 

A "GANDY" 8-ply belt is equal to a heavy double leather belt. 
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POWER TRANSMISSION APPLIANCES 


SHAFTING 


*5®®* ®teel and is absolutely round and straight. These 
important qualities insure easy running shafting and also minimum loss of power. 

Prices quoted on application for Shafts 1 foot to 24 feet, inclusive 
charged at cost. ’ 


Boxing 



WOOD AND STEEL SPLIT PULLEYS 


These Pulleys can be 
Prices on application. 


standard bore, diameter and face. 



We can supply a complete line of power transmission equipment. 
Prices on application. 


FRICTION CLUTCH 


BALL AND SOCKET HANGERS 
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BELTING GLUE 

FOR GENERAL USE 


C 42840 


slue made for repairing and splicine leather beltino* T+ iq « 
A weft slvfns slightly with water and heated in an ordinary^lue^pot 

S>Kr rlnafr I is made by keeping this glue handf to Ex a 

its ufe ^ ^ always ready and requires no skill or knowledge in 

six ^t wXp^ff one-pound, slip-cover, tin cans, or in cases containing either 

cans. It never spoils or becomes hard, but remain.^ in 


good condition for any length of time. 
Per pound can 


$ 1.00 


AQUA CEMENT 

FOR WATER-PROOF BELTING 


C 42842 


water-proof and only for use in repairing and splicing water- 
Tnn belting. It IS a liquid cement to be used just as it is without heating. 

,T° Tf tV.o J**!® cement, as it is the easiest and best to 

areassured directions on the label of the can are followed, successful results 

prepared only in one-pint, friction cover, tin cans, or in cases of six, twelve 
and twenty-four CMis. These cans are air-tight and the cement cannot evaporate 


but will keep indefinitely. 
Pint Can 


$ 1.35 
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BELT DRESSINGS 

IDEAL DRESSING 

LEATHER BELTING This dressing is a preparation 

of pure curriers leather oilu and 
greases. It gives the leather a 
soft, adhesive surface, that makes 
the belt cling to the pulley and puli 
a heavier load. It fills the pores 
of the leather, and allays damage 
from moisture. It lubricates the 
fibres of the leather, giving 
strength and wearing qualities. It 
is warranted to contain nothing 
harmful or injurious to any leather 
belting, and by its use the life and 
service of any leather belt is ma¬ 
terially lengthened. 

It is prepared in one-gallon, 
friction-cover tin cans, and in five- 

A' A- J. 1 - 1 1 1 i. . gallon and ten-gallon jacketed 

cans, with direction on the label for its use. 

.Per Gal. $2.00 

DIXON’S SOLID BELT DRESSING 

Positively stops all slipping. 

Put up in bars 2 x 8 inches, a 
shape and size very convenient 
for the hand. It is applied to 
belts without stopping the ma¬ 
chinery, thus saving trouble and 
delay. The composition of this 
dressing is such that it can 
never cause any clogging, hard: 
ening or cracking of the belt 
with years of use. On the con¬ 
trary, it preserves the original 
elasticity and pliability of 
leather and imparts great driv¬ 
ing power. Equally satisfac¬ 
tory for leather, rubber, can- C 42852 

vas or fabric belting. 

^ice, Bars of about 1 pound each, in paper boxes. Per Bar|$ 50 

DIXON’S TRACTION BELT DRESSING AND LEATHER PRESERVATIVE 

Dixon’s Traction Belt Dressing preserves the leather and restores the lost 
efficiency and clinging power of neglected belts. It likewise give^Lw beUs 
elasticity and liability so that only a heavy overload can cause them to slip 
* 1 . clinging power, not stickiness, does not readily gather dust and 

thoroughly waterproofs th e leather to which it is applied. ^ “ 

Trade Number. | ( 3^4 | | 

d es cription of Package.| 5-lb. Pails | IQ-lb. Pa ils I 2.'vlh Pail. 

.Per Bound | . 35 j fso j 25 - 

Trade Number. | I fifis I nao 

Description of Package. | 50-lb. Bails I 100-lh. Kev«l 4 nn.lh Rhi. 

.Per Pound I 22 | 20 -1-^ 

In paste form to be applied in small quantities. 
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BELT LACINGS, ETC. 


“CRANE PERFECTION” 
SIDES LACE LEATHER 


“CRANE INDIAN TAN” 
CUT LACING 




C 42860 


C 42862 


Lace Leather in the side is furnished in two grades, Crane Perfection and Indian 
Tan. Crane Perfection is an excellent grade of uniform quality. Indian Tan, 
through a special tanning process, is the better hide for heavy belts and for use on 
more powerful machinery. 


Price per foot. Crane Perfection. 


■ 1$ .65 


Price per foot, Indian Tan. I -75 

Cut Belt Lacing is made in two grades. Crane Perfection and Chrome Tan, 
which is somewhat lighter than the Crane Perfection and made specially for 
belts on light power. 

LIST PRICE ON CUT LACING 


Size.Inches I ^ I He I 


I Ke I ^ I ^ I 


Price..PerlOOFeetl 2.50 | 3.00 | 3.75 | 4.50 | 5.50 | 6.50 | 7.50 

WIRE BELT LACING BELT HOOKS 



C 42870 C 42876 


This lacing has a tensile strength far greater than that of double leather belt, 
when properly laced. Packed in boxes of 50 feet each, and made in 5 different 
sizes for different sizes of belts. Price per box, $1.00. 

In ordering, give sizes of belts for which lacing is to be used. We will send size 


to suit. 

LIST PRICE BELT HOOKS 


Number. 

.1 15 1 14 1 13 1 12 1 11 1 10 1 9 

1 8 1 7 1 6 1 5 

Price. 

Per 1000|2.00|2.40|2.60|2.80|3.0013.5014.00|5.00|6.00|8.50111.00 

Number. 

.1 4 1 3 1 2 1 1 IlSize.. 

. .. . Inches | 3 | 33^ 

Price. 

.. .Per 1000114.00|16.00|20.00130.OOllPrice. 

. .Per 1000160.00170.00 


NO. 1 TUBULAR HARNESS RIVET 


f f f 1 

f 1 


C 42880 


He 

1 He 1 He 1 He 1 

He 1 He 

$1.45 1 

$1.55 1 $1.65 1 $1.75 1 

$1.85 1 $1.95 


Diameter of Wire % inch. Diameter of Head He 
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STEEL BELT LACING 

Mo. 1 STYLE, FOR LEATHER BELTS No. 11 STYLE, FOR WOVEN BELTS 


packed in assorted widths 

ACH BOX ENOUGH FOR 100 INCHES OF BELT 


packed in assorted widths 

EACH BOX ENOUGH FOR 100 INCHES OF BELT 



READY TO APPLY FINISHED JOINT READY TO APPLY 

^ C 42892 

STAGGERED POINT STYLE, FOR ALL KINDS OF BELTS 
PACKED IN ASSORTED WIDTHS 
EACH BOX ENOUGH FOR 100 INCHES OF BELT 


FINISHED JOINT 



READY TO APPLY FIIMISHED JOINT 

C 42894 



No. 1 STYLE 

Size 

No. 

Thickness and Kind of Belt 

Per 

Box 

00 

to Ys in.. Split and Extra Li^ht 

$2.50 

0 

^ to in.. Split and Light 

2.50 

1 

^ to % in.. Single. .. 

1.50 

2 

1/4 to ^ in.. Extra Heavy and Wide Single 

2.00 

3 

A to % in.. Double. 

2.50 

4 

^ to 4^ in.. Heavy Double. 

3.00 

5 

1 % to ^ in.. Extra Heavy Double.... 

3.50 


100 


10 


11 


12 


13 

14 


to % in., Lightest Bubber and Cotton. 


Vs to ^ 


^ to ^ 


in., 2-ply Bubber and Cotton. 


^ to 


in., 3-ply Bubber and Cotton. 




to % 

to 


n., 4-ply Bubber and Cotton. 


5- ply Bubber and Cotton. 

6 - ply Bubber and Cotton. 


$2.50 


2.50 

1.50 

2.00 

2.50 


15 


17 


to ^ in., 7-ply Rubber and Cotton. 


19 


to % in., 8-ply Bubber and Cotton. 


M to in., 10-ply and Ext ra Heavy Conveyor. 


1100 


110 


110i/l> 

111 


112 


113 


115 

117 


to % 


STAGGERED POINT STYLE 


3.00 

3.50 

4.95 

6.05 


Vs to ^ 


in.. Split Leather and Light Rubber and Cotton. 


sfe to 


n., Split Leather and Light Rubber and Cotton. 


to 1/4 


n.. Single Leather and 2-ply Rubber and Cotton. 


V4: to 3 % 


n.. Single Leather and 3-ply Bubber and Cotton. 


to Tg 

to % 


Extra Heavy and Wide Leather, 4-ply Rbr. a nd Cot. 
to % i n.. Double Leather, 5-p ly Rubber and Cotton._ 


% to in.. Heavy Double Leather and 6-ply Rbr. and CbtT 


Extra Heavy Double Leather and 7-ply Rbr. an d Cot. 

Conveyor and 8-ply Rubber and Cotton.. 


$2.50 

2.50 


1.25 

1.50 


2.00 

2.50 

3.00 

3.50 

4.95 

6.05 


119 


in.. 


to in., 10-ply and Extra Heavy Conveyor. 



















































































































































798 


CRANE 


STEEL BELT LACING 

ALLIGATOR STEEL BELT 
LACING 

“JUST A HAMMER TO APPLY IT” 

A STRONG, SMOOTH HINGE 
JOINT FOR ANY WIDTH OR 
KIND OF BELTING 


PACKED COMPLETE WITH GAUGE AND HINGE PINS 


Lacing 

Size 

Thickness and Kind of Belting 

To Join 

inWidth 

Inches 

Length 

Section 

Inches 

Price 

Per 

Box 

00 

Printers or other tape belt not over Jfe in. thick 

72 

6 

$2.60 

15 

Light narrow single leather or fabric. K to 54 in thick 

64 

8 

2.60' 

20 

Single leather 3-ply fabric, etc. up to 54 in. thick 

60 

12 

2.60 

F25 

Single leather and fabric belts 54 to >4 in. thick. 

48 

8 

2.50 

G25 

Single leather and fabric belts, 54 to 54 in. thick. | 

96 

12 

5.00 

L27 

Light double leather and fabric belts, to % in thick 

96 

12 

5.30 

M35 

Double leather and fabric belts, 54 to 54 in. thick . | 

32 

8 

2.30 

N35 

Double leather and fabric belts, 54 to 54 in. thick | 

48 

12 

3.40 

U45 

Heavy double leather and fabric belts 54 to 5^ in. thick | 

48 

12 

4.50 

W55 

Rubber, cotton or balata, H to 54 in. thick. | 

48 

12 

5.20 

X65 

Rubber, cotton or balata, 54 to 5^ in. thick. | 

48 

12 

6 .00" 

75 

Rubber, cotton or balata, 5^ to 5^ in. thick. | 

48 

12 

8.80 


Nos. 00 and 15 are packed only with rawhide hinge pins, Nos. 20, 25, 27, 35 and 
45 are packed regularly with rawhide pins and one sample rocker pin. Sectional 
steel “Rocker'" pins only are furnished for Nos. 55, 65 and 75. 



CLIMAX LACING 

IMPORTANT 

ORDER BY NUMBER 

The first two figures represent the number 
of the Fasteners while the last two figures are the 
number of inches of Belt in width the fasteners 
in each box will lace. 

For example (No. 2548)—Means that the size 
of the Fastener is No. 25 and that the box contains 
sufficient lacing for 48 inches in width of Belt. 


Box For ID Box 

No. Belts No. 

Pnoo nox For 1 T> • 

Belts No. Belts ] 

4524 1% to ^1 $2.50 || 2548 

}^to%|$2..50 II 2796 |Mto%|S5.30 

4548 i%to^| 4.50 ii 2596 

ygtojfel 5.00 II 3524 l^to^el 1.9^“ 

6524 1% to 341 3.25 || 2748 

^to%| 2.90 II 3548 | % to 3.40 ' 

6548|3^toJ^| 6.00 II 

1 II 1 1 
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BELT PLIERS 



C 42930 


Crucible Steel, Nickel Plated. A superior tool for use with round leather 


Size 5-mch, for H belts and smaller. Price per dozen " nn 

Size 6-inch, for ^ belts and smaller. Price per dozen | ^; qq 

BELT PUNCH 



C 42934 


BRIGHT FINISH 

Six Tube Punch has Steel Drive Tubes Nos. 1, 2, 3, 4, 5 and 7. 
Size, 8-inch. Price per dozen. 


.$30.00 


BELT AWL 



Price per dozen. 


C 42940 


$9.00 


BELT PUNCH 


C 42950 


%.to %‘inch hole, per dozen. 
^6‘to ^inch hole, per dozen. 
% to ^ 2 -inch hole, per dozen. 


$3.25 

4.25 

5.25 


RIVET SETS AND HEADERS 



C 42956 


Numbers... 

Price, each. 


00-0 I 1-2 

3-4 1 5-6 

7-8 

$1.50($1.25 

o 

CO 

o 

m 

o 

o 

$0.50 
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RUBBER TUBINGS, ETC. 



C 43100 


RUBBER TUBING 


Size, Inside Diameter.... Inches 

Vs 

^6 


% 


Price, Plain or Corrugated... .Per Foot 
Price, Cloth Insertion.Per Foot 

.08 

.10 

.12 

.14 

.16 

.18 

.18 

.20 

.20 

.23 

.25 

.28 

.30 

.33 

.35 

.38 

.40 

.44 

IB 

.50 


STEAM TUBING 


J^umber of Ply. 

2 

3 

4 

5 

6 

Price, Ji-inch Steam Tubing. Per Foot 

Price, ^6-inch Steam Tubing. Per Foot 

Price, J^inch Steam Tubing. Per Foot 

.20 

.25 

.30 

.30 

.35 

.40 

.40 

.45 

.50 

.50 

.55 

.60 

.60' 

.65 

.70 


RUBBER DIAPHRAGMS 


STEAM REGULATOR 





C 43112 

STEAM REGULATOR DIAPHRAGMS 

C 43116 

Outside Diameter... 


1 8 1, 9 1 10 


Eachl 8.75|$1.00|81.25|$1.50|$1.75 


PUMP DIAPHRAGMS 


Style of Pump used on. 

Edson 

Loud 

Number of Pump. 

2 

3 

4 

1 

2 

3 

Price.Each 

4.00 

ns.oo 

8.00 

4.00 

5.00 

8 .00' 


RUBBER VALVE BALL RUBBER PUMP VALVES 



RUBBER VALVE BALLS 


Size.Inches! 1 

IVs 

IH 

iVs 

13^ 


IH 


2 

2 M 

Price. .Per Dozen! 1.00 

1.40 

1.90 

2.50 

3.25 

4.00 

4.75 

5.50 

6.50 

8.00 

Size.Inches! 2^ 

2H 

3 

3M 

sy2 


■ 4 


5 


Price.. Per Dozen! 10.50 

13.00 

15.50 

19.50 

23.50 

29.25 

35.00 

54.50 

70.00 

115.00 


^mp Valves: Hard, medium, soft,perIb.,$1.50;special, $2.00;condensor,$3.00. 
Rubber Hose Washers, J^-inch, per hundred, $0.75. 

Leather Hose Washers, %-inch, per hundred, $1.00. 

Rubber Garden Hose Washers, 1 lb. boxes. Each, $1.00. 

Rubber Garden Hose Washers, 2 gross cartons, each, $1.50. 
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Internal 

Diameter 

Inches 

2-Ply 

Per Ft. 

3-Plv 

Per Ft. 

4-Ply 

Per Ft. 

5-Ply 

Per Ft. 

6-Ply 

Per Ft. 

>12 1 $0.20 

1 $0.25 1 $0.30 

$0.37 I $0.45 

M 1 .25 

i 30 1 .37 

•46 I .55 

- - - -33 1 .40 1 ..*=i0 

.62 I . 7.^ 

- ^ 1 -50 1 .62 1 .77' i .93 

-TT- -- ' -60 1 .75 1 .93 1 1.12 

-- - ■— - ' 1 .87 1 1.08 1 1.30 

- n- -- ^56 - 1 .80 j 1.00 1 1.25 1 50 


------ 1 A . VMKJ 1 

x.arger sizes Ust on application. 

MOULDED BRAIDI 

1 1.56 1 1.87 

ED WATER HOSE c 43162 


Diameter Inches 


Double Fabric 
Per Foot 




Vs 


H 


IH 


iy2 


Triple Fabric 
Per Foot 


$0.25 


Quadruple Fabric 
Per Foot 


.28 


$0.30 


.30 


.34 


$0.37 


.40 


.37 


.42 


.50 


.50 


.46 


.62 


.60 


.62 

.75 


.77 


I 


For larger sizes use machine made ply hose list above. 

garden hose 


STEAM HOSE 


.93 


C 43170 



— — -- - 2 _ ^ ' ^ _ j _ X . uo I 2 07 I 2 49 I ‘ 

CoupUu«». iN.ppies, jNozzles, Wire Winding, etc. Frices upon appUcatlon.' 


2.49 


3.32 
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CRANE 



C 43190 


4810 AIRTITE HOSE REVERO 



C 43192 C 43194 


*^4810 AIRTITE’’—is the highest grade of Hose made for Pneumatic Tool 
Service—it is the perfect hose for this work as it will not kink, bend or get flat 
after being used a short time. It is exceptionally light, flexible and strong, the 
inner tube resists the action of oil that works through from the compressor. 

Made in 2-ply in sizes H and % inches. Prices on application. 

'^REVERO” Pneumatic Tool Hose is a moulded hose of a high quality. The 
heavy inner tube will not become hard while the outer cover is very tough, afford¬ 
ing a lasting protection for the hose. 

Made in 3-ply in sizes 3^, 1 and 134 inches. Prices on application. 

The ^‘MONARCH” Brand combines strength, lightness, flexibility and dur¬ 
ability. The stock in the tube is especially compounded for resisting to as great 
an extent as possible, the deteriorating effects of the oil that comes from the air 
compressor. 


Made in sizes H-inch, 5-ply; 34-inch, 7-ply; M-inch, 7-ply; 1-inch, 7-ply. Prices 
on application. 


RADIATOR HOSE 

(NOT ILLUSTRATED) 

^^USCO” Radiator Hose is especially made for the connection between radiator 
and the water jacket of the automobile engine. It will stand hot water and will 
not buckle from the temperature changes usually found in this service. The 
outside rubber cover is not affected by oil, grease and dirt. 

Made in sizes 1 to 234 inches. Net price on request. 
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SUCTION HOSE 


“ELEPHANT” BRAND 


“BENGAL” BRAND 


i 



C 43230 


ELEPHANT 


BRAND 


A Suction Hose of the highest possible quality, made to meet the requirements 
of steam fire engines, sand dredges, mining service, and other severe classes of 
work. Made on either round or flat steel wires. Regularly furnished with round 
wire smooth bore with nipples wired in. Sizes 4, 6 and 6 inch, in 10, 12 and 15-foot 
lengths. Sizes 8 and 10-inch, in 12-foot lengths, unless otherwise specified. 



C 43236 


“Bengal” and “Dexter” Brand Hose are made on round steel wire, and are 
recommended for general suction work. “Bengal” Brand, 3-inch size, unless 
otherwise specified is furnished smooth bore with straight ends for couplings 
4, 5 and 6-inch sizes, with nipples wired in, 10, 12 and 15-foot lengths. “Dexter” 
Brand 3-inch size, with nipples wired in; 10, 12 and 15-foot lengths. 


SUCTION HOSE 
BRAIDED OR WOVEN JACKET 


HARD 


C 43234 


Some of the trade prefer a hose without wire insertion, and to meet their re¬ 
quirements we furnish this grade, known simply as ^‘Hard Rubber Suction Hose/’ 
It is made of very hard compounds and stiff duck. 

^‘Agricultural Hose” is made with either braided jacket, or woven jacket, 
painted. The 2-inch size is furnished in 15, 20 and 25-foot lengths. The 1-inch is 
furnished in 50-foot lengths, or will be cut in multiples of 5-foot lengths. 


Size..Inches | 

Price, “Elephant ” Brand. . . Per Ft. I 
Price, “Bengal”or‘‘Dexter” Per Ft. I 


1 I IMI 1^1 2 \ 2}4 \ 3 I 3}^ 


I I I 


I I I 


2.60| 3.501 4.501 5.50 

3.101 4.001 4.90 


Price,‘^HardRubberSuction”PerF t. j .65| .75| .93 

~| .651 .75[ .93|1.13| 1.5oi l-Ssj [ 


Price, “Agriculture”.Per Ft. I 




Size. .Inches I 4 j 43^ j 5 | 53^1 

Price, “Elepha nt” Brand.. .Per Ft. |6. 5017.5018.5019.501 10 .5n|'l7mipi'mi ig^sp 
Price,“Bengal”or“Dexter”PerFt.|5.80|6.70|7.60|8.50| 9.50| 10.50| 12:00|15.() 0 
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FIRE AND MILL HOSE 


COTTON FIRE HOSE 

FOR FACTORY AND MILL PROTECTION 
RUBBER LINED 


UNLINED LINEN HOSE 
FOR INSIDE SERVICE 


C 43352 


UNDERWRITERS* FIRE HOSE 

Made to conform to specifications of Associated Factory Mutual Fire Insurance 

'’"<1™“'* “o '-"i-kei with ,.s;s 


DOUBLE JACKET FIRE HOSE 

Especially constructed for fire department and railroad service, for heavy nres- 
sure and durability. The other jacket serves as an additional protectioSinst 

^Son“ * ® Net prices on 

SINGLE JACKET MILL HOSE 

institutions, and fully guaranteed for such 

purposes. 


Diameter. 


1 1 

1 

m 1 

2 1 

2M 1 

2^ 1 

3 

Price. 


.40 1 

.45 1 

.50 1 

.65 1 

.65 1 

.80 1 

1.00 


SINGLE JACKET FIRE HOSE 

Used by railroads steamships and towns where a light, durable hose for fire 
protection is required. Use same list as Single Jacket Mill Hose. " 


UNLINED LINEN HOSE 

grad^T'^® strictly to Underwriters’ specification. We can also furnish a cheaper 
■ hose is woven as tight as possible to prevent leakage when water 

The" hlsl^Ve-c^llfe^^Lr^t^^^^^^^^ ^’Irn sw\"li:tl 


Diameter 
Price. 


...InchesI U \ 1 \ IH \ W \ 2 I 2i^ l*2V. I .i" 

PerFootl .24 | .27 | .30 | .33 | .42 | .46 | .50 | ~^ 


*Underwriters’ size. 

All sizes of hose are internal diameters. 
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i 


THE GEM 


BRASS HOSE NOZZLES 

PATENTED 




STREAM 


SPRAY 


FEMALE HOSE THREAD 


EASILY 

ADJUSTED 


NO. 904 
C 43370 


FREE FROM 
LEAKAGE 


Size,. ■ 

Price. 


-Inches I % 

■ Per dozen I $10.00 



NO. 906. FEMALE THREAD 
C 43380 


NO. 908. TO WIND 
C 43382 


.Inches ! | M I ^ 

Length to Screw.Inche s I 

Length to Wind. 


I 3 I 6 


Dia. Discharge.Inches | 


Inches I 4 I 5^ I 


No. 906 H ose Pipe Thread .Per doz. I 

No. 908 to Wind 


I Va 




$4.00| $7.00 


Per doz. I $7.00| 7.00| 


. Inches I I I 134 

Length to Screw.Inches | 

Dia. Discharge.Inches | 


I 10 I 12 


I 34 




I 


I 134 I 13^ I 13^ I 


I 4 I 8 I 4^ I 10 I 12 I 


J 


3€ I ?4 


$8.0Q| $5.00 


8.80 


I 


I 


He I Vs I 


I 


_$9J01 $12.001 $15.001 $18.001 

1 I I I I 


2^ I 23^ I 234 I 234 I 234 


I 12 I 734 I 12 I 15 I 18 I 22 


^<6 I % I 


No.9u6HosePipeThread.Per doz.|$18.00|$20.00|$22"oO|$26.0oi$3r.Ool$37°40|$55.do!$65^.0o!$8Qd)o|$92^0 
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BRASS HOSE PIPES 

SCREW TIPS 

No. 900 



C 43384 


Size. 


H i 

H 

i 1 

1 1 1 

1^ 

1 m 

1 IH 

1 l)i 

Length to Screw. 

.Inches] 6 ( 

m 1 

12 

1 m 

1 12>^ 1 

12 

1 15 

1 12 

1 13 

Dia. Discharge. 


M 1 

H 

1 M 

1 Va 1 

% 

1 % 

1 K 

1 ^ 

No.900 Hose Pipe Thread Per Doz. | $7.001 

$8.00| $10,001 

1 $10,001 

$12,001 

$20,001 

$20,001 

$24,001 

I $25.00 

Size. 


1 

2 

1 2 1 

1 2 1 

2H 1 

m 1 

m 1 

1 234 

Length to Screw. 


19 1 

12 

1 15 1 

20 1 

15 1 

20 1 

24 1 

30 

Dia. Discharge. 

.InchesI H 1 

Vs 1 

Vs 1 

1 % 1 

% 1 

% 1 

1 1 

1 1 

1 

No.900 Hose Pipe Thread Per Doz.|$30.00||40.001 S38.00I $45,001 $50,001 

$75.00 

1 $96,001 $100,001 $144.00 


BRASS HOSE PIPES 

WITH COCK 

No. 902 



C 43386 


.InchesI H i h i H I 1 | 1 I 1^ I m I 

^ngth to Screw.Inche s! W~~\ 8 \ 12~] 8 j 12”] 12 j— iTl —IF" 

Dia. Discharge .InchesI 'A \ H \ H \ H \ H \ % \ H r~ir 

No. 902 Hose Pipe Thr^.Per Doz.|$11.001 $13.00| $18.00| $15.00| t20.00| »40.00| $50.00| wToi) 


.I°<=he8| IH I 2 I 2 I 2 I 2H I 2K I 2H I 2H ' 

Length to Screw.Inches | 15 | 12 | 20 | 25 | 12 | 15 | 20 \ W' 

Dia. Discharge. InchesI H \ ‘A \ ‘A \ \ lyi \ \ -i- j -1” 

No. 902 Hose Pipe Thread.Pet Dos.|S65.00| S8O.OO|$llO.QO|$13O.OO|$145.OO|»155.OO|$16Q.OO|$175.00 
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HOSE FITTINGS 



C 43390 


HOSE PIPES 


Size. 


.Inches| 


.. .-. 2 

.Inches I 20 

Price, Wound and Pai nted.Eanlij Q nn 

Price, Plain Brass.... 7.Each| 7.50 ' 


Price, Rubber Tube, Sw ivel Handles.Eachj 

Price, Leather Tube, Swivel Handles.Each| 


I 

24 I 

11.00 I 12.00 
9.50 


2}i 

30 


I 


I 


BRASS HOSE MENDERS 



C 43410 



C 43412 


Size. 


.Inches| ^ 


gra^^M^d^s . :..::PeFD3^1.20 

Special Mender Clamp.Per Po^en | 2.40 


36 


15.00 


11.00 I 13.50 


15.00 I 18.00 


18.00 


SPECIAL MENDER CLAMP 




1.20 


2.40 


CALDWELL HOSE STRAPS 


HOSE STRAP FASTENER 





C 43414 



CALDWELL HOSE STRAPS 


.Inc hesl I ^ I ^ I 8^ | i | , 

.I I I 4321 -5-1^, „ , , 0-/4 , V/, 

Price...PerL> 02 en| .40 | .40 | .60 | .60 | .80 | .80 I 1.00 | l.QQ | i:20TT20 


W I I IK I m 

6 I 6K I I 7K 


HOSE STRAP FASTENERS 


Size.■ 

Price. 


JnchesI K to 1 | IK to IK 

■ ■ Each I .35 I 50 
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HOSE CLAMPS 


IMPROVED HOSE CLAMPS 
MADE OF GALVANIZED STEEL 
POSITIVE GRIP, STRONG AND DURABLE 



BRASS HOSE CLAMPS 
CAST BRASS 



C 43432 


GALVANIZED STEEL CLAMPS FOR WATER HOSE 


Size Hose 
Inches 

Ply of Hose 

Inside Diameter of 

Clamp when Open 

14 to M inch 
Between Ears 

Price 

Per Dozen 

Number of 
Dozen in a 
Box 


3, 4, and 5 

K to 1 

1.50 


12 

H 

2, 3, 4 and 5 

1* to 

1.50 


12 

1 

3 and 4 

IH to 1^ 

2.00 


6 

IH 

3 and 4 

liV to 1% 

2.50 


3 

IH 

3 and 4 

2 to 214 

3.00 


3 

2 

3 and 4 

2}4 to 2yg 

4.00 


2 

214 

3, 4 and 5 

3 to 314 

.7.00 


1 

3 

3, 4, 5 and 6 

[ 3iV to 3K 

10.00 


1 

2'' Sue. Hse 

4 

! 3 

10.00 


1 


NO. 929 GALVANIZED STEEL CLAMPS FOR STEAM HOSE 


Size Hose 
Inches 

Ply of Hose 

Inside Diameter of 

Clamp when Open 
^ Inch 

Between Ears 

Price 

Per Dozen 

Number of 
Dozen in a 
Box 

H 

1 4 and 5 

IH to IK 

2.00 

12 

1 

I 4, 5 and 6 

iH to vy. 

2.50 

12 

IH 

1 4, 5 and 6 

m to 2* 

3.00 

3 

iy2 

1 4, 5 and 6 

2K to 2H 

3.50 

3 

2 

1 4, 5 and 6 

2H to 2H 

5.50 

2 

2H 

1 4. 5 and 6 

3 to 314 

8.50 

1 


BRASS HOSE CLAMPS FOR WATER HOSE 


Size. 



\ H \ 1 \ 

1 IK 

1 IK 

1 2 1 

1 214 

1 3 

Price, 3 and 4 Ply. . . 

. . Per Dozen 

1.50 1 

1 1.50 1 2.00 1 

1 2.50 

1 3.00 

1 4.00 

1 7.00 

110.00 


BRASS HOSE CLAMPS FOR STEAM HOSE 


Size and ply of Hose. I 8^>-4 | i>_4 n 

Inside Diameter, open.| | | 2% 

List Price.Per Dozen | 2.00 | 2.50 j 3.00 | 3.50 


Size and ply of Hose. ...11 H'-S I" 2'-4 | 2'-5 

Inside Diameter, Open. ... 218^^ | 2^*X8~\ 3H 

List Price.Per Dozen 4.00 | 5.50 | 6.50 | 8.50 


Larger size Clamps, prices on application. 

In ordering, always specify the size and ply of hose. 
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S 

NIPPLES 


NO. 940 

MALE 

C 43460 

NO. 942 

MALE AND FEMALE 

C 43462 

Size . . . . 

.Inches | 

HI H \ 1 1 IH 1 IH 1 2 1 2H 1 3 1 3H 1 4 ■ 

Size.... 


13 1 19 1 25 1 32 1 38 ! 50 ! 64 | 75 ! 90 1 100 

Male. . . 

.Per dozen! 3.50| 3.50) 5.00| 9.00|10.00|14.00|28.00|40.00150.00175.00 

Male and Female.Perdozen| 3.50| 3.50! 5.00| 9.00110.00114.00128.00140.00150 00175 00 


HOSE S 

REDUCERS 

NO. 944 

C 43466 

Size.... 

.Inches 1 IxM 

|1Hx^11>4x1 \iy 2 xH\iy 2 xl !li4xlMI 2xH 1 2x1 \2xlH ‘ 

Size... . 

.Millimeters 125x19 

!32x19 !32x25 !38x19 !38x25 | 38x32 |50x19 j50x25 | 50x32 

Price. . . 

.Per dozen! 6.50 

1 8.00 1 10.001 11.50! 11.501 12.00 1 13.00| 14.00| 16 00 

Size.... 


1 2HxMI 2J^xl |2 Hx1M|2Kx1MI2J4x 2 | 3x2 | 3x2H 

Size. 


1 64x19 ! 64x25 | 64x32 ! 64x38 j 64x50 ! 75x50 | 75x64 

Price. . . 


1 20.00 1 22.00 ! 23.00 | 24.00 | 26.00 | 30.00 | 36 00 


HOSE 

BUSHINGS 



NO. 946 

C 43468 

Size.... 

.Inches! IxM 

[iHxHUHxi jiHxMUHxi liHxi^l 2xH 1 2x1 !2xi;4'‘ 

Size. 


132x19 132x25 |38x19 |38x25 |38x32 |50x19 |50x25 160x32 

Price... 


1 8.00 110.00 111.60 1 11.SOI 12.00 I 13.00| 14.001 16 00 

Size.... 

.Inches 1 2x1 

|2^xM 1 21^x1 \ 2 y 2 xlH\ 2 y 2 xliA\ 2 y 2 x 2 1 3x2 1 3x2V4 

Size. 


1 64x19 1 64x25 | 64x32 | 64x38 ! 64x50 | 75x50 | 75^^ 

Price... 


.1 20.00 1 22.00 1 23.00 | 24.00 1 26.00 1 .39 90 1 .3R on" 

In ordering any of the above goods, specify whether Hose or Iron Pipe Thread is required. 


HOSE 0 

CAPS 

"11 "ii*® 

Size. 

NO. 948 

C 43470 

Size. 

Price.... 

.Millimeters 1 19 j 25 | 32 ! 38 j 50 | 64 | 75 ! 90 I 100 

.Per dozen! 4.00| 6.00| 8.00|10.00|15.00|24.00|31.00139 001 43 00 


Sorter*; required, preferably the Male end of a hose coupling, must be furnished 
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NAME 

Height I 
Inches | 

No. 

of 

Arms 

Length 
of Arms 
Inches 

List Price Per Dozen 

Brass Arms 

N. P. Arms 

Pluvius. 

11 1 

1 3 

5^ 

$24.00 

$26.40 ' 

Universal. 

10 

3 

6M 


42. (« 

Cyclone. 

12 

3 

5J4 

30.00 

33.00 

California (not illustrated) 

12 

4 


32.00 

35.00 

Yankee. 

20M 

4 

6^ 

42.00 

45 00 



NAME 

Height 

Inches 

No. 

of 

Arms 

Length 

of Arms 
Inches 

List Price Per Dozen 
Brass Arms I N. P. Arms 

Mayflower. 

9 

3 

6 

$22 00 1 

$24.40 

Zenith. 

4 

3 

5M 

22.00 1 

25.00 

Anaconda (not illustrated) 

10 

3 

5^ 

26.00 1 

29.00’ 

Preston . 


3 


28.00 1 

30.40 


RING 


Price Stamped Sheet Brass, diameter 8 inches.List Per Dozen|$lT00 


“EVANSTON** “MASCOT" C. B. G. “BABY" RING 



NAME 

Height 

Inches 

List Price 
Japanned 
Per Dozen 

Evanston. 


$ 8.40 

Mascot. 

21A 

12 00 

C. B. G. 

iH 

6.00 


BABY BING 


Price, Height 1^ inches, diameter 6 inches, Plain Prass.Per Dozen| Ill. OO 
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BOWES’ HOSE RACKS 


STYLE E 

WITH WALL BRACKETS 


STYLE F 

WITH PIPE CLAMPS 


STYLE G 

WITH VALVE NIPPLE 


C 43724 


C 43726 


C 43728 


Size of Hose 
Inches 


Capacity 
Unlined Linen 
Hose Feet 


Iron 


Regular 

Finish 


Brass 


$5.00 


Nickel 

Plated 


5.00 


5.00 


5.50 


5.50 


5.50 


$7.00 


7.00 

7.00 


Lacquered 

Finish 

$ 10.00 


Nickel 

Plated 


$ 11.00 


10.00 


7.50 


10.00 


11.00 


11.00 


7.50 


7.50 


11.00 


11.00 


12.00 


12.00 


11.00 


12.00 


12.00 


13.00 


12.00 


13.00 


. . 1 1 _ ----- -- - l _ .l/U 

As indicated these Racks can be furnished with either Pipe damns or Wall RmoWa • 

BOWES’ UNDERWRITERS’ LABELED SEMI-AUTOMATIC HOSE RACKS 
FOR UNLINED LINEN HOSE. FOR AND IJ^-INCH ONLY 

The Laboratories of the National Board of Fire Under- 

rulings control 
Underwriters’ Boards, insist that 
that If fire streams shall be so constructed 

opened before the hose is 

trSl th^iHpp con- 

station rw ^ ^ operate the fire 

tnt nn ^ i^ then a slight 

tug on the hose will release the water pressure, the nozzle 

idealn^d"^"^"?* have used the Bowes 

^ inside 

S fold w pressure to hold the water at the 

a^tominp rppt'i* injuring the hose. The labeled semi- 

SS linS, 


LIST PRICES 


Iron red enamel. 

Iron nickel plated.. .. - 

Brass, polished and lacquered 


$ 7.00 

9.00 

13.00 

Brass, nickel plated. 

(Jan be furnishpH -arii-h -.iroii 


i4:oo 


C 43740 


PATENTED 

SEMI-AUTOMATIC BOWES 
RACK, SHOWING RACK IN 
OPERATION WITH WATER 
HELD AT FIRST FOLD 


0++0 u-X o pipe Clamps or 

attachments. Specify which is desired and if 
ainps give size of pipe. 

pric®8 include pipe clamps up to and including 
i^or larger size pipe clamps there is a net extra 
per rack, as follows: 


5- inch. 

6- inch. 


Iron I Brass 


$ 0.401 JO.^ 

501 1 10 
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FIRE EXTINGUISHERS 


GUARDENE 



C 43770 


Guardene Fire Extinguishers embody all the latest im¬ 
provements in soda and acid machines. They are powerful 
enough to handle a free-burning fire in its early stages, yet 
light and compact enough to permit extremely quick action. 
All fires are small fires first and there are few fires that a 
Guardene won’t handle if it is used during the first few 
minutes. 

This type of extinguisher is not recommended for use 
where there is danger of freezing or for use on electrical fires 
or fires in highly inflammable or volatile liquids. For such 
risks we recommend Pyrene extinguishers, which do not 
freeze at 50 degrees below zero and are safe to use on any 
voltage used commercially. 


Capacity, 2^2 gallons.Price | $20.00 


PYRENE 

The Pyrene Extinguisher is a one-quart pump strongly con¬ 
structed of brass, acting directly on the liquid without inter¬ 
mediary air pressure. It throws a continuous stream twenty- 
five feet. 

The Extinguisher filled weighs six pounds and is fourteen 
inches long, three inches in diameter. 

When Pyrene liquid is pumped on a fire it is changed to a 
heavy blanket of gas. This surrounds the flame, cuts off the 
oxygen and puts out the fire. 


Brass Extinguisher, Complete with Black Enamelled | 

Bracket . | $10.00 



C 43772 


} 

f 
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HYDRANTS 

IOWA LAWN HYDRANTS 


are operate/b3?meaMo/lever'a*n^*to«fe'action*'^n of the valve stem and 

ment. Can be repaired withoSt /ggVnf up^^^^^ one move- 


To set in ground 

Price ^ inch.... 

Price 1 inch. 

To set in ground. 

Price ^ inch.... 

Price 1 inch. 

To set in ground. 

Priced inch. 

Price 1 inch. 


■ ■ .Feet I 
. ■ Each I 

■ .Each I 

. ■ Feet I 

. -Each!, 

■ Each I 

■ -Feetl 

■ Each I 

.^Eachj 


2 

$ 9.25 
9.95 

4 

$ 9.75 
10.85 

6 

$10.25 

11.75 


3 

$ 9.50 

10.40 

5 

$ 10.00 

11.30 

8 

$10.75 

12.65 


C43820 


Size 

Price, Hydrant Head.. 

Price, Hydrant Lever. 

Price, Lever Bolt. 

Price, Link. 

Price, Link Bolt. 

Price, Rod Clevis. 

Price, Rod Clevis Bolt 

Price, Stuffing Nut.... 

Price, Packing. 

Price, Pump Rod. 


REPAIRS 


inchesl «4 I 1 II Size inehesl H \ 1 '' 

Ea ch I $1.35 j $1.50||Price, Reducing Coupling.Each | $0.2 01 $0.20 

Each I . 401 .40||Price, Plunger with Washers. Each I TtSI TtE 

..Each! ,071 .07||Price, Plunger Casting.E ach! !^6] 

. Each I .261 ,2611 Price, Iron Washer.Ea.nh | ^OTI 

..Each] ,071 .0711 Price, Cup Leather.Ea chj Tio] 

. .Each| .26| •26jjPrice, Threaded Washer. .Each) . 13 ( .13 

.Eachj .071 .07!!Price, Leath er.Each| .071 .07 

.Each| .26| .26!|Price , Ball Vaive.Eachj .20| .20 

.Each| .131 .13||Price, Special Nut. Each I 071 ^ 

■ Eachl .201 .2011 ---j-^——^ 


IOWA WALL HYDRANTS 



C 43816 


List Price $5.00 
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TOTAL ECLIPSE HYDRANTS 
AND STREET WASHERS 



NO. 1 HYDRANT NO. 7 SELF-CLOSING HYDRANT NO. 36 STREET WASHER 


C 43830 


C 43832 


C 43834 


Size. 


1 M 

1 1 

1 IM 


1 1 

1 IH 

1 M 

1 1 

Length. 


1 I'A 

1 1V2 

1 m 

2 

1 2 

1 2 

1 3 

1 3 

Price No. 1 Hydrant. . 

.. .Each 

1 9.80 

112.70 

119.70 

10.10 

113.50 

[20.50 

[10.60 

[14.30 

Price No. 7 Hydrant. . 

. . .Each 

110.80 

113.70 


11.10 

114.50 


[11.60 

[15.30 

Price No. 36 Street Washer .Each 

1 6.60 

1 9.50 

118.00 

6.85 

110.25 

118.75 

17.35 

[11.10 

Size. 

.. Inches 

1 lA 

1 M 

1 1 

m 

1 M 

[ 1 

1 lA 

1 H 

Length. 

.... Feet 

1 3 

1 4 

1 4 

4 

1 5 

1 5 

[ 5 

1 0 

Price No. 1 Hydrant. . 

. . .Each 

121.80 

111.00 

114.75 

22.25 

111.50 

[15.30 

[22.80 

[12.10 

Price No. 7 Hydrant. . 

.. .Each 


112.00 

115.75 


[12.50 

[16.30 


[13.10 

Price No. 36Street Washer.Each 

120.10 

1 7.75 

111.70 

20.70 

1 8.25 

[12.00 

[21.00 

1 8.85 

Size. 


1 1 

1 iM 

1 H 

1 

1 lA 

1 H 

1 1 

1 iM 

Length. 

.... Feet 

1 6 

1 6 

1 8 

8 

1 8 

1 10 

1 10 

[ 10 

Price No. 1 Hydrant.. 

... .Each 

116.00 

123.75 

113.50 

18.50 

[27.00 

[16.00 

[21.00 

[30.00 

Price No. 7 Hydrant. . 

. . .Each 

117.00 


114.50 

19.50 


[17.00 

[22.00 


Price No. 36StreetWasher.Each 

112.75 

|21.75|10.25115.25 

[25.25 

[12.75 

117.75128.76 
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FIRE HYDRANTS 

EEPAIE LIST OF WATEEOtJS FIEE 
HYDEANT 

Description 

A—Brass Spindle Nut.$ 3.00 

B—Brass Jam Nut.*, * 2.20 

^ Hydrant Top or Bonnet. 6 . 0 O 

D—Brass Stuffing Box. 2 .OO 

H—Brass Hose Nipple. 9 pjn 

F—Hose Cap. . !111 .* L^O 

G—Stand Pipe (7 feet). 35 00 

H—Frost Jacket (7 feet).’ 2 I.OO 

I—Valve Eod. g'oo 

K—Guide for Valve Eod. 1.50 

L—Brass Drip Valve. . ..’ ’ [ *55 

M—Brass Valve Seat. 10 00 

N—Iron Washers for Main Valve. . . . .*! ^40 

O—Leather Valve. i *(55 

E—Nut for Valve Eod.. ’15 

H—Hydrant Bottom.. . . . . . 10.00 

S—Leather Washer for Bottom of 

Hydrant.. 

When ordering repairs, give size of Hvdrant 
tor which repairs are wanted, and if possible 
.year of purchase, as some slight changes in de¬ 
tail have been unavoidable. 

C 43902 

PRICE LIST OF FIRE HYDRANTS 


Valve 

Opening 

Pipe 

Connection 

Hose 

Connection 

Length of 
Cover 

List Price 

4" 

A ff 

4" 

two 21/4" 

2' 6" 

$53.75 


4" 

two 21/4" ‘ 

3' 0" 

55.00 

4" 

4" 

two 2^" 

3' 6" 

56.25 

4" 

4" 

two 21/4" 

4' 0" 

57.50 

4" 

4" 

two 21/4" 

4' 6" 

58.75 

4" 

4" 

two 21/4" 

5' 0" 

60.00 

4" 

A ft 

4" 

two 21/4" 

5' 6" 

61.25 

4 

A ft 

4 ft 

two 2^" 

6' 0" 

62.50 

4 

A ft 

4" 

two 21/4" 

6' 6" 

63.75 

4 

A ft 

4" 

two 2^" 

7' 0" • 

65.00 

4 

Aft 

4 ft 

two 2%" 

7' 6" 

66.25 

4 

A ft 

4 ft 

two 21/4" 

8' 0" 

67.50 

4 

Aft 

4 ft 

two 21^" 

8' 6" 

68.75 


4 ft 

two 21/4" 

9' 0" 

70.00 


EXTRAS 

... ««■«« to 

price°o7hyd‘rfl''““’‘ connection, three in all on one hydrant, add $1.50 to net 
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SERVICE BOXES 




2H-NCH 

BOX 


C44100 


3>INCH 

BOX 


C44102 


C 44114 
KEYS 


C 44118 


EXTENSION 

SECTION 


C44108 


COVERS 


C44116 


C 44110 


ENLARGED BASE 


C 44112 


SERVICE BOXES, 2>^-INCH DIAMETER 

FOR SERVICE COCKS, 1^-INCH AND SMALLER 


Number.| 88 | 89A | 90B | 91C | 92C | 92D | 93D | 93E | 94D 

Extension.Inches | 12 112-20118-26121-33124-38124-42136-48136-54142-57 

Price.Each|$ .80|$1.00|$1.05i$1.20|$1.3oi$1.45|S1.55|$1.65|$1.70 

Number. 94E | 95E | 95G | 100E| 100F| 100G| 100FX|100FM 


Extension.Inches 42-60148-66148-84154-72154-78154-90178-102 187-111 

Price.Each $1.75|$1.90|$2.3oi$2.05i$2.15|$2.45| $2.90 | $3,00 

STANDARD SERVICE BOXES, 3-INCH DIAMETER 


Number.| 0ll|l)^|2|3|4|5|7 

Extension.Inches | 10 113-21118-28 j 24-39 j 32-48134-58142-66148-72 

Price.Each|$ .90|$1.25isi.5oi$1.7oi$2.00|$2.20|$2.25i$2.55 


EXTENSION SECTIONS 

Number.| 151 | 152 | 153 | 154 | 155 | 156 | 157~ 

Increasing Length of Box.Inches j 9}/^ j 16H I 28 j 33 j 20 [24 | 30 

Price 23^ Inch Diameter.Each|$ .50|$ .60|$ .751$ .851.|.j. 

Price3 InchDiameter.Each|.|.|.|.|$ .701$ .80|$ .90 

ENLARGED BASES 

TO USE WITH 1M- OR 2-INCH INVERTED KEY COCKS 

Price extra to be added to net cost of 23^ inch Boxes.Each | $ .75 

Price extra to be added to net cost of 3 inch Boxes.Each] 1.00 

COVERS, KEYS AND BOLTS 


Price Stop Box Keys.Each|$ .10 

Price 234 inch Covers.Each] .20 

Prices inch Covers.Each| .30 

Price Brass Bolts.. Each | . 15 


In ordering above boxes be sure to state whether covers are wanted for water, 
gas or natural gas. 
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ERIE EXTENSION SERVICE BOXES 

INSIDE 


SLIP ADJUSTMENT JAPANNED LOCK COVER WITH 

rod connecting to cock 


FOR WATER AND 
GAS SECTION 


C 44140 



FOR MINNEAPOLIS COCKS 


C44142 



C 44144 


Size, Feet 

Extension, Feet 

No. 2 Base 
for % and 

1 in. Cock 

No. 3 Base 
for 1, V 4 and 
inch Cock 

No. 4 Base 
for 1^2 and 2 in. 
Cock 

For Minneapo¬ 
lis Pattern 
Curb Cooks 

23^ 

13^ to 2)4 

$2.00 

S2.30 

$2.75 

$2.10 

3 

Ol / 

2 to 3 

2.10 

2.40 

2.00 

2.20 


23^ to 33^ 

2.20 

2.50 

3.05 

2.30 

4 

3 to 4 

2.30 

2.60 

3.20 

2.40 

4^2 

33^ to 43^ 

2 40 1 270 ^ O5 - 

2.50 

5 

t 1 2.50 1 2.80 1 3.50 

2.60 

534 

434 to 514 1 2:00 Ton - i - Tas - 



I I O0~ 


3.00 


I 6 to 7 


7H I to 714 I 


2.90 


7 to 8 


3.00 


I IV 2 to 8K 


3.10 


I 8 to 9 I 


3.20 


3.10 


3.20 I 


3.80 

3.95 


2.80 


2.90 


4.10 


3.30 


3.40 


I 4.25 I 


3.00 


3.10 


3.30 


3.50 


4.40 I 


3.20 


3.60 


4.55 


3.30 


4.70 


3.40 



SPECIAL REDUCING COUPLING 

TO CONNECT S-INCH AND LARGER THREADING TO 
MINNEAPOLIS CURB COCK BASE 

C 44148 

REDUCING SIZES 


^ Inchesj^ide x 2)^ Inches outside. qq 

3j iInchesinsid^72> n H rhes outside .^!!!! , ^ 

- inside x 2}/2 Inches outside.Each |~2~00 


C44148 

Covers marked Water unless otherwise specified, 
or extra Rods, Bases, etc., see following page. 
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EXTRA RODS, BASES AND ATTACHMENTS 

FOR ERIE EXTENSION SERVICE BOXES 


LIST FOR EXTRA RODS 


Size for Corresponding Extension Box.. 

.Feet| 

2 ^ 1 

3 1 

3M 1 

4 1 

4^ 1 

5 

For No. 2 Box 9-16 Inch Iron. 

Each| 

.401 

.451 

.501 

.551 

.601 

.65 

For No. 3 Box 5^ Inch Iron. 

Each 1 

.50| 

.551 

.601 

.65! 

.701 

.75 

For No. 4 Box Inch Iron. 

Each 1 

.651 

.75] 

.851 

.951 

1.051 

1.15 

Size for Corresponding Extension Box. 


. Feet ! 

5J4 1 

6 1 

6 ^ 1 

7 1 


For No. 2 Box 9-16 Inch Iron. 


Each! 

.701 

.75! 

.801 

.851 

.90 

For No. 3 Box ^ Inch Iron. 


Eachl 

.801 

.85i 

.901 

.951 

1.00 

For No. 4 Box Inch Iron. 


Each 1 

1.251 

1.35 

1.451 

1.551 

1.65 

Size for Corresponding Extension Box, 


. Feet 1 

8 1 

m 

9 1 1 

For No. 2 Box 9-16 Inch Iron. 


Each 1 

.951 

] .00 

1.051 1 

For No. 3 Box Inch Iron. 


Eachl 

1.051 

1.10 

1.151 1 

For No. 4 Box Inch Iron. 


Each| 

1.751 

1.85 

1.951 1 


LIST FOR EXTRA BASES 


Base No. 2. 

.EachlSl.OO 

Base No. 3. 

.Eachl 1.25 

Base No. 4. 

.Each] 1.75 


LIST FOR ATTACHMENTS 

Box Base No. 2. 


.Eachl $1.00 

Box Base No. 3. 


.Eachl 1.25 

Box Base No. 4. 


.Eachl 1.75 


Extra Covers. 
Iron Keys.... 


Each $ .50 
Each 1.00 
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IMPROVED PEERLESS PATTERN SERVICE 
OR STOP COCK BOXES 
FOR WATER OR GAS 



C 44146 


This Box fits the threads of any pattern of Minneapolis Curb Cocks. 

The Peerless Stop Box is made in three patterns, Long Regular, Short Regular 
and Large Minneapolis. The Long Regular has a 24 inch, the Short Regular a 
12 inch, and the Large Minneapolis a 24 inch adjustment. 


The Long :^gular and Short Regular patterns have VA inch pipe in the upper 
section; the Large, or Minneapolis Pattern, has 2 inch pipe in upper section. 


REGULAR PEERLESS SERVICE BOX 

With l^-inch Stand Pi pe, tapped \)4 or 2-inch at bottom. 

No. 5. Extension 60 t o 84 inches. .. 

No. 6. Extension 72 to 96 inches. ~ '' 


Price I $2.01 

Price! 2.18 


LARGE MINNEAPOLIS PEERLESS SERVICE BOX 

With 2-mch Stand Pipe, tapped 2, 214 , 3, and 4-inch at bottom. 


No. 5. Extensiou 6 0 to 84 inches 
No. 6. Extension 72 to 96 inch'e^ 


Price I $3,17 
Price] 3.41 
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VALVE BOXES 


ADJUSTABLE VALVE BOX SQUARE HEAD FOR VALVE BOX EXTENSION SECTION 



C 44180 


ADJUSTABLE VALVE BOXES, 5y4-INCH SHAFT, NO. 6 BASE 


N umber. 

.1 

AAA 

1 AA 

1 

A 

1 

B 

1 c 

1 

CC 

Extension. 

.Inches| 

17 

1 22-28 

1 

28-40 

1 

36-48 

1 42-54 

1 

48-60 

Price. 

.Each 1 

4.60 

1 5.55 

1 

5.80 

1 

6.30 

1 6.55 

1 

6.90 

Number. 

.1 

D 

1 DD 

1 

E 

1 

F 

1 G 

1 

H 

Extension. 

.Inches| 

42-66 

1 48-72 

1 

60-72 

1 

60-84 

1 72-84 

1 

72-96 

Price. 


7.30 

1 7.90 

1 

8.10 

1 

8.40 

1 8.80 

1 

9.10 


Lock Cover. Add to price.$0.50 

Square Head Valve Boxes will be furnished when ordered. Add to price.25 

Base No. 6 is used as a standard for quoting lengths and prices on valve Boxes. When 
any other size base is required, the length of the Valve Box and price of same is either reduced 
or increased in siccordance with the size base desired as listed below 


Number.| 4 | 6 | 8 | 16 | 160 | 162 

Shape of Base.| Round | Round | Round | Round | Oval j Oval 

Max. Size Valve.Inches] 4 | 6 or 8 | 10 112 or 16 | 16 | 20 

Add to Price.I _|_ | .50 j 3.50 | .50 | 3.00 

Deduct from Price.| .25 |j_j_j_j 

Box Complete, Longer.Inches | _|_|_ | 4 ^ | _|_ 

Box Complete, Shorter.... Inches | 3 j||| 1 H I 1 


EXTENSION SECTIONS 

Number.| 58 

Increasing Length of Box.Inches | 14 

Price (Size 5 Inches).Each | 1.35 


COVERS FOR VALVE BOXES 

Price, Regular.Each] .8^ 

SQUARE HEAD VALVE BOXES 

Add to above Lists. . .| 
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CAST IRON PIPE 


C 44500 


Nomi¬ 

nal 

Inside 

Diam¬ 

eter 

Inches 


Class A 
Gas 

100 Foot Head 
43 Pounds Pressure 


Class B 
Standard 
200 Foot Head 
86 Pounds Pressnro 


Class C 
Medium Heavy 
,, 300 Foot Head 
130 Pounds Pressure 


Class D 
Extra Heavy 
400 Foot Head 
173 Pounds Pressure 



Class.■ 

^ n ch an d larger, per squaTiT nch ' !- 

8-inch and smaller, per square inch.Pounds f 


---—I I d(ju I 300 


.Inches I 3 

Lead, 2 in. thick. Po unds I 6 j 7.5 

.Pounds I . 18 I .21 


8 I 10 I 12 


‘i0.25|13:25n6 

~ .44 I .53 


.31 


19 

.61 


18 


"5r|33.8| 37 




CAST IRON FLANGED PIPE 


1 11.25 



C 44510 


HHO IU W 

Made in all sizes from 4 to 72 inches. Prices on application. 
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SPECIALS FOR CAST IRON PIPE 


QUARTER BEND 



_QUARTER BENDS, 90° 

Size.InchesI 3| 4| 6 | 8 |10 |12 |14 |16 118 | 20 | 24 | 30 | 36 

W eight.Pounds 14518211301200 j 278136615041750 j 8881107011656 j 2836 j 4820 

_ EIGHTH BENDS, 45° 

Size.Inches! 3| 4| 6 | 8 |10 |12 |14 |16 |18 | 20 | 24 I 30 | 36 

Weight.Pounds 15016611051150120212651442 j 55816631 9641151512291 j 4012 


SIXTEENTH BENDS, 22^° 


Size. 

.InchesI 3| 4| ( 

6 1 8 |10 |12 |14 |16 118 1 20 1 24 1 30 1 36 

Weight. 

.Pounds 15016611051150120212651382148415741 8581137212080i4012 

TEES 

Size 

Weight 

Size 

1 Weight 

Size 

Weight! 

Size 

Weight 

Inches 

Pounds 

Inches 

1 Pounds 

Inches 

Pounds 

1 Inches 

Pounds 

3x3x3 1 

94 1 

8x 8x 4 

1 255 1 

12x12x10 

1 491 II 16x16x12 

861 

4x4x4 

1 128 i 

10x10x10 

1 395 1 

12xl2x 8 

1 474 11 20x20x20 

1438 

6x6x6 

1 200 1 

lOxlOx 8 

1 371 1 

12xl2x 6 

I 458 11 24x24x24 

2113 

6x6x4 1 

183 1 

lOxlOx 6 

1 352 1 

12xl2x 4 

1 445 II 30x30x30 

3660 

8x8x8 1 

1 294 1 

lOxlOx 4 

1 338 1 

14x14x14 

1 724 II 36x36x36 

5i)67 

8x8x6 1 

270 1 

12x12x12 

1 512 1 

16x16x16 

1 969 II 48x48x48 


CROSSES 

Size 

Weight 

Size 

Weight 

Size 1 

Weight 

Size 

Weight 

Inches 

Pounds 

Inches 

Pounds 

Inches | 

Pounds 

Inches 

Pounds 

3x3x3x3 1 

125 1 

8x 8x 4x 4 

1 294 

12x12x10x10 

1 577 

18x18x18x18 

1454 

4x4x4x4 1 

166 1 

10x10x10x10 

1 493 

12xl2x 8x 8 1 

1 545 

20x20x20x20 

1828 

6x6x6x6 1 

257 

lOxlOx 8x 8 

i 443 

12xl2x 6x 6 

1 512 

24x24x24x24 

2694 

6x6x4x4 1 221 | 

lOxlOx 6x 6 

i 406 

12xl2x 4x 4 

1 486 

30x30x30x30 

4609 

8x8x8x8 1 372 1 

lOxlOx 4x 4 

i 377 

14x14x14x14 

1 963 

36x36x36x36 

6857 

8x8x6x6 1 

325 1 

12x12x12x12 

1 623 

16x16x16x16 1 

11259 

48x48x48x48 | .... 

SLEEVE 


PLUG 


CAP 




C 44550 c 44556 C 44560 


Size. 

..Inches|3 |4 |6 | 8 |10 |12 |14 116 118 |20 |24 | 30 | 36 | 48 

Wt., Sleeves.. 

.. Pounds 1401611871119117612231280]443151816251821112621177212879 

Wt., Plugs... 

..Pounds|..| 8|14| 24| 38| Soj 651 96|121j15614721 723|1050|2047 

Wt., Caps 

. .Pounds|..|26|40l 59| 811104114911981242130814421 7041108412341 
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“Y” BRANCH 


SPECIALS FOR CAST IRON PIPE 



REDUCER 


INCREASER 


C 44600 



IncheYTixr 
. PouEd^T To^ 


C 44610 

BRANCHES 

6x6 I Sx SnTbxlO n^~y 
181 I 2 91 I 434 I 

REDUCERS 

110x8 



C 44612 


14x14 116x16 1 20x20 \ 9d^9.4. 
985 11413 12199 |3^99~ 


I169 I 146 I 2B1 I 231 


glaiEir-^ 


405_ \^M~ 


202 

Tsiae 

569 


INCREASERS 


987 I 838 li39r~|22Mn 


Weiglit_^ ■ . PolCTOorijil;^ 


SPLIT TEE 


180 I 218 



201^ I 240 I 267 

SPLIT SLEEVE~ 



C 44620 

Si,, TEESMA^H^^I^UTLeV"'"" 

jO^IM jsskikyyiiiS 

Si,^=— __SPUTjLEE\/ES 

■■■“’s^^itSssssgs 

FLANGE ANoiiil - 



Size. 


C 44630 


length, Flajj^a nd anignt, InchS 

toiaT^HpETFI^ e and h«n -— 


Ts — ^ t5i -- ' * ^ Jinci Bell, . . Tnnh A« 

^ice. F arm spigot. ' ' 


Price, j'lange arid S'elT . ^ 


i^gtlLFIang^ iia Mpigo t. —^-— rncS^I 

Pr^Flange^nd_Spi^:TT:7- - ^ 

^ce. Flange anrt BeTl~ - nacft 



-!^\!!! I ■ SOa *27.30 fSiTTFi 


--- ^ a,inx joen. . T3i:rrir-|^— -- I .017 .ou I 94:ii . Iin 

Fnce, Flange, i^'ac^ and brilled' ’ ‘ ' 

~ 16 00l> 2 6.001 31. 001 34.00 1 4 6~7in 
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Size of 
Meter 

Greatest 

Proper I 
Capacity 
U. S. Gals, 
per Minute 

1 ENARC 

Meter only 
with all 
Galv. Iron 
Outside 
Case 

ENARC 

Meter only 
with Bronze 
Main Case 
and Galv. 
Iron Base 

ENARC 

Meter only 
with all 
Bronze 
Outside 
Case 

ENARC 
Meter only 
Bronze Case 
Breakable 
Frost 
Bottom 

Price of 
Brass 
Coup¬ 
lings 

Per Pair 
extra 

Weight 

with 

Couplings 

Boxed 

Lbs. 

Hx3^in... 

20 

$ 16.00 

$ 18.00 

$ 20.00 

$18.00 

si.oot 

14 


20 

16.00 

18.00 

20.00 

18.00 

1.50t- 

14 

^-inch. 

34 

24.00 

27.00 

30.00 

27.00 

1.50t 

20 

1 inch. 

53 

35.20 

39.60 

44.00 

39.60 

2.00t 

30 

114 inch. 

75 

48.00 

54.00 

60.00 


3.00 

40 

114 inch. 

100 

64.00 

72.00 

80.00* 


4.00 

60 

2 inch. 

160 

96.00 

108.00 

120.00* 


6.00 

100 

2H inch. 

240 

140.00 

157.50 

175.00 


8.00 

150 

3 inch. 

315 

240.00 




Flanges no 

285 

4 inch . 

500 

400.00 




Charge 

500 


*lJ4-inch and 2-inch, all Bronze case meters may be furnished with internal standard pipe threads 
when specially ordered. 

tin these sizes quarter bent couplings may be furnished at the following prices per pair: J^-inch, $1.50; 
M-inch, $2.00; 1-inch., $3.00. 


DESCRIPTION 

The Enarc Water Meter is made with one grade of the best working parts, and is supplied in four dif¬ 
ferently constructed outside casings, the price of the complete meter varying according to the lists as 
given above. All of the casings are suitable for general water works use, the style to purchase being gen¬ 
erally determined by the service conditions. 

Upon opening the meter at the bolted flange each intermediate gear may be immediately removed 
from its pivot, the measuring chamber removed from its seat and opened, the Strainer slipped out, and 
the register tried by turning the gear in the top casing. 

The hard rubber measuring disc is reinforced with a perforated sheet metal plate so it is strong, yet 
buoyant. 

All submerged bearings of the working parts are protected against sand, sediment and other foreign 
material, thereby prolonging the life of the bearings and the accuracy of the meter. 

The intermediate gears revolve on frictionless pivot bearings. 

All sizes of the meters may be regulated to pass full capacity at either high or low pressures upon slightly 
turning the measuring chamber upon its seat. 

All sizes and types of the meters may be furnished with round reading register or with straight reading 
register and may indicate cubic feet, U. S. gallons. Imperial gallons or litres, at purchaser’s option. 
When orders do not specify the dial desired it is customary to ship round reading registers indicating in 
cubic feet. Couplings are always shipped with meters and charged for unless order distinctly specifies 
couplings are not wanted. 
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ENARC WATER METER REPAIRS 



61. Round Reading Register. 

^ Register Dial only. 

62. Stuffing Box Nut. 

Straight Reading Register. 

64. Register Change Gear. 

78. Lower Half Disc Chamber with 

Partition. 

79. Disc Piston Reinforced. 

Disc Pin only. 

65. Meter Change Gear. 

Idler Change Gear. 

66 . Top Intermediate Train Gear. 

67. First Intermediate Gear: 

New Style Pivot Bearing. 

Old Style Open Bearing. 

80 . Upper Half Disc Chamber, 
ol. Coupling Nut. 

82. Coupling Spigot—Straight. 
Coupling Spigot—M bend. 

83. Bronze Top Case. 

68 . Second Intermediate Gear: 

New Style Pivot Bearing. 

Style Open Bearing. 

69. Intermediate Pinion. 

70. Roller. 

84. Bronze Register Box. 

Galv. Iron Register Box. 

Glass for Register Box. 

Glass Retaining Spring. 

85. Bronze Base (external thread). 
Bronze Base (internal thread) 

n. Brass Screw for Cap and Measuring 

Chamber. 

Brass Screw for Change Gear, 
io “?t®’'niediate Gear Pivot. 

73. Pinion Driver. 

74. Diaphragm. 

75. Intermediate Gear Plate, Com- 

plete. 

76. Strainer. 

77. Flange Bolt: 

With ^on Nuts for Enarc Meter. 

.. Brass Cap Nuts for Enarc 
Meter. 

QA for Enarc Meter. 

CO 

88 . Galv. Iron Base for Enarc Meter. 
I'lange Gasket. 

Coupling Washers. 

Stuffing Box Washers, per 100. 

Extension Dial Tops. 

Extension Dial Bottoms. 

Extension Dial Rods—4 feet or less 
lop Bearing for Rod. 

Pipe Any Length up to 4 feet. 

metwi*MODm rf^ter*imd*PAiRT 

Prices on application. 
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C 46102 


“PERFECTION” SEPTIC TANK 

PERFECTION (Patented) Sewage Disposal Systems offer an economical, 
and satisfactory method of sewage disposal for the farm residence, lake cottage, 
church or factory; located where sewers are inaccessible. 

Constructed of reinforced Cement Concrete and shipped in sections. 

Size of Tank—Family size, up to eight people, 7 feet 4 inches long, 32 inches 
wide and 27 inches deep, inside. Walls, 2 inches thick furnished with openings 
for 4-inch elbows. 

For Factories—A single unit (trnk) as above is rated of sufficient capacity to 
accommodate fifteen persons. 

For Schools and Public Buildings—A single unit (tank) is rated of sufficient 
capacity to accommodate twenty pupils. 

The ^Perfection’* Septic Tank will enable you to have a Bath, Toilet and 
Kitchen Sink in the House, thus enjoying all modern comforts and conveniences. 

It possesses the one important element necessary to make the rural home equal 
in comfort and convenience to the most up-to-date city dwelling. 

The cost to install is so small that no one who lives away from a city sewer 
system can afford to be without the comfort, convenience and health-protec¬ 
tion of the Perfection Tank. 


GUARANTEED BY MANUFACTURERS 

As described. Family Size. | $72.00 

For Special Sizes, prices will be quoted on application. 
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C 69000 


by lar^etankand thermo 

SS^SiK^S 

friferie^^"^ ““ •’^-ber using current 

b^bting 

^uel.—Oasoline or kerosene 

“£;H-“H-l —feate 

sSlSSSSSS 

S. K^F.Toubfe™ w"bSll b'Srin^°'"“®" 

crank^^?’m?t®^ separate and removable from 
crank case, making piston easily accessible. 


SPECIFICATIONS 

4 S“S;T£Sff™M“s!-.- 


end (^Thaft ^ 4-inch pulley on outside 

SchT°®J ®“RP«f«ngi™a?ure. 

SSte£s:S“£»M£.= 

rgrufra^nu^^-S backtem\“^^‘ri^ 

£a,S5HiSSS 


Th T- V, * OF PLANTS 



l»mall farm or suburban hnmp 


^Average farm or large country hom e. 

I Large farm, school or estate. 




PRICES ON APPLICATION 
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SOFT WATER PUMP 





ITS USE 

This Cistern Pump will furnish, automatically, sufficient water for one or two 
bath rooms, kitchen sink and laundry when electric current is available. A 
42-gallon tank is recommended for one bath room and usual other fixtures. Use 
an 80-gallon tank for two bath rooms. It can be installed in the place of an old 
water lift and piped up to the old tanks though better results are assured if the 
complete system is purchased as shown on page 833. The pressure switch 
is set to cut in at 22 pounds and cut out at 35 pounds. For open tanks, use an 
automatic float switch. 


No. 1901 
C 52122 


CAPACITY, 120 GALLONS PER HOUR 


Suction % in.; Discharge in.; Weight 50 lbs. 
Maximum Vertical Suction Distance 22 ft. 


USE WBOLTS 


SPECIAL FEATURES 


Automatic starting and stopping. 
The automatic switch is positive. 


No complicated parts. Simplicity of 
design. Accessibility. 

Rigid construction insuring long life 
and freedom from trouble. 

Absolutely positive air supply regard¬ 
less of water level in cistern. 

Special electric motor with surplus 
power. 

Suction strainer with every pump. 


Automatic lubrication; oil but once a 
year. 

There are only two leathers, one stuffing 
box, four valves and two pipe con¬ 
nections. 

Cost of Operating—^With electric current at 12c to 15c per Kw. hour about 10c 
per 1000 gallons. 

In Ordering—Specify No. 1901 pump. Also give voltage if Direct Current. If 
Alternating Current, give voltage and cycles. 

Note—Our standard pumps are equipped with rubber belts and special repul¬ 
sion-induction pump motors. Chain drive can be furnished at an additional price. 
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WATER SUPPLY SYSTEMS 


Style 2000 systems are complete 
soft water plants, oper¬ 
ated by electric current from city 
wires or from a house lighting 
plant. They are used primarily to 
deliver cistern water under pres¬ 
sure automatically to the bath¬ 
room, kitchen sink and laundry. 

It is much better to install com¬ 
plete 2000 systems than a No. 1901 
pump and other tanks. The aver¬ 
age expansion tank or range boiler 
IS not air tight and very seldom 
e^iipped with a water gauge. 

tanks are electrically 
welded, guaranteed air tight, made 
especially for this service and 
equipped with water and pressure 
gauges which indicate the proper 
water level and pressure which 
assure greater efficiency. 


COMPLETE OUTFIT 
INCLUDES: 

1 No. 1901 Pump. 

1 Pneumatic Pressure Tank. 

1 Pressure Gauge. 

1 Water Gauge. 

1 Pressure Relief Valve. 

1 Stop Valve. 

1 C(mtainer Base for Pump and 
Tank. 

1 Set of Fittings between Pump 
and Tank. 


STYLE 2001 
C 51202 

CAPACITY OF PUMP 120 GALLONS PER HOUR 

tank.-Black or Gdvani^d''^ includes 42-gallon tank; 2001-B includes 80-gallon 

SPECIAL FEATURES 

Will not water-log if air attachment is used properlv 

^If-contamed unit, Compact in construction 

Low cost inexpensive installation and cheap operation 

SisrsSirrjs 

Automatic lubrication. 

Noiseless in operation. 

per ITOO gd4ons**”^ electric current at 12c to 15c per Kw. hour about 10c 

blick®tlt""Tf%TrS‘^Cu‘^^^^^^^^ Xt'tif galvanized or 

voltage and cycles! '^hat voltage. If Alternating Current, what 


















830 


CRANE 


SHALLOW WELL PUMPS 



C 52124 


No. 102—CAPACITY 180 GALLONS PER HOUR, SINGLE CYLINDER 
No. 104—CAPACITY 360 GALLONS PER HOUR, DOUBLE CYLINDER 


The No. 1^ Suction Pump draw water from shallow wells, springs, streams and lakes 
ana lurmsh the average size residence with an adeqaute supply of water, even for sprinkling 
to a moderate degree. It is also used as a cistern pump when a greater quantity of water 
IS wanted than the 1901 pump can supply, as it has about two times the capacity. 

The No. 104 Suction Pump will furnish large residences with an adequate supply of water 
including the garage and bam. It will take care of a fi-inch garden hose with nozzle wide 
M-mch hoses with nozzles partially closed. It has two times the capacity of 

the No. 102. 

The pressure switch is set to cut in at 30 pounds and to cut out at 50 pounds. To insure 
best results purchase complete system shown elsewhere. 


SPECIAL 

Automatic starting and stopping. 

The automatic switch is positive. 

Automatic lubrication. All working parts 
operate in a bath of oil. 

Simplicity, accessibility, no complicated 
parts. 

Rigid construction. Noiseless endless belt 
drive. 

COST OF OPE RATI N G— With electric 

per 1,000 gallons. 


FEATURES 

Brass fitted throughout. 

Forged steel crankshaft. 

Simple but positive air device. 

Special electric motor with surplus power. 
Suction strainer and relief valve with each 
pump. 

Union connections for both suction and 
discharge. 

current at 12c to 15c per Kw. hour about 10c 


.. note. Om* standard pumps are equipped with rubber belts and special repulsion-induc¬ 
tion pump motors. Cham drive can be furnished at an additional price. 


^ Size Tanks 

Size I Gallons ) Recommended 

No. I Per Hour | Gals. 

102 I \ 80-220 

104 I 360 I 220-500 


I Dimensions 
1 in Inches 

I 28x10x26 

I 30x12x32 


I Size Pipes _ 

I Suction I Discharge 

I H'' I 34- I 

I i*' I H'' I 


Shipping 

Weight 

Lbs 


100 


130 
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WATER SUPPLY SYSTEMS 


Style 200 systems furnish city water service to the 
averse size suburban and country home. They will 
supply summer cottages and small country clubs with 
water pr^sure, thus affording a convenience that other¬ 
wise could not be obtained. 

Style 300 systems furnish city water service to the 
large size suburban and country homes, where electric 
current is available, pumping the water from shallow 
wells, springs, lakes and streams. In small towns where 
electric current can be obtained but without city water, 
they take the place of the city water plant. Owners of 
• ^ summer cottages and medium size country clubs 
with electric lighting plants can enjoy water under pres¬ 
sure by installing Style 300 “Duro” Systems. 


COMPLETE OUTFITS INCLUDE 

1 No. 102 or 104 “Duro” Electric Pump. 

1 Pneumatic Pressure Tank. 

1 Water Gauge. 

1 Pressure Gauge. 

1 “Duro” Pressure Relief Valve. 

1 Gate Valve. 

1 Set of pipe fittings between pump and tank. 

1 Container base for pump and tank of 42 or 80 gallons 
capacity only. Container base for 120 gallon tank 
can be furnished at an additional cost. 


TANKS 

^ While it is possible to secure tanks in almost any local¬ 
ity which are supposed to be suitable for Pneumatic 
Service, all tanks are not satisfactory. A poorly made 
tenk will not b^ir tight, and unless it is, the system will 
be a failure. Therefore, we strongly recommend the 
purely of the complete systems as the tanks furnished 
with ‘Duro” Outfits are guaranteed to be air tight, 
and you will be absolutely sure of getting the best results. 
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STYLE 200 SYSTEMS- 
180 GALLONS PER HOUR 


The small tanks are for use more particularly for cis¬ 
tern ^rvice in the larger residences or for general service 
including a moderate amount of sprinkling in the smaller 
homes. Use the large tanks when a larger storage of 
water is desired. 


STYLE 300 SYSTEMS— 

360 GALLONS PER HOUR 

Maximum suction lift, 22 feet. Starting 
pressure, 30 pounds. Maximum 
pressure, 50 pounds. 


Size of 
Complete 
Systems 

Capacity of 
Tanks 

Dimensions of 
Tanks in Inches 
Diam., Height 

Size of 
Complete 
Systems 

Capacity of 
Tanks 

Dimensions of 
Tanks in Inches 
Diam., Height 

20O-A-2 

42 gals. 

16x48 

300-A-3 

1 42 gals. 

16x48 

200-B-2 

80 gals. 

20x 60 

30a-B-3 

1 80 gals. 

20x60 

200-C-2 

120 gals. 

24 X 60 

300-0-3 

1 120 gals. 

24 X 60 

200-D-2 

220 gals. 

30x72 

300-D-3 1 

220 gals. 

30x72 


300-E-3 1 

315 gals. 

36 X 72 


. •—vei uuai except wnen oraered norizontal. 

Cost of Operating—10c per 1000 gallons with current at 10c per Kw. hour 

NOTE—If chain drive is desired, it can be furnished at additional prices. 
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WATER SUPPLY SYSTEMS 


Recommended for pumping 
soft water automatically from 
cisterns for one tub bath and 
the usual other soft water fix¬ 
tures in kitchen and laundry 
in homes located in hard 
water territories. 

Rain water is a convenience 
in the home when it can be had 
in good quantity at the turn of 
a faucet. Washing clothes, 
dishes, etc., is done with more 
ease with soft water and the 
bath is made more delightful. 

COMPLETE UNIT 
INCLUDES 

1 No. 1901 ^‘Duro’» Electric 
Pump. 

1 12-Gallon Pneumatic Pres¬ 
sure Tank. 

1 Water Gauge. 

1 ^^Duro*’ Pressure Relief 
Valve. 

1 Set of Pipe Fittings between 
Pump and Tank. 

1 Iron Container Base. 


SPECIFICATIONS 

Pump Capacity—120 gallons per hour. 

Suction, % in.; Discharge, in.; Weight complete, 150 lbs. 

Dimensions—20 inches wide by 24 inches long by 27 inches high. 

Maximum vertical suction distance, 22 feet. 

Operating pressures, 25 to 40 lbs. 

In Ordering—Specify unit No. 120 and furnish current specifications for motor- 
that IS, if Direct Current, what voltage. If Alternating Current, what voltage 
and cycles. 



SPECIAL FEATURES OF 

Automatic starting and stopping. 

The automatic switch is positive. 

Automatic lubrication. All working 
parts operate in a bath of oil. Oil 
twice a year. 

Simplicity, accessibility, no compli¬ 
cated parts. 

Rigid construction. Noiseless endless 
belt drive. 

Die cast main crankshaft bearing. 

Forged steel crankshaft. 


“DURO” UNIT SYSTEMS 

Tobin bronze piston rod. 

Brass cylinder. 

Phosphor ^ bronze connecting rod and 
connecting rod bearings. 

Special Repulsion-Induction motors 
with surplus power. 

Simple but positive air device. 

Suction strainer and relief valve with 
each pump. 

Union connections for both suction and 
discharge. 
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WATER SUPPLY SYSTEMS 




No. 180 

P^“Ping water from 
automaticalfv^fn^?r^^^®’ or Streams 

ave?^ft tn^ reqmrements of the 

the Storage of water is not essential 
hn?.r*^wnP..TiH}.!‘'® Rapacity of 180 gailons per 


COMPLETE UNIT INCLU" 

1 T 9 ^POTRO’’ Electric Pump. 

1 W^efSaugf 

1 Pr^sure Relief Valve. 

Tanle^ ^ Fittings between Pump anc 
1 Iron Container Base. 


SPECIFICATIONS 


C 51206 


pet hour. 

plete^7o ibs.®"‘'‘"'«®- ^ e-om- 

suction distance, 22 feet 

PPlating pressures, 2*5 to 40 lbs. 

direct ^^r^en^^'^what'^voRag^ is. 


UNIT No. 180- 
UNIT No. 360 


No. 102 PUMP 
No. 104 PUMP 


No. 360 

ma^^ll^OT Fari^rHSra’S?“!f'thl% are“n1y^a f^^ead'of"'' ®‘teanis auto- 
modern wlterturofy.“^‘'°“ “P** ttiil fuS^th^S^e a™d‘’con?enience of a 


1 

1 

1 

1 

1 

1 


COMPLETE SYSTE^ 

i 9 ^hlu^ “DURO” Electric Pump. 

Pneumatic Pressure Tank 
Water Gauge. 

‘‘DURO” pressure relief valve. 

Iron^L^nTaln^er P““P 


INCLUDES 


SPECIFICATIONS 

Ihimp capacity, 360 gallons per hour 

&L“verti?a^^^^ -”P>ete. 195 pounds. 

pPSrpr"4iu"rert fo igs‘°""’ ”■ 

see illustration anS description of SysLms^Nos.^looo.‘20o‘Sd aSf Systems, 
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WATER SUPPLY 


100 pump 

per Hour. 

Suction 1 Discharge 1M *'• 

Maximum Vertical Suction Distance 22 ft. 


capacities 600, 900, 1200 and 1500 Gallons 


An mdividual water plant for the larger Suburban and Country Homes, Small Truck 
Farms Greenhouses, Factories, Office Buildings, Country Clubs, Coimtry Schools, Dairies, 
etc., where more than the average amount of water is needed. Furnished with tanks rang¬ 
ing m capacities of 120 to 525 gallons and larger. Completely automatic, starting and stopping 
under pressures of 25 to 40 pounds. Built for 125 pounds pressure. From the standpoint 
of engmeCTing, design and construction. Style 100 Suction Pumps embody the latest improve¬ 
ments and developments in pump construction. Note the new features. 


NEW FEATURES 


Repulsion-Induction Motors of greater start¬ 
ing torque. 

Silent Chain Drive with a double reduction. 

Two discharge openings. 

New Style Valve Construction. No tools 
required to take apart. 

New improved style Stuffing Box. 

Crank Case absolutely water proof. 

Improved style Piston which can be easily 
removed. 

Shafts are heavy high carbon forged steel, 
ground, with large phosphor bronze 
bushings on each end—automatically 
lubricated. 

Large Wrist Pin Bearings and an adjustable 
Crank Pin Bearing. 

Union connections for both suction and dis¬ 
charge. 


Supplied with two air devices in case extra 
large tanks are used. 

Rigidly constructed and massive. 

Very quiet running and efficient in operation. 

Pump is supplied with sight oil gauges. In¬ 
sures proper oil level at all times. 

Two-pole Switch. Mounted on Air Cham¬ 
ber, but does not come in contact with 
the water. 

All wire connections from motor to switch 
are made. 

Relief valve is mounted in Air Chamber, 
insuring correct installation and proper 
functioning. 

Drain plugs provided to drain pump easily 
and prevent freezing. 

Provided with large suction Strainer, Pre¬ 
vents dirt getting into the Pump. 


SPECIFICATIONS 


Size No. 

1 Capacity 

1 Gals, per Hour 

H. P. 

Motor 

1 Shipping 

1 Weight 

105 

1 600 1 

1 

1 325 lbs. 

115 

1 900 1 

1 H 

1 355 lbs. 

125 

1 1200 1 

1 1 

1 365 lbs. 

135 

1 1500 1 

iy2 

1 430 lbs. 


COST OF OPERATING—10c per 1000 gallons with current at 10c per Kw. hour. 

IN ORDERING—Specify size pump wanted. Also give voltage, if Direct Current. If 
Alternatmg Current, give voltage, cycles and phase. If complete system is wanted specify 
tank size. 
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No. 900 PUMP 

C 52202 

Made in 20 sizes. Shipping weight 260 lbs. 


DEEP WELL PUMPS 

Mow 

It IS recommended that “Daro” Deeo Well P„rY,r.o 

topf Tt^orr"eci''s^?b‘'etag S 

SPECIAL FEATURES 

oTSnl 

*“ji?cation of crosshead. 

no^di?"*^ dnven entirely encased, no danger— 

surphiiK>wer^°‘°''" Kepulsion-Induction type with 

i«S?ISEl'“™"«assss!i 

No'^stSfltog compressor. 

Machine cut gears entirely enclosed, 
tion ^ accessible, making easiest possible installa- 

and 40 Sbt*“ betyreen pressures of 25 

Uni versa! discharge connections. 
hor open tanks use a Float Switch. 


4^- T» SPECIFICATIONS 

Operating Press^. 25 to 40 Lbs. Oyerall Dimensions. 16x16x30 in. High 

PUMPS WITH OPEN TYPE WELL CYLINDERS 



Wood i 


910 I 


PUMPS WITH CLOSED TYPE WELL CYLINDERS 



■Mncnr ak - ” i ^ ^8 I ’ I 1 

NOTE.-Above pumps oqmpped with 110 and 220 Volt Alternating Current Motors. 

SPECIAL DEEP WELL PUMPS EQUIPPED WITH DIRECT CURRENT MOTORS 
for farm LIGHTING PLANTS 

m o'rdeS-Io2.h~"‘= l^our. 

Of weU casing. Also give volteg®eWDS-S"&enT‘^ diameter 
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DEEP WELL PUMP 



No. 3000 Deep Well Pumps furnish the equivalent of City Water Service to the town, 
suburban or farm home where electric current is obtainable. They are for wells ranging in 

depth from 35 feet to 500 feet below the surface of 
the ground. 

Pump capacities range from 233 gallons of water 
per hour at 500-foot depth to 1143 gallons at 35- 
foot depth. 

It is recommended that “DURO” Deep Well 
Pumps be installed in frost-proof pump pits, with 
wooden tops. The correct size being about 6x6 
feet. 5 or 6 feet deep, depending upon the geogra¬ 
phical location. 

SILENT CHAIN DRIVEN 

It is silent chain driven entirely enclosed, no 
danger—ho dirt. It has phosphor bronze bear¬ 
ings and large reservoirs for oil with a wool waste 
oil circulating system, which insures good lubri¬ 
cation for long periods. 

Repulsion-Induction type A. C. Motors regu¬ 
larly furnished with this pump. 

A finished product in every detail, built to with¬ 
stand hard usage. 

SPECIAL FEATURES 

All bearings are phosphor bronze wick oil bear¬ 
ings. 

Automatic Lubrication of Crosshead. 

Each outfit is equipped with reliable Air Com¬ 
pressor. 

Special Differential Plunger furnished to corre¬ 
spond with size of cylinder. 

No Stuffing Box. 

Air Chamber and Improved Discharge Check 
Valve. 

Well Cylinder furnished as part of each equip¬ 
ment. 

Silent Chain Drive. 

All parts accessible making easiest possible 
installation. 

Machine Cut Gears entirely enclosed. 
Automatic Switch, Motor and Air Compressor 
MADF IN ^lyTFFN QI7FQ Connections all made. 

Automatic Switch cuts in at 25 lbs. and cuts 
SHIPPING WEIGHT out at 40 lbs. 

APPROXIMATELY 600 POUNDS Universal Discharge Connections. 


SPECIFICATIONS 

Operating Pressures—25 to 40 Lbs. Overall Dimensions of Pump—19 in. x 19 in. x 50in. high. 


PUMPS WITH OPEN TYPE WELL CYLINDERS 


Size 

No. 

Capac¬ 
ity per 
Hr. in 
Gals. 

Inside 
Dia. 
of Well 

Verti¬ 

cal 

Depth 

to 

1 Water 

Size 

of 

Motor 

Size 

of 

Open 

Type 

Cyl. 

Size 

of 

Closed 

Type 

Cyl. 

Kind and 
Size of 
Sucker 
Rod 

Inside 

Dia. 

Drop 

Pipe 

Size 

Disch. 

Pipe 

3005 

233 1 

“3' 1 

1 300' 1 

1 HP 1 

1 1 13/16' 


1 H' Wood 

|~2'““ 


3010 1 

233 1 

3*' 1 

1 500' 1 

IM HP 

1 1 13/16' 1 


1 H' Wood 

1 2' 

13^' 

3015 

350 1 

" 3H' 1 

1 150' 1 

11 HP 1 



1 Vs ' Wood 

1 21^' 

IM' 

3020 1 

350 1 


! 275'“ 1 

HP 

2^" 1 


1 Vs ' Wood 

1 2H' 

IH* 

30251 

525 1 


' 75' 1 

1 HP 

2Ji’ 1 


1 % " Wood 

1 3' 

134' 

“3030 1 

525 1 


125' 1 

1 ^ HP 1 

2^' 


1 Vs ' Wood 

1 3' 

IH' 

“3035 1 

735 1 

5"’ 

40' 1 

1 HP 1 

SH" 


15^' Wood 

1 3H' 


'3040 1 

735 1 

5" 

75'““ 1 

I H HP'I 

3 K 1 

1 

|1 Wood 

1 ’ 3H'“ 

' 134'“ 

304^ 

_980_ 1 

6' 

40' 1 

1 H HP 1 

3^' 1 


f I 'K ' Wood 

1 4' 

134'“ 



PUMPS WITH 

CLOSED TYPE 

WELL CYLINDERS 


5^60 j 

iZ447n 

3" 1 

125' 1 

1 HP 1 


1 2^" 

1 H ' Wood 

1 1 H 


30651_ 4471 

'“3 ' 1 

175' 1 

HP 1 


2J4' 

1 H' Wood 

iy2 ' 


3070 1 

642 1 

3^' 1 

50' 1 

1 HP 1 


3' 

1 Vs ' Wood 

2 ' 

134“'~ 

3075 1 

642 “1 

3H' 1 

100' 1 

lii_HP 1 


3 ' 

HH" Wood 

2' 

134' 

3080 1 

873 1 

4" ““ ' 1 

^ 35 :j 

1 HP 1 


3^' 

llVs" Wood 

2K' 

■^134'' 

3085 1 

873 j 

4*'' 1 

65' 1 

IH HP 1 


3^' 

11 ^ ' Wood 

2^' 

134' 

“3090 1 

1143 1 

4K' 1 

35' 1 

1HP 1 


.. 4' 1 

1 Vs ' Wood 

3' 1 



Cost of Operation.—10 cents for one hour with current at 10 cents per Kw. hour 
In Ordering.—Specify size pump wanted, depth to lowest water level and diameter of well 
casing. Also give voltage if Direct Current. If Alternating Current give voltage and cycles. 
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HEAVY DUTY DEEP WELL PUMPS 


Style 1000 Duro Automatic Electric Deep 
Well Systems were designed especially for use 
in the average size suburban or country home for 
supplymg water for all general purposes. 

“Duro” Automatic Electric Deep 
Well Sy^ems are for the larger suburban or farm 
homes where large quantities of water are desired 
for watermg stock, sprinkhng, etc. 

Deep Well Systems are arranged in 
the most convenient way possible. The connec¬ 
tions between the Automatic Switch, Air Com¬ 
pressor and Motor are all made or provided for, 
I^t of the entire system is easily ac¬ 
cessible, and every detail taken care of in the 
easiest way possible. The automatic switch is 
set to start the pump at 25 pounds and stop at 
Switc^^®’ For open tank use “Duro” Float 


COMPLETE SYSTEM INCLUDES 

^ “Duro” Automatic Deep 

Well Pump complete with cylinder. 

1 “Duro” Special Pneumatic Tank. 

1 Each Water Gauge, Pressure Gauge, Relief 
Valve and Gate Valve. 


TANKS 

complete systems. While it is possible to 
secure tanks in almost any locality which are sup¬ 
posed to be suitable for Pneumatic Service, ^1 
satigfactoij. A poorly made tank 
I unless it is, the system 

Therefore, we strongly recom- 
of the complete systems as 
the tanks furnished with “Duro” Outfits are guar¬ 
anteed to be air tight, and you will be absolutely 
sure of getting the best results. 
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' TLt 1000 SYSTEMS LISTED 
WITH SIX SIZES OF TANKS 

STYLE 3100 SYSTEMS LISTED 
WITH SIX SIZES OF TANKS 


No. 900 Pump made in twenty sizes 
No. 3000 Pump made in sixteen sizes 


Size of 
Complete 
Systems 

Capacity 

of 

Tanks 

Size of Tanks 
in Inches 
Diam., Height 

Overall Dimen¬ 
sions in Inches 
Width, Depth. 
Height 

Shipping Wt., 
Complete 
System 

luuu-A 1 42 gals. 1 16 X 48 i 99 v ^ f;o - 



1000-C 


lOOQ-D 

1000-E 


1000-H 


3100-A 


3100-B 


3100-C 


3100-D 


3100-E 


3100-H 


120 gals. 


220 gals. 


315 gals. 


525 gals. 


42 gals. 

80 gals. 


120 gals. 


220 gals. 


315 gals. 


525 gals. 


20 X 60 


24 X 60 


30 X 72 


36 X 72 


36 X 120 


16 X 48 


20 X 60 


24 X 60 


30 X 72 


36 X 72 


36 X 120 


22 X 42 X 64 


30 X 46 X 64 


36 X 52 X 76 


42 X 58 X 76 


120 X 58 X 40 


25 X 42 X 52 


25 X 46 X 64 


30 X 50 X 64 


36 X 56 X 76 


42 X 62 X 76 


120 X 62 X 40 


425 lbs. 


475 lbs.~ 


675 lbs. 


775 lbs. 


1025 lbs. 


600 lbs. 


650 lbs. 


700 lbs. 


900 lbs. 


1000 lbs. 


1250 lbs. 


‘•‘herwise ordered. Tanks 

AU tanks over capacity of 120 gallons furnished in black only 
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ELECTRIC RAIN WATER PUMPS 


FOR DIRECT PRESSURE SYSTEMS 
No. 120 



C52120 


^ No. 120 Outfit is Automatic, starting and stopping between a fixed pressure 
limit in a closed tank and under absolute control of our Electric Pressure Switch. 

No. 120 is for use with direct pressure system. 

Also is well suited for replacing a troublesome water lift and will operate at 
much less cost. 

Automatic Electric Rain Water Pumps are the most satisfactory and economical 
devices for supplying soft water to the house fixtures. May be operated from the 
light wires with a very small increase in cost for electric current. 

Number 120—Price includes Special Electric Motor for Pump Service, Auto¬ 
matic Electric Switch, Air Attachment, Air Separator, Vacuum Chamber, Pres¬ 
sure Relief Valve, Pipe Unions, 42-gallon copper brazed Tank and all electrical 
connections made up ready to attach to line wires. 

Brackets and Legs—No. 120 is regularly mounted on brackets but when so 
ordered, will be mounted on legs at same price. 

Complete with motor for 32, 110, 220 volt direct current and 110 or 220 volt 
alternating current, any cycle. 


PRICES COMPLETE WITH TANKS 


Pump 

Tank 

System 

No. 

Price Complete 

D. C. or 60 cycle A. C. Motor 

With 1 

Black Tank] 

With 

Galv. Tank 

No. 120, No. 0 

16 X 48—42 gal. 

355-A . 

$129.00 1 

$132.00 

No. 120, No. 1 

18 X 48-53 gal. 

* 356-B . 

154.00 

i 160 00 

No. 120, No. 1 

20 X 60—82 gal. 

356-C . 

164.00 

1 171.00 


_ PRICES COMPLETE EXCEPT WITH OU T TANKS _ 

No. 120, No. 0—Complete except without tank.| $109.00 

No. 120, No. 1—Complete except without tank.| 123.00 


No. 120, No. 0—Complete except without tank.| $109.00 

No. 120, No. 1—Complete except without tank.| 123.00 


SIZES, CAPACITIES, ETC. 


Size 

No. 

Dimensions Connections 

Motor 
H. P. 

Cap. 
Per Hr. 
Gals. 

Disch. 

Head 

Feet 

Against 

Pressure 

Pounds 

Shipping 

Weight 

Pounds 

LeAgth 1 Width | 

Height 1 Sue. | Disch. 

0 

29" 1 10" 1 

18" 1 1 


120 

75 

35 

100 

1 

33" 1 10" 1 

20" 1 1 

1/6 

180 

75 

35 

120 


When ordering, always specify voltage, and if current is alternating, give num¬ 
ber of cycles. 

See page 840 for prices of A. C. Motors other than 60 cycle. 







































































CRANE 


839 


ELECTRIC SHALLOW WELL PUMPS 

FOR DIRECT PRESSURE 
NO. 130 





NO. 130 SIZE NO. 3 CAPACITY. 210 GALLONS PER HOUR 


Price, with LH -2 Motor, 32, 110 or 220 Volts D C or A O fi n -sri o. 

Price, with LH -2 Motor. A. C. for any Cycle other than ^0.. . '. ’/. . W .^ 151 ' qq 

— “*3 0 SIZE NO. 5 CAPACITY. 360 GALLONS PER HOUR 

Price, with H-5 Motor, 32, 110 or 220 Volts D n or A n an 
Price, with H-5 Motor, A, C., for any Cycle other than ^ ' ;; ;; ; ; ; 


NO. 130 DUPLEX SIZE NO. 7 CAPACITY. 720 GALLONS PER HOUR 


^ g-1 ^ - .3298.00 

valve:toiletr L,nd P-aure relief 


Size No. 

Pipe Sizes, Inches 

Dimensions, Inches 

Shipping 

Weight 

Pounds 

buction 

Discharge 

Length 

Width 

Height 

3 

5 

7 

H 

1 

V4 

y2 

33 

41 

52 

10 

13 

13 

24 

27 

31 

150 

225 

300 


Tank not included in above prices. 


cycled''® fo^ 110 or 220 volte. If current ie alternating, give number of 
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COMPLETE WATER SUPPLY SYSTEMS 

FOR WATER SUPPLY IN RESIDENCES 

FOR EITHER RAIN OR WELL WATER 

No. 267 



TL pressure water supply system designed especially to fill the demand for a com- 

^ absolutely reliable outfit which may be used for supplying the house fixtures with 
soft water, or for general water service, from a well spring, or any other »urSi of watosSppTwhlm 

the vertical depth to water does not exceed 22 feet. For 
vertical depths in excess of 22 feet use a Deep Well Pump. 

No. 267 operates automatically, starting and stopping 
between a fixed pressure limit in a closed tank and under 
absolute control of our Electric Pressure Switch. 


FOR PUMPING SOFT WATER 

The smaller size outfits may be used for supplying rain 
water to the fixtures in the bathroom, laundry, kitchen, etc. 


FOR GENERAL WATER SUPPLY 

The medium and larger size outfits are best adapted for 
well water service, especially if lawn sprinkling will be in¬ 
cluded in the requirements. 

No. 267 price includes: 

Pump, 

Special Electric Motor. 

Automatic Pressure Switch. 

Special Quality Tank. 

Air Attachment. 

Relief Valve. 

Pressure Gauge. 

Stop Valve. 

Floor plate with 120-gallon tank and under. 

Water glass and fittings shown in illustration. 

All electrical connections made up ready to attach to 
line wires. 
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PRIVATE LIGHTING PLANTS 


PLANto'^'^ electric pumps are also especially adapted for use with 32 Volt FARM LIGHTING 


SIZES, CAPACITIES, PRICES, ETC. 


Size 

No. 

H. P. 
Motor 

Pump 
Gal. 
per Hr. 

Tank 

Gal. 

Cap. 

Dimensions—Inches 

Shipping 

Weight 

Price 

with 

Blk. Tank 

Complete 

with 

Galv. Tank 

Sue. 

Diseb. 

Hgt. 

Width 

Depth 

267-E-2 

267-E-3 

267-E-4 

267-F-4 

267-F-6 

267-F-8 

267-G-8 

267-G-lO 

H 

Vs 

H 

H 

H 

H 

Vs 

120 

180 

120 

210 

210 

210 

360 

360 

42 

53 

82 

82 

120 

220 

220 

315 

H 

H 

H 

H 

H 

H 

1 

1 

K 

H 

H 

48 

50 

63 

63 

63 

75 

75 

75 

23 

25 

23 

32 

32 

32 

36 

36 

28 

30 

32 

32 

36 

40 

44 

48 

240 

300 

300 

370 

430 

480 

520 

700 

$143.00 

170.00 

158.00 

184.00 

202.00 

207.00 

248.00 

268.00 

$146.00 

175.00 

165.00 

191.00 

210.00 

218.00 


NOTICE 




I- 

f 

I 

i 


4- 




4 

'f 


I 


I 




$ 




The above prices are for Fig. 267 complete with motor for 32 110 or 220 voltes 
$22.to’; 720 ISr^mps,'*2Vm *20 00; 360 gal. pumps, 

IfcIre?tlJATtS&iSrS^ 
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WESTCO TANKLESS SYSTEMS 



C 51510 


GENERAL SPECIFICATIONS 

Ball Tlu-iist C?utboard*Bear?i^^^ Covers; Bronze Impellers; Monel Metal Shafts; 

SerWce”^^^^^ Switches.—Perfected Westco, designed and built especially for Westco System 

noiseless. Westco design. 

Finish.—Black Enamef Bases^Mnt^r^ Base, as shown, 

exposed parts made to avoid rust w corro^?on!^°*^^^^®®^°^ Tanks; material and finish of all 


PRICE LIST 


No. 

Sys¬ 

tem 


Size 

Suc¬ 

tion 


i Mini¬ 

mum 
Ca¬ 
pacity 


Max¬ 

imum 
Ca 

pa.Uy H.P. 


40 I 1^ I 200 I .^.»sn’l 


Motor Specifications 


Volts CyclelPhase I I Speed 


40 I r I 200 I .^.^n r 

'41 I 1*" I H ''\ 200 I 350 I 


Price 

with 

Bronze 

Pump 


Approx. 

Ship- 


BO ISgle. |A.(J. I 1750 | S175.00 I l.^^rihT 


*45 


I 1 * I H'l 400 i 600 I 


*50 jlH'll'' 


^_\ir 4 '\L’ I 700 I inon i i rT ini m i ■:! IT ■ ^n) los. 

^•I.~ReDUlsion-Tndiipt.inntypoiv/| ^^^r„!^^^ I g ■ I • C. | 1750 | 525.00 | 325 lbs. 


m I 17& U I 175.00 I isSJbS- 

.^iLil ^ou lagie, lA.C, j 17 50 I 210.m I I7nih. ' 

^1 llui ou lagie. lA. c. I i 7 .^n i 97.; rv> | 17011,3- 


I 
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WATER SYSTEM ACCESSORIES 

FRESH WATER SERVICE 

No. 17 



By the use of the Fresh Water Attachment, water may be had direct from the 
well independent of the storage tank giving a supply of cool, fresh water at one 
or more fixtures for drinking or cooking purposes. 


NUMBER 

Size 

Inches 

Price 

i7-A.1 

^ ! 

$2.00 

17-B.1 


[ 2.50 

17-C.1 

1 1 

3.75 " 


WATER PRESSURE RELIEF VALVE 

These Pressure Relief Valves are especially suitable 
for use on closed Hot Water Systems and Pneumatic 
Water Supply Systems as a protection against accident 
due to excessive pressure in the systems from any cause. 
Also, ^ they will absolutely safeguard small Electric 
Pumping Systems against overload in case the automatic 
device fails to operate. 

They operate at a very close range of 10 pounds. In 
this particular they are not like other valves on the 
market which have a range of 50 or 60 pounds between 
the time they start to open until they are open full. 
This feature makes these Valves especially valuable for 
the service intended. 

These Relief Valves are made non-ad jus table. They 
are all regularly set to open at 70 pounds, although they 
can be made to operate at pressure from 35 to 100 pounds. 



C 51712 

INSTALLATION 


This Relief Valve is easily installed. Simply insert a tee on the leg of the 
hot water line where the waste can easily be piped to the sink or sewer. 

Note—Never install a Relief Valve on top of the range boiler. 
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PNEUMATIC WATER SUPPLY SYSTEMS 


PRESSURE GAUGE 



WATER GAUGE 


tank trimmings, etc. 

The necessary trimmings 
for the proper installation of 
the pressure tank are water 
gauge, pressure gauge, relief 
valve and check valve. 

Horizontal tanks are 
tapped for 3^-inch water 
gauge connections in concave 
head. 

The pressure gauge con¬ 
nection should not be made 
into the shell of the tank, 
but into the service connec¬ 
tion from it by means of a 
tee. 

The relief valve should be 
placed on discharge pipe on 
a system where a windmill 
or gasoline engine is used for 
pumping, and should be set 
to relieve at 70 pounds. 

The check valve is placed 
between pump and tank. A 
gate or globe valve should 
also be placed between the 
check valve and tank, so 
that tank can be shut off if 
it becomes necessary to 
repair check valve, or for 
any other reason. 


__PRICES 

mssure Gauge 3^ Inches Diam eter t. __ 

Pressure Gauge Inches Diameter ~ ■ 

Pressur e Gauge 5 Inches Diameter .. . -1^- 

VVater Gauge Inch Nize. . 

Kelief Valve, Brass Fini sh, M Inch..... ^ ~ ,Q nn- 

^ef Valve, Iron (not illustrated), % Inch.. o'n« 

Check Valve, Brass, 1 Inch.. —. 

Valve, Bras s, iM Inch. : :SI IT. 

^ck Valve, Iron, Inch.::::::::::::::::::::::' 



BRASS CHECK VALVE 
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PNEUMATIC PRESSURE TANKS 

FOR DOMESTIC WATER SUPPLY SYSTEMS 


tested to 125 POUNDS AIR PRESSURE AND GUARANTEED FOR WORKING PRESSURES NOT 
EXCEEDING 75 POUNDS TO THE SQUARE INCH. HEADS DISHED TO A RADIUS EQUAL 
THE DIAMETER OF THE SHELL. LONGITUDINAL SEAMS DOUBLE RIVETED 
LAP JOINTS. FURNISHED REGULARLY WITH PRESSED STEEL 
FLANGES, AT ALL OPENINGS. AS SHOWN 



C 51600 


MANUFACTURERS* 


PNEUMATIC TANKS 

STANDARD LIST, REVISED JANUARY 1ST, 1920 


Size 

Approximate 
Capacity 
United States 
Gallons 

Approximate 

Weight 

LIST 

PRICE 

Diameter 

Inches 

Length 

Feet 

24 

1 5 

' 120 

390 

S120.00 

24 1 

1 6 

1 140 

440 

135.00 

24 1 

10 

! 245 

660 

! 204.00 

30 1 

' 6 1 

220 

590 1 

172.00 

30 ! 

8 1 

295 

720 1 

212.00 

30 ! 

10 1 

365 

850 1 

244.00 

36 1 

6 i 

315 

730 1 

205.00 

36 1 

8 1 

420 

890 1 

255.00 

36 1 

10 1 

525 

1050 1 

295.00 

36 1 

12 ! 

630 

1200 ! 

3.30.00 

36 1 

14 1 

735 

1380 1 

380.00 

42 1 

8 ! 

575 

1370 ! 

365.00 

42 1 

10 1 

720 

1630 1 

425.00 

42 1 

12 1 

865 

1880 1 

480.00 

42 1 

14 1 

1000 

2150 1 

545.00 

48 1 

10 1 

940 

1930 1 

490.00 

48 1 

14 1 

1300 

2540 1 

620.00 

48 1 

16 i 

1500 

2830 1 

690.00 

48 1 

/IQ 1 

20 1 

04 1 

1880 

3440 1 

835.00 


2260 ! 4018 I 965.00 


All toks 6 feet or less in length are tapped for use in horizontal or vertical posi- 
tion. Tanks longer than 6 feet, regularly tapped for horizontal use, but when so 
specified, will be tapped for vertical use. 

Ta^ 30 inches diameter are tapped 1 inch, I. P. S.; 36 and 42 inches 

diameter, 1^ inch I. P. S.; 48 inches diameter inch I. P. S. 

2^mch Horizontal Pneumatic Pressure Tanks tapped for J^xl2-inch Water Gauge 
30-poh Horpontal Pneumatic Pressure Tanks tapped for J^xl4-inch Water Gauge! 
u Horizontal ^eumatic Pressure Tanks tapped for Jixl6-inch Water Gauge 
Horizontal Pneumatic Pressure Tanks tapped for Hx20-inch Water Gauge. 
48-mch Horizontal Pneumatic Pressure Tanks tapped for i^x24-inch Water Gauge 
6 foot Vertical Pneumatic Pre^ure Tanks tapped for J^xl6-inch Water Gauge. 
Galvanized tanks can be furnished when so desired at extra charge. 
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HOUSE TANKS 

AUTOMATIC PRESSURE HOUSE TANKS FOR COLD WATER 



C 61650 

It CM be'^setTt^any ci^enienf 

system. It is not neLssary that ?t sTonlH^h water 

the water is forced the entire distanc? *^ ^ 

top!^iffs^‘onstan%^inXti^^^ *’"**®“ "“t at 

heads whi^^ar^ca^A>nn^^*'^^*^®*^-J*^j*' seam, securely riveted. The 

TwItalfsnrovideHwWt'^P""^^ *“g® attaching tLk to wall, 

down and washed out when nLessary.**”'^^ bottom and can be taken 

steady ^m'S'water**' ^hei^^pf^ permits the air to enter freely, which insures a 

pass through tank to the 

certain pressure ^It h 9 s^no*i *“ bne pipe in well, pd is so arranged as to open at 

extreme'^pressure wherironer °!, «' 

should the line Dine bpeniT>p «Kc+ ^ * S I®insures against bursting. 
Each tankls^WoS * f obstructed by freezing or otherwise. 

Built in nni^ tested to two hundred pounds pressure. 

of two Lsh^gs®*"" pipe, changed to M inch by the use 

sinSkiicheT'**®*^ ^ ®“ ^®'’ attaching to wall, usually over a 

U. S Patent No. 631604, dated Aug. 

valve and nickel plated bibb cock «17 on 

Capacity, 24 gallons. Shipping weight, 100 pounds. .® 























846 


CRANE 



LUITWIELER NON-PULSATING PUMPING 

PNr;iNPc 


On the Luitwieler ^mping Engine the pulley is placed low, and the application 
of power IS thus near the base of the machine, insuring stability. Our Belt Driven 
Pumps may be used with tight and loose pulleys, or with friction clutch pulleys 
or friction clutch couplings when operated in connection with line shaft or gas 
engine. When operated by electric motor or steam engine, belt driven one plain 
pulley only is required, as having a balanced mechanism the Pump will start in 
any position automatically. 

With the Luitwieler Belt Driven Pump no fly wheel is required. Luitwieler 
Pumps show a neat mechanical design, are automatically oiled, and having no 
dead centers or pulsating movements, do not require any pit or dug compartment 
(With pulsating pumps pits are often used for the ground to take the shock of the 
pulsation.) 

Luitwieler Pumps are mounted on sliding base rails which are fastened to the 
foundation and with no foundation bolts projecting above the surface of the rails. 

The Luitwieler System applies the power both uniformly and constantly, so 
that a check valve on the working barrel is neither required nor desirable and 
thus further eliminating friction loss of power. 

Pumps in 10 sizes. Working Barrels in 35 sizes. 
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LUITWIELER NON-PULSATING PUMPING 
ENGINES 



C S2212 


SILENT CHAIN DRIVEN ELECTRIC PUMP 


All gears and sprockets are machine cut. The snrockets inH „„ 
mth a metal guard, and the chain runs in a bath of oil Pump k oded enr®''®*'^ 
ically by a Luitwieler Mechanical Lubricator. ’ ^ ° automat- 

This pumping unit is desirable for most efficient serviVo or.^ 
running, as for country homes, hospitals, institutions, etc ^ 

iNo Check Valve is required on the working barrel. 

Pumps in 10 sizes. Working Barrels in 35 sizes. 
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LUITWIELER NON-PULSATING PUMPING 
ENGINES 



C 52214 


DIRECT GEARED ELECTRIC PUMP 


The sliding base rails are bolted to the concrete, or timbers, or other foundation. 
A cast iron extended base is machined, accurately fitted and bolted to both pump¬ 
ing engine and base rails in a mechanical, self-contained unit, all on one foundation. 

The electric motor is fitted and doweled to the base, insuring accurate alignment 
of gears at all times. All gears are machine cut. Motor shaft is fitted with a 
noiseless micarta pinion. 

This transmission insures against loss of power by slippage and may be lubri¬ 
cated the same as any gears. 

This pumping unit is very popular, both to the operator and to the man who pays 
the bills for power and maintenance. 

It is economical and durable and requires little attention. The pump is lubri¬ 
cated automatically, and is always ready for instant service when the electric 
switch is thrown in. 

The combination is simple to operate, has few moving parts, pulls a constant 
load and delivers a steady stream. 

No check valve on the working barrel is required or desirable. 

Pumps in 10 sizes. Working Barrels in 35 sizes. 
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MYERS SELF-OILING 
BULLDOZER POWER PUMP 

PATENT applied FOR 




"" ‘'S"A‘!SuLdgV"'’"'« 

Br«,. H..o„ Eod, «"■. „ „ 

maximum capacity 1000 GAI irtMe c.rr> ...^ ^ 


613 


maximum <^APA|1T;;1000 ^ HOUR AT 70 R. P. mV 

fn.Bfass Lined Cylinder' r4TlK^irT-'1r‘' '"h Chamber, 3 x 4 

Brass Piston Rod, Suction and Dischlrle 1in Tfaf 

MAYlMIlAii A ___ 


80. 


615 


maximum capacity 2000 HOU, 33 , ^ * 

imlSs Lined CylinderfeTrirTisht^^'d^T "™'"^^^^ 
Brass Covered Piston Rod, Suction ard WscharS Tk'^ 105 

1 4* bS lS Cyrnderre x^4 Z Ti^t. 


5 X 5 in Bra“ lined CyUnde7ffi v 4 ^^ Chamber, 

MAXIMUM CAPACITY 4500 GALLONC pro ___ 


616 


190. 


618 


fn-'lfali Lined Cylfnder 2^^TnTirhl^ ''dT““ Chamber, 6x6 
tion and Discharge H list ^ ^°°®® Pulleys, Suc- 

maximum ‘CAPACITY 9000 „ ' 

Cuum Smf,e®“8trLT"' 6 to 1 , with 
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MYERS BULLDOZER POWER WORKING HEAD 


STATE SIZE SUCTION WANTED. 

ENTIRE HEIGHT, 59 INCHES. FLOOR 
SPACE, 36x26 INCHES. 

This working head is built especially for deep 
well work. Its construction insures great Lift¬ 
ing Power, Strength and Capacity. 

The Gears are located to one side, so that the 
work is done on the direct upward motion, the 
Piston passing down on the Angle. 

This working head is so constructed that by 
uncoupling the Piston and removing the Piston 
Rod, a 4-inch Plunger can be withdrawn 
through the head. The Well Pipe is attached 
to a Pipe Flange located below the A i r 
Chamber, hence any size Pipe, from 2-inch Pipe 
to 434-inch Casing can be used by changing the 
Flanges. The Pipe can be withdrawn through 
the Base. 

Will raise water 250 feet. Should be run not 
over 35 revolutions per minute and less on deep 
wells. 


No. 359 

BACK GEARED 5 TO 1 

ELEVATION AND H. P. REQUIRED UNDER DIFFERENT CONDITIONS. 


C 55222 


WITH MACHINE CUT GEARS. 


Diameter Cylinder. . . . 

1 214 ’ 1 3" 1 SVz" 1 4' 1 4^’'! 

5'^ 

1 

Feet Elevation. 

1 800 1 600 1 400 1 350 \ 250 | 

200 

1 150 f 

H. P. Required. 

15 1 5^ 1 5 1 5^ 1 5 1 

5 

1 o3^f; 


PRICE LIST 


1 

-Of 

No. 359. Bulldozer Power Working Head, with 5, 734 and 10 inch stroke, 

without Cylinder or Pipe (state size of Well Pipe to be used.).. .Price 

$80.00 ■ 

FLOOR SPACE, 47 x 38 
SPEED, ELEVATION 

No. 364 t 

BACK GEARED 8 TO 1 

INCHES; ENTI RE HEIGHT ON LONG STROKE, 82 INCHES. 
AND H. P. REQUI RED UNDER DIFFERENT CONDITIONS.'^ 

Diameter of Cylinder. 

.13" 1 4" 1 5" 1 6' 1 

7" ! 

1 8" 1 

Feet Elevation. 

.1 900 1 600 1 400 1 250 1 

200 

1 150l 

H. P. Required. 

.i 9 1 m \ 10 19 1 

10 1 

10 * 

Maximum Speed: 16-inch Stroke, 30 Rev.; 20-inch Stroke, 25 Rev. of 

Power based on 20-inch Stroke. 

PRICE LIST 

Plunger. 


No. 364. ^ . 

6x24 inch Pulleys, Machine Cut Gear, without Cylinder or Pipe (state 
size of Well Pipe to be used.)...Price 
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THE MYERS SELF-OILING DEEP WELL 
WORKING HEAD 


ALL MOVING PARTS ENCLOSED. MACHINE CUT GEARS 
FOR TUBULAR OR OPEN WELLS 

BACK GEARED 7 TO 1. 6-INCH STROKE 


FOR OPEN TANK WORK 

POWER REQUIRED. H H. P. MOTOR OR 1 H. P. GAS ENGINE 



Floor space 17'x22"'x22 


C 55226 


No. 650 


FOR CONTINUOUS OPERATION 
24 HOURS A DAY WITHOUT 
ATTENTION 


No. 650M 


design. Will rim^coB^tantly^ 2*4 hou^a^dav^withonf® Bulld 9 zer Working Heaa, our latest 
designed to meet the needs of without attention (oils itself). This head i«? 

Suburban or Village Cm<S! “ Country Estots! 

of water is required from a source of ^pply SyoSl^’demf. ^ moderate amount 

fitted with Tight and Lmise a Suction Pump. 


[ Head, our latest 




Single Pulley and Belt 


PRICE LIST 



1 $50 00 

ener. Without ll^tor Belt orAS'* Tight- 

Plank for above Pumps. -——-. 

1 55.00 


1 5.00 

Qf\ r\r\ 

Tight Pulley only’ISd B^t Tfeh”tener*‘’]Pric'lf ^ 

oU. UU 

90.00 

88.00 


Tight Pulley only and Belt Tightener ^ 3-inch 

98 00 

Motors, price on application. 



enclosed GEARS COMPLY WITH MINNESOTA LAWS. 
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THE MYERS SELF-OILING BULLDOZER DEEP 
WELL WORKING HEAD 

ALL MOVING PARTS ENCLOSED. MACHINE CUT GEARS. BACK GEARED 

SEVEN TO ONE. 

12 AND 18 INCH STROKE. 


FOR CONTINUOUS OPERATION WITHOUT ATTENTION. 

No.665 



8 H. P. MAXIMUM 


The Myers Self-Oiling Bulldozer Working Head, our latest design, will run 
continuously 24 hours a day without attention (oils itself). Is designed to meet 
the needs of Manufacturing Plants, Mines, Village Water Works, Apartment 
Houses, Hotels, etc., where water is required from a source of supply beyond the 
depth of a Suction Pump. 

Regularly fitted with Tight and Loose Pulleys for Engine Drive. Large single 
Pulley and Belt Tightener for Electric Drive. Back Geared seven to one. 

Anti-Freezing Set Length.—Furnished with any of these working Heads at an 
extra price as specified. 


PRICE LIST 


No. 660. Myers Self-Oiling Bulldozer Power Working Hea^ 12-inch 

stroke; with 20x4-inch Tight and Loose Pulleys, Without Air Chamber, 
tapped for 4-inch Suction and 3-inch Discharge Pipe, can be bushed for 
smaller size. (State size of well pipe to be used.).Price 

$115.00 

No. 660M. For Electric Drive; has 30x4" Pulley and Belt Tightener. 

128.00 

Air Chamber for No. 660, extra. Adds to the list. 

12.50 

No. 665. Myers Self-Oiling Bulldozer Power Working Head, 18-inch 

stroke; with 24x5-inch Tight and Loose Pulleys, Without Air Chamber, 
tapped for 6-inch Suction and 4-inch Discharge Pipe, can be bushed for 
smaller size. (State size of well pipe to be used). (Motor and Belt not 
included.).Price 

230.00 

No. 665M. For Electric Drive; has 36x5" Pulley and Belt Tightener. 

250.00 

Air Chamber for No. 665, extra. Adds to the list. 

19.00 


ENCLOSED GEARS COMPLY WITH MINNESOTA LAWS. 
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POWER ROTARY FORCE PUMP ON FRAME 

arranged with tight and loose pulleys 



C 55620 


bitt-linedPxL!“the ^'th bab- 

to adm:t the use of a balance wheel, Lt this o^X"eS 

of any kind are req^idrTd-^is^constructed^to^ ^ quantity of water or liquids 

Will draw water fifteen feet and force to an elevation of 100 feet, 
pipe can be conLctedTcw^efevatfn'^l^wrter'^'F’^*^”'^ 

should be used, and when intended^for hnf acids, bronze pumps 

check valves. intended for hot liquids, they should have metallic 

Extra charge for balance wheel. 



•Bronze pumps have all parts coming in contact with liquid made of bronze. 

RATIO OF SPEED FROM 100 TO 200 REVOLUTIONS PER MINUTE 
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BLACKMER POWER PUMP ON BASE 


TIGHT AND LOOSE PULLEYS 



C 55614 


This cut illustrates our solid belt driven pumps No. 0, No. 1, No. 2, No. 3, No. 4, No. 6 
Special. 


SPECIFICATIONS 

REGULAR PUMPS 


No. 

Pipe 

Connec¬ 

tions 

Size of 
Pulleys 
Inches 

Rev. 

Per 

Minute 

Gal. 

Per 

Minute 

Suction 

Lift 

Feet 

Maxi- 1 

mum 

Pressure 

Lbs. 

Ship- 

Weight 

1 Lbs. 

Floor 

Space 

Inches 

0 


4x1 

600 


2 

75 

20 

4 X 12 

1 

H 

6 X 2 i 

1 500 

12 

10 

75 

45 

10 X 21 

2 

1 

6 X 2 1 

1 500 

20 

10 

75 

55 

10 X 21 

3 

1^ 

10x3 1 

1 400 

35 

12 

75 

120 

12 x31 

4 

2 

10 X 3 1 

1 430 

50 

12 

75 

130 

1 12 X 3l' 

6 


*16 X 4 1 

1 250 

100 

15 

75 

350 

1 16x40 

6 Special 

2 

12 X 4 1 

1 250 

100 

15 

40 

260 

1 14 X 36 


All power pumps are equipped with tight and loose pulleys. 

All sizes No. 6 and smaller are furnished regular with bronze buckets. 

Sizes 0, 1,3,6 Special, 5, 7, 9, 11, 01, 02, 03, are made in solid type only. 

Sizes 2, 4, 6, 8 are made in both soUd and lined types. The lined 2 has no discs. 

Sizes 10 and 12 are made in hned type only. 

Sizes 0 and 11 are made in bronze only. 

Size 6 Special is made in iron only. 

Sizes 1, 2, 3, 4, 5, 6, 7, 8, 9, 01, 02, 03, are made in both solid iron and solid bronze. 
Sizes 2, 4, 6, 8, 10, 12 are made in iron iron hned, iron bronze lined and bronze bronze 
lined. 

Blackmer Pumps are made to pump ah hquids. 



C 55616 


PUMP WITH ELECTRIC DRIVE 
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SANITARY PUMPS FOR DAIRY AND 


FOOD PRODUCTS 



C 55670 

OPEN VIEW READY FOR CLEANING 


These Dairy Pumps have all the advantages of the Blackmer Rotary Pumps, 
with a minimum of power required. 

Made in either iron or bronze, with tight and loose pulleys. 

Iney are sanitary, are easily and quickly taken apart and cleaned. No sharp 
angles or difficult places to get at. 

Do not get out of order. 

Any one can handle them. 

There are no springs, no adjustments. 

As the Pump wears, the Buckets drop out a little farther, maintaining at all 
times the full efficiency. 

The principle wear cornes on the Buckets. When these wear down you can 
^ Buckets at a triffiing cost and your Pump is again ready for a long term 
or usefulness. 

Packing is next to nothing, as there is no Packing used except in 
^ glands, and as the shaft has a rotary movement, this will last a long time. 
Inere is no Unsanitary Rubber Packing in these Pumps. 

Prices on repairs are arranged so one can buy a Pump by pieces and it would 
cost no more than the Assembled Pump. 

Punaps are also made ready to receive sanitary connections. Prices 
the same. 

The acid resisting bronze used in these Pumps is made to our special formula, 
deyelcyed by twenty years^ experience. It is not affected by most acids contained 
in tood and dairy products. It contains no zinc. 


SANITARY PUMPS 


No. 

Pipe 

Connec¬ 

tions 

Size of 

Pulleys 

Inches 

Rev. 
Per 1 
Minute | 

1 Gallons 

1 Per 

1 Minute 

Suction 

Lift 

Feet 

Max’um 

Pressure 

Lbs. 

Ship’ing 

Weight 

Lbs. 

Floor 

Space 

Inches 

11 

1 

4x1 

700 1 

4^ 


40 

20 

4x12 

01 

1 

6 x2 

500 

' 16 

8 

40 

45 

8x16 

02 

1 }^ 

10 x2 

350 1 

30 

10 

40 

75 

10x23~ 

03 

2 

12x4 

200 1 

80 

12 

40 

240 

12x33 


Sanitary Pumps have belt shifters. 


Sanitary Pumps are made in solid type only. 

Sizes 01, 02, 03, are made in both solid iron and solid bronze. 
Size 11 is made in solid bronze only. 
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CENTRIFUGAL PUMPS 


Fig. 1902 

Fig. 1902 is a Standard Side Suction Centrifugal 
Pump. The case or shell is of the solid type, very heavy, 
and the runner of large diameter, adapting the pump for 
slow speed. 

The shaft is large and the bearings are generously pro¬ 
portioned, an ample stuffing box and gland being pro¬ 
vided. All pumps No. 1K and larger are provided with 
two self-oiling bearings. All parts are accurately inter¬ 
changeable and any part can be ready duplicated. 



FIG. 1902—SIZES, CAPACITIES, PRICES, ETC. 


No. 

Pump 

Economical 

Capacity 

Minute 

Size of Pipe 

Pulley 

Price 

Iron 

Price 

Brass 

Discharge 

! Suction 

Diam. 

Face 

M 

10 Gallons 

M in. 

1 in. 

3 in. 

2 in. 

$25.00 


1 

30 Gallons 

1 in. 

IH in. 

4 in. 

3 in. 

30.00 

$35.00 


70 Gallons 

IH in. 

2 in. 

5 in. 

5 in. 

45.00 

75.00 

IM 

90 Gallons 

2 in. 

2 H in. 

6 in. 

5 in. 

60.00 

100.00 

2 

120 Gallons 

2 in. 

3 in. 

6 in. 

6 in. 

75.00 

140,09 

2H 

185 Gallons 

2 J^ in. 

3H in. 

7 in. 

6 ' in. 

90.00 

165 00 

3 

265 Gallons 

3 in. 

4 in. 

7 in. 

8 in. 

110.00 

200.00 

3H 

360 Gallons 

3H in. 

4 3^ in 

8 in 

8 in 

120.00 

230.00 

4 

470 Gallons 

4 in 

5 in. 

10 in. 

8 in. 

130.00 

250.00 

5 

735 Gallons 

5 in. 

6 in. 

10 in. 

10 in. 

165.00 

410.00 

6 

1060 Gallons 

6 in. 

8 in. 

14 in. 

12 in. 

225.00 

600.00 

8 

2000 Gallons 

8 in. 

10 in. 

20 in. 

12 in. 

310.00 



FIG. 1906 

Fig. 1906 is the Fig. 1902 Side Suction Centrifugal 
Pump, arranged for motor drive and directly connected 
to an electric motor. The smaller sizes have both pump 
and motor mounted on a cast iron bed plate, while the 
larger sizes have a light steel frame provided instead of a 
cast iron base. 



FIG. 1906 — SIZES, CAPACITIES, PRICES, ETC. 


No. 

Pump 

Economical Capacity 
Minute 

Price 

Iron 

1 

Brass Fitted 
Extra 

1 

Price 

1 Brass 


5- 10 Gallons 

$60.00 

$ 5.00 

$65.00 

1 

10 - 30 Gallons 

70.00 

6.00 

70.00 


50- 70 Gallons 

80.00 

15.00 

110.00 

IM 

70- 90 Gallons 

110.00 

18.00 

140.00 

2 

100- 120 Gallons 

140.00 

22.00 

190.00 

2 H 

150- 185 Gallons 

160.00 

27.00 

220.00 

3 

225- 265 Gallons 

180 . 00 

30.00 

260.00 

33^ 

300- 360 Gallons 

190.00 

40.00 

290.00 

4 

400- 470 Gallons 

210.00 

48.00 

315.00 

5 

600- 735 Gallons 

250.00 

72.00 

500.00 

6 

900-1060 Gallons 

320 00 

108.00 


8 

1800-2000 Gallons 

410.00 

130.00 



Prices are for pump complete with frame to receive motor, but do not include motor. 
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CENTRIFUGAL BILGE PUMPS 



C 46150 


Electric Centrifugal Bilge Pump for pumping sewage, drain- 
mg basements, etc. It is entirely automatic in its action, and, as the shell 

is cont^onlHV^ pi*iming is necessary. The motor 

IS controlled by a float so arranged that the motor starts automatically when the 
reaches a given height in the pit, stopping when it is empty. Our standard 
outfit covers float switch mounted on pit cover as shown in cut. When so desired 
can provide float switch with accessories for wall mounting. In our construc¬ 
tion, the pump, discharge pipe, etc., are supported from the pitcover, so that 
this^pit ccTver removed for inspection or repair by simply lifting 

The pit may be of iron, brick or concrete at will. 

We are prepared to build outfits of any capacity to suit any conditions. We 
solicit inquiries which should state the character and amount of liquid to be 
pumped, together with the diameter and depth of pit, total height to which the 
liquia IS to be raised, voltage and kind of electric current. 


SIZES, CAPACITIES, ETC. 

No. 0 Capacity 30- 50 gallons per minute. 

No. 1 Capacity 50-100 gallons per minute. 

No. 2 Capacity 125-200 gallons per minute. 

No. 3 Capacity 250-400 gallons per minute. 

Price covers outfit complete, as shown in illustration, for intermittent service, 
but does not include pit. 

Regular construction is for a pit 5 feet in depth, and 36 inch inside diameter 
tor sizes No. 0, 1 and 2; and 40 inch inside diameter for size No. 3. 

Pumps arranged for pits more than five feet in depth will be charged extra. 
Prices on special steel pits on application. 
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No. 

Stroke 

Inches 

Suction, 
Iron Pipe, 
Inches 

Approx. 
Capacity 
per Hour 
Gallons 

Fig. 1222 

Fig. 1223 

Approx. 
Weight 
in Lbs. 

1 

Price 

1 

Approx. 
Weight 
in Lbs. 

Price 

2 

3 1 


1800 

115 1 

$20.60 

127 

$23.75 

3 

3 1 

I 3 

3500 

170 1 

1 26.85 

178 

30.60 

4 

4 1 

4 

6000 

256 1 

1 45.60 

266 

50.00 


GOULDS DIAPHRAGM SUCTION PUMPS 


C 55804. In this Pump the suction hose attachment is at the side. It is cut 
for iron pipe thread, which is the thread used on commercial hose couplings. 
The suction can be cut to special hose gauge, however, if desired. 

The Diaphragm is made of the best quality of rubber and is guaranteed to stand 
hard service. The Suction Valve is of metal, rubber faced and easily removed. 
It rests on an inclined seat and therefore offers the least obstruction to the passage 
of semi-fluid or solid matter. The Waterways are large and permit an easy flow 
of fluid. The Lever is made of wrought iron and is reversible; it can be used 
vertically or horizontally from either side or the back of the pump. This is the 
type most widely used by contractors and builders who have to pump out 
excavations. 

C 55806. The same as C 55804, except that the Suction Pipe connection is made 
at the bottom instead of the side. This Pump is used widely for bilge pumping, 
but is also suitable for the same service as C 55804. 

Both of these Pumps can be operated by gasoline engine. 


FIGS. 1222 AND 1223 





























CRANE 


859 



RIFE HYDRAULIC RAMS 

Hydraulic Ram is an automatic device by 
which the fall of a comparatively large volume of water 
furnishes power to raise a part to a height greater than 
that ot the source, by taking advantage of the weight and 
flow of the water. It is able to do .this by utilizing a 
principle which is commonly known, as‘V water hammer ’’ 
It IS mechanically the simplest, md^t efficient, most dur¬ 
able and least expensive self-contained pumping unit 
known. The principle of operation 
of the hydraulic ram is comparable 
with that of driving a nail into a 
piece of Avood y^ith a hammer. It 
would be impossible to push the 
nail into a piece of hard wood by 
means of pressing against its head 
with a hammer, but if a nail has 
C 52352 been started and is hit successive 

§|pH« 

able wftraTaU oVsTeeTor morr ?• are avail- 

properly lastalled show efficiencie’s verV near to 100 per cent ’ ® 

pump to^laloo feet. height they will 

____ table of sizes and prices 


Dimensions 


10 

15 

20 

25 

30 

40 

60 

80 

120 


I ft. in, 
2 10 

3 

3 3 

3 4 

3 7 

4 9 
6 

7 

8 4 


12 

12 

2 

3 

3 

8 

3 


O 4; 
O > 

.2 C 

C/3Q 


in. 

1^4 

11/2 

2 

21/2 

3 

4 
6 
8 

12 


(U 

_N ^ 


% 

% 

1 

1 

1% 

2 

3 

4 

5 


Gallons per 
Minute 
Required 
to Operate 

Ram 

Least Number 
of Feet Fall 
Recommended 

Weight 

Price 

Single-Acting 

2 to 6 

3 

lbs. 

150 

j 

$60.00 

6 to 12 

3 

175 

65.00 

8 to 18 

3 

225 

70.00 

12 to 28 

3 

250 

76.00 

20 to 40 

3 

275 

85.00 

30 to 75 

4 

600 

150.00 

75 to 150 

4 

1200 

350.00 

150 to 250 

4 

2200 

600.00 

1400.00 

375 to 650 

.4 

3000 




$70.00 

75.00 

80.00 

86.00 

95.00 

170.00 

425.00 

675.00 

1500.00 
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C 51850 


AIR COMPRESSORS 


PURE AIR for your customer means good 
service, because oil ruins tires, and AIR FREE 
FROM OIL means fewer blowouts—fewer punc¬ 
tures—greater tire mileage—less repairs; saves 
them many dollars up-keep every month. 

The controlled-splash system, with the 
cylinder lubrication of the controlled-splash 
permanently regulated, insures AIR FREE 
FROM OIL. 

A FEW EXCLUSIVE FEATURES 

1.—Controlled-splash, Self-oiling System. 
No excess in Cylinder, no external leakage nor 
waste, no oil gets into the tires. Enclosed 
Crankcase keeps out dust. 


2. —Uses about one-tenth of the oil used by any 
competing machine; saving in oil alone soon pays 
price of machine. 

3. —High and low level Oil-filling Gauge, so you 
can tell at a glance the amount of oil in the Crank¬ 
case. 

4. —Fan Flywheel assists in cooling. 

5. —Valves of light weight and large area. 

6. —Valves cannot drop into Cylinder and wTeck 
machine. 

7. —Hand Unloader permits starting against full 
tank pressure without burning out Motor, blowing! 
fuses or burning or jumping of belt. 

8. —Drop forged Crankshaft. Adjustable, re¬ 
newable die cast Bearings. 

9. —Head removable without breaking pipe 
■connections or bending pipe. Only one Gasket. 



;Size. 

1 

2 1 

3 

4 

1 5 

Bore and Stroke. 

1^x2 

2>^x2>^l 

2^x3 

3x3^ 

1 4Hx4J4 

iStandard Speed. 

500 

400 1 

350 

300 

1 250 

Cu. Ft. Capacity. 

1.2 

1.8 1 

2.99 

4.32 

1 10.4 

H. P. at 100 lbs. 

.24 

.36 1 

.60 

.87 

1 2.09 

H. P. at 200 lbs. 

.31 

.47 1 

.78 

1.14 

2.75 

Maximum Speed. 

700 

600 1 

550 

500 

1 400 

Cu. Ft. Capacity. 

1.68 

2.70 1 

4.7 

7.20 

1 16.5 

H. P. at 100 Lbs. 

.34 

.54 

.95 

1.45 

1 3.34 

Size Pulley. 

9xlM 

11x21^ 1 

12x2H 

14x2H 

1 18x4>^ 

Shipping Weight. 

55 

80 1 

100 

150 

1 300 

With Tight Pulley only. 

$34.20 

$37.80 1 

$47.70 

$50.40 

1$108.00 

With T. <fe L. Pulley. 

37.80 

41.40 1 

51.30 

54.00 

1 126.00 

Automatic Unloader. 

16.20 

16.20 1 

16.20 

16.20 

1 19.80 
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PITCHER SPOUT PUMPS 



The above cut represents 

on this pump are brought about by the most up-to-date methods, a great many of 
which are entirely original with us. Through our unique methods, we are able to 
produce this pump at a price below other manufacturers. 

The cylinder is well made, with a large spout and heavy base bearing. We call 
attention to the fact that it is truly bored, and not ground on the surface of a rough 
casting. ^ 


The cap is made so it will revolve on barrel, allowing handle to be placed in anv 
desired position. ^ 

The base is securely fastened with two bolts, strongly made, and has a nicely 
machined oval valve seat, either iron or brass as may be desired. 

The plunger and valve leathers are of the best selected oak tan leather. The 
plunger and valves being so constructed to allow the plunger, when handle is raised, 
to trip both valves, allowing the water to draw back if desired. 

We can furnish these pumps for iron pipe or with gas pipe union and soldering 


DESCRIPTION OF OPEN AND CLOSED SPOUT PUMPS 


Figure. 


Diameter of Cylinder. . . Inchesj 

Suction Fitted for Pipe. Inches | 


2V2 


3H 




I I IM I IVi |l)^-2 


^ice lronCylinder, ■ ... .| 4.25 | 4.75 | 5.25 | T 

Price Brass Lined Cylinder.. ---- 


7.25 I 8.00 
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KITCHEN FORCE PUMPS 


THE MYERS BRASS CYLINDER PITCHER PUMP 

WITH PATENT GLASS VALVE SEAT, DROP VALVE 
ARRANGED TO DROP THE WATER TO 
PREVENT FREEZING 

C 53054 illustrates a Brass Body Pitcher Pump, 
which is built in a strictly first class manner, with seam¬ 
less drawn brass cylinder, glass seat, rubber fibre check 
and revolving top. The base is a new and novel design, 
and is attached to the cylinder by means of three heavy 
bolts. 


No. 220. 3-inch Brass Cylinder Pitcher Pump, with patent glass valve 

seat, 134-inch pioe. Price 

$6.00 

No. 222. 3H-inch Brass Cylinder Pitcher Pump, with patent glass 
valve seat, 134-inch pipe. Price 

7.25 


ROYAL BLUE KITCHEN FORCE PUMP 


Kitchen Force Pump with 3-inch nickel plated brass 
body, stuffing box and rod. The handle is supported 
by a hinged fulcrum which insures a straight lift to 
the rod under all conditions. The body or cylinder is 
made of seamless drawn brass tubing, flanged at the 
lower end and held in position by an adjustable base. 
By means of this base the handle may be brought to 
any position desired. The plunger is made entirely 
of brass .and is fitted with the best quality of cup 
leather. 

This pump may be used as a lift pump with dis¬ 
charge at spout; to force water through a line of hose, 
or to force* water into an upper story through a pipe 
attached to the top of the spout. 

It may be used with l-inch, IJ^-inch or IJ^inch 
iron pipe or with lead pipe. 

It is painted a deep, rich blue and striped with 
aluminum bronze and presents a very rich appearance. 


Price I $9. 00 


!fii 





C 53054 


Force Pump 
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Style Handle. ' i rx ^- 

. ::::::::::::: . 

Price, with brass uppe r and 3-in. brass lower cyl., tapped l}4-in . 


Price, with cock spout, add to list, 


...Eachl 9,00 

.I 1.00 


C 53410 


53420 


a bracket and are designed 

for use with kitchen sinks. Spout and handle are easily adjusted ta d'esired Dosi- 
1®.of seamless brass 2}^ inches diameter, 4H-inch stroke. Bracket 
and body of cast iron, finished aluminum bronze. Brass valve seat ;4-inch solid 
bronze piston rod and stuffing nut. Suction connection for lJ4-inch pipe. 

No. 451 is a force pump with one opening only, spout threaded. 

No. 453 has an open spout, does not splash. 

?i-in^h'bibb wck”'^'"® openings-one for 1-inch pipe, the other for 


Price. 


DOUBLE ACTING 
HOUSE FORCE PUMPS 

WITH SIPHON SPOUT, REVERSIBLE HANDLE AND GLASS VALVE SEAT 


R-251 

COG GEAR FORCE PUMP 

PATENTED 


R251 represents Myers Double Acting House 
Force Pumps. With reservoir top and siphon spout 
which gives a continuous flow of water. The revers¬ 
ible handle can be placed at any angle. 


No. 


PUMPS 

No. 453 


No. 454 


C 53270 


They are built on the plan of our Patented Sub¬ 
merged Cylinder Well Pump, are double acting, 
have heavy seamless brass upper and lower cylinders 
with patent glass valve seat, fibre rubber check 
valve and expansion plunger bucket. They are com¬ 
pactly built and very powerful. The base is a new 
and neat design, and is attached to the cylinder by 
means of three heavy cap screws. 


Each $8.00 
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THE MYERS NEW MODEL COG 
GEAR FORCE PUMP 


Equipped with brass valve seats, rubber faced valves 
AND brass piston ROD 

The Cog Gear Movement Under the Same Pressure Will Operate With 33H % 
Less Power, or A 3-Inch Pump With the Cog Gear Movement Can Be Operated 
With the Same Power Required By A 23^-Inch Cylinder Pump With An Ordinary 
Lever Equ;pment. 


No. 288A 


AIR 

y/ALVE 


DOUBLE ACTING 


C 52540 


The Myers New Model Cog Gear Force Pumps, illustrated above are fitted with brass 
valve seats and rubber ^ced valves. The suction valves are locatS 
imniediately below the discharge valve. The suction valve is removed through the 
discharge valve opening. All four of the valves are reached by removing the air dome 
which is located directly over them, and without disturbing either the suction or discharge 
pipe. The pi^on rod is braSs covered with heavy brass stuffing nut. The pump, when 
by removing the plug at A, through which opening water can be 
poured directly into the cylinder. The cyhnder heads and air dome are attached to the 
pump by ineans of through machine bolts, and can be entirely dismantled with an ordi¬ 
nary wrench. The suction and discharge pipes attach to either side of the pump. The 
cog gear handle reduces the power required to operate the pump 33^ per cent. 

pump is thoroughly well made in every respect, and is of such strength as to stand 
the rough usage to which this class of goods is generally subjected. 

Note: Immediately underneath the cog gear handle bracket we use a wedge-shaped 
flange, which connects to a flange plate located on the floor, forming a complete support 
against any strain from pumping. This flange adjusts itself to the pump by sliding 
forward or backward. t' j © 


No. R288 Myers New Model Cog Gear Force Pump, with 3x4inch brass! 

lined cylinder, with 1 }4 inch suction and discharge. Price. .1$12.50 

No 288A Same as R288 with addition of air valve for Hydro-Pneumatic Service. | 14.00 
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PNEUMATIC WATER SUPPLY SYSTEM 

WHY NOT INSTALL YOOH OWN WATER WORKS SYSTEM 



ADDiT^NAL AIR MUST BE SUPPLIED TO THE TANK 
OR IT WILL BECOME WATER-LOGGED 
C 51100 

house; also for the garden Ttock alTd btns '’ '‘‘^^uirements of the 

avallibirat'anTi*' ^ “^ke it instantly 

tanShewteli^ cylindrical closed 
water, ^d tL necessar^^ttri^^pl^^^^^^^^ -- 

callv ff s“de's 1 red horizontal position, but it may be placed verti- 

sSSrSItil-— 

ThJwlJeHs^mmSdlrTctlf ^hat will register 100 pounds, 

KperprcedTrThTpTrpoL^^"^® anrpZ'Tthe budd^ngTh^ou^ 

Size Tank. ■— 


Approximate Ca pacity.Gail^ ^ 

forking Capaci ty.. 


• Feet I 2x6 | 2j^x6 | 3x6 


220 


315 


;g—;--::. . . | 90 I 145 I 210 

Price, t-ump and Tank, with Gauges only.ijach] 97,00 | IIQ.QQI 122M 

pagts this cAoSi!'*'*"'^®These are listed on other 
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COG 

GEAR 


THE MYERS COG GEAR GIANT LOW 
DOWN GENERAL PURPOSE DOUBLE 
ACTING FORCE PUMP 


This Pump is an entirely new 
design of low down construction 
with many desirable features 
such as the reversible Cog Gear 
Head by means of which the 
power required to operate is 
reduced one-third. The piston 
moves in a direct line with the 
cylinder without carrying the 
weight of the handle which re¬ 
duces the friction and elim¬ 
inates wear on rod and stuffing 
nut. Short fulcrum with a 
full 5 inch stroke. 


HAS BRASS VALVE 
SEATS AND METAL 
VALVES FACED WITH 
RUBBER 


5X5-INCH CYLINDER. 

CAPACITY 2,000 
GALLONS PER HOUR. 


C 52530 


This pump was designed so that all working parts can be easily reached for 
inspection or repairs. By loosening the bolts and removing cap all valves are 
exposed, which permits quick removal when necessary. A wrench is the only 
tool needed. It is fitted for 2 inch suction hose, and both suction and discharge 
are union fitted and tapped for 2 inch iron pipe. Drip cocks are provided for drain¬ 
ing cylinder to prevent freezing. Spout is reversible. 


For Filling Thresher Tanks, Washing Out Boilers, Irrigation Purposes, Pump¬ 
ing Water from Trenches, Shallow Wells, Cellars, Barnyards, etc. 

Compactness and Strength for Size and Weight, Large and Direct Waterways, 
Ample Valve Capacity, Easy Operation, Enable the Pump to Throw an Abund¬ 
ance of Water with the Least of Pumping Labor. 


Cog Gear Head is Reversible, Can be Used on Either End of Pump. 


No. 1 

Price 

R479 

Cog Gear Giant Low Down, Double Acting Force Pump, with hose 

nipple, hose band and strainer. 

$12.50 
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THE MYERS ECONOMY PUMP STANDARD 

WITH REVERSIBLE HEAD 

TAPPED FOR 2-INCH PIPE AND BUSHED 
FOR IK AND IK-INCH PIPE 


867 



C 54504 


styles^^6-^Lh”and^6®8 nnd Standard as made in two 

sryies, o men and 6, 8 and 10-inch stroke. The head is held with three henw 

set screws which permits the handle being located at any angle desired ^ Has 
% X l-ineh flat steel bar full length. The stand proper is a one piece casti^^ 
ilTnch atd" Sh pipe:"'*" combination bushing fo? 


location o^tLhaLX regardless of the 


PEICE LIST 


No. 508 Myers Economy Lift Stand, 6-inch stroke 


No. 509 Myers Economy Lift Stand, 6, 8 and 10-inch stroke 



i 

I 


i 
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THE MYERS SIMPLEX PUMP STANDARD 


WITH BOLTED FLANGE HEAD 


FIG. 2021 


FIG. 2024 



A NEW DEPARTURE FOR 

tDbular or other 

DEEP WELLS 

HAS 6, OR 6, 8 and 10-INCH 
STROKE 

TAPPED FOR 2-INCH PIPE 
AND BUSHED FOR 1^ 
AND 1M-INCH PIPE 

ALL FORCE HEADS HAVE 
BACK OUTLET 


FIG. 1185 



FIG. 1439 ROD 
COUPLING 

% Rod X % 
Pipe, Regular. 
Lift Stand. 


C 54724 



C 54726 


C-54724 illustrate the Myers Simplex Pump Standard as made with 6, 8 and 10 inch 
adjustable stroke. 

C 54726 illustrates the Myers Simplex Pump Standard as made with 6-inch stroke. The 
Flanged Head is accurately machined and held with three heavy bolts instead of Set Screws 
as generally used. The Head is drilled so as to permit the Handle being located at anv 
angle desired. Piston Rod on Force Stand is 1 j/g-inch, welded to Windmill Bar; (No joints 
to wear or give trouble) while the Packing Nut is extra heavy. Lift Stand has x 1 inch 
Flat Steel Bar full length. The Stand proper is a one-piece casting tapped below spout 
spout for 2-inch Pipe and bushed with Combination Bushing for 13^-inch and 134-inch 
Pipe. The Spout, bolted on, can be instantly changed from Plain to Cock Spout. 

The Brace follows the Handle and is always a support, regardless of the location of 
Handle. 


PRICE LIST, C 54724 

6, 8 AND 10-INCH ADJUSTABLE STROKE. FOR 1 M, 1 H AND 2-INCH PIPE 


No. 5163^, Simplex Force Stand with Cock Spout, Fig. 2022. Price.| .$11.50 

No. 516, Simplex Force Stand with Plain Spout, Fig. 2021. Price. j 10 00 

No. 512, Simplex Lift Stand, similar to Fig. 2021 (not illustrated). Price.| 8.50^ 


PRICE LIST, C 54726 
6-INCH STROKE 


No. 5153>^, Myers Simplex Force Stand, Fig. 2024, with Cock Spout like Fig. 1185,1 

Price.1 

$11.00 

No. 515, 

Myers Simplex Force Stand with Plain Spout, 6-inch Stroke, Pig. 2024.1 

9.50 

No. 513, 

Myers Simplex Lift Stand, 6-inch Stroke, Fig. 2023 (not illustrated). Price.. | 

8.00 
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NO. 94H 



THE MYERS 
DEFIANCE COG 
GEAR PUMP 
STANDARD 

Patented Jan. 16, 1912 

WITH MALLEABLE IRON 
HEAD, COG GEAR AND 
LONG FULCRUM 

FOR TUBULAR OR 
OTHER WELLS 

HAS 10-INCH STROKE FOR WIND- 
MILL AND 7-INCH STROKE FOR 
HAND USE. TAPPED FOR 2-INCH 
FOR 1^ AND IK 
•NCH PIPE. ESPECIALLY ADAPTED 
FOR USE IN VERY DEEP WELLS. 

rod X H pipe, regular. 


NO. R94 



C 54730 


C 54742 


Defiance Cog Gear Handle is a patented design. The circular shape 
ot both cog segments, as used by us, gives a rolling instead of sliding friction, 
as used by others. This rolling friction reduces the power required to operate the 
pump. It IS the original cog gear used in connection with movable fulcrum, and 
will work easier than any other. 

The Myers Defiance Malleable Head Lift and Force Pump Standard is an 
entirely new depgn of pump. One of the special features of this pump is that the 
entire Head and Handle Fulcrum are made from the best annealed malleable iron 
making the strongest possible construction and eliminating all breakage. 

Instead of using the old style set screws we use strong lugs, cast on the top and 
bottom of the air chamber at three separate points to which the malleable head 
is bolted by means of heavy bolts. This permits the spout being located either 
on the right or left side or straight away from the handle. 


handle fulcrum is malleable iron of such length that the bearing comes 
half way down on the pump body and connects at that point with a wrought iron 
brace, which extends to the floor, thus forming a triangular brace, and bringing 
Hie entire strain on the platform instead of the top of the pump, as in other makes. 
I he brace IS always located under the handle. The piston rod is made of li^-inch 
dra^ polished steel rod, welded securely to the flat windmill bar, allowing the 
packing box to be removed by passing up over the flat bar. The back outlet is 
fitted for 13 ^mch pipe. 


PRICE LIST 

FOR IK, IK AND 2.INCH PIPE 


No. R94H I Defiance Cog G ear Force Stand, Cock Spout.Price| $12.50 

No. R94 I Defiance Cog Gear Force Stand, Plain Spout.Price] 11.00 


I I Price 

94^I Defiance F orce Stand with Cock Spout.|$12.50 

94 I Defiance Force Stand with Plain Spout.j H.QQ 
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THE MYER TUBULAR WELL STAND 

AS MADE IN THE LARGEST SIZE 

TAPPED FOR 3-INCH PIPE 

6, 8 AND 10-INCH FOR HAND USE AND 15-INCH 
STROKE FOR WINDMILL 



C 54750 


This Myers Tubular Well Stand is built for extremely heavy work and 
especially adapted for long stroke windmills. The pump is constructed with 
flange joint below and above the spout. These joints are bolted with three 
bolts, drilled to a templet, which permits of the spout or handle being set on 
any quarter. The piston rod and flat bar are thoroughly welded together, thus 
doing away with unnecessary joints. The pump head is tapped for 3-inch pipe 
and so arranged that the plunger can be withdrawn through the top of the 
pump without disarranging any of the parts. The back outlet is tapped for 
2-inch pipe. Is built either with plain or cock spout. 

FIG. 439, COUPLING 
% X % Eod X % Pipe—Eegular 


PEICE LIST 


No. 95 Myers Tubular Well Force Stand, tapped for 3-inch pipe 

with plain spout.Price 

$14.00 

No. 95% Myers Tubular Well Force Stand, tapped for 3-inch pipe 

and fitted with cock spout as shown in C 54750.Price 

15.50 
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MYERS LIFT AND SINGLE ACTING 
FORCE PUMPS 

FOR HAND OR WINDMILL POWER 
5-FOOT SET LENGTH ANTI-FREEZING 
FOR OUTnr^rko 

FOR SHALLOW OR DEEP WELLS 


PLAIN OR COG GEAR HEAD 
WITH ADJUSTABLE BASE AND 
REVERSIBLE SPOUT 

AND 


C 53850 


C 53840 


CAPACITY, 440 GALLONS PER HOUR 


forYjk^nchtinf cylinder, with glass seat, tapped 

SSll 00 

iNo. K1053. Brass cylinder, otherwise as above 

A X . \J\J 

12 fJfT 

CAPACITY, 600 GALLONS PER HOUR 

for IK-inch ^ brass lined cylinder with glass seat, tapped 

5S12 00 

INo. R1055. Brass cylinder, otherwise as above... 

. \J\J 

13 

C 53850 

CAPACITY, 440 GALLONS PER HOUR 

foMM-^ch ^ cylinder, with glass seat, tapped 

Sll 00 

CAPACITY, 600 GALLONS PER HOUR 

W A X . \J\J 

for^lVfnch pine^® “ 3M-inch brass lined cylinder, with glass seat, tapped 

$12.00 
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MYERS 

DOUBLE ACTING FORCE PUMPS 

FOR HAND OR WINDMILL POWER 

5 FT. SET LENGTH 

ANTI-FREEZING 

FOR OUTDOOR USE 

FOR SHALLOW OR DEEP WELL 

THIS BRANCH PIPE PUMP IS 
ESPECIALLY ADAPTED 
FOR DEEP WELL USE 

6 INCH STROKE FOR HAND USE 

8 INCH STROKE FOR WINDMILL 



C 54040 


The upper cylinder is seam¬ 
less drawn brass, fitted with our 
expansion plunger bucket. The 
lower cylinder is brass lined 
iron, fitted with our latest im¬ 
proved patent glass valve seat. 

EACH PUMP FURNISHED WITH HOSE 
ATTACHMENT AND STRAINER 



No. 

For Wells 

Cylinder 

— 

Size 

Inches 

Depth 

Feet 

Cap. Per 
Hr., Gals. 

Size 

Inches 

Kind 

Valve 

Seat 

Tapping 

Inches 

Price 

Each 

R4 

5H 1 

10 to 150 

306 

2^ 

B.L. 

Glass 

iji 

$16.00 

R5 

5^ 1 

10 to 70 

440 

3 

B.L. 

Glass 

iM 

16.00 

R6 

1 

10 to 50 

600 


B.L. 

Glass 

13 ^ 

17.00 

R7 

1 10 to 30 


4 

B.L. 

Glass 

2 

19.00 


For Windmill Head, add . 

For Three-Way Cock, add. Eachj 3.75' 

For Windmill Head and Threfe-Way Cock, add. Each I 5.00 
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PUMPS 

ANTI-FREEZING THREE-WAY WINDMILL FORCE PUMPS 

No. 239 


WITH COG GEAR HEAD OR PLAIN 
HANDLE 

FOR TUBULAR OR OTHER WELLS 

Flanged Head and Base Drilled and 
Bolted with Heavy Bolts. 

. 1 ,^ Inch Plunger can be withdrawn 
through Base. 

Piston Rod enclosed and thoroughly 
protected. ^ 

Especially adapted for Deep Well use 
or with Pump Jack. 

Plain Handle Pump—6, 8 and 10 inch 
stroke. 

^og Gea^r llead 7 inch stroke for hand, 
10 inch stroke for Windmill. 




COG GEAR HEAD 


No. 239. Iltetrates the Hercules Underground Dis¬ 
charge Windmill Force Pump, substantially bmlt in every 
particular, with Plain Handle or Cog Gear Head. The 

Md^^lted^to "thf T‘ii! ^ Head, machined 

h 11(1 Proilr^ Th» wf® PninP 

neaa Proper. The Flanges are drilled so that the Head 

can be set on any quarter. Cast iron lugs shown on side of 
stand are to engage arms of No. 430 Pump Jack. A 2-iLh 
Plunger can be withdrawn through the Pump Stand. For 
removal of larger Plunger, remove Pump Standard The 
bwer section of the Pump is held together by Bolted 


PRICE LIST 

5 rOOT SET LENGTH WITH H/, INCH PLUNGER TUBE 

_ _ plai n handle pump 

'^owef cyHnXr. t »be and without 

"S^'3x!5h 

- _ COG GEA R PUMP 

!^KSh„„';To.S" I,™," 

K Brass LiHed Lower Cylinder instead of Brass, deduct from list- 


$19.00 


$26.50 


$19.00 


26.50 

$1.00 
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PUMPS 



C 544S0 


THE “WINDMILL REGULATOR” FORCE PUMP 


The “Windmill Regulator*^ Force Pump is of the most approved design for 
windmill use. It is large, heavy and strong, designed especially for extremely 
hard work under heavy pressure; has an unusually large air chamber to cushion 
the stream and to take off the heavy jar to which a windmill pump is subjected. 

All the parts in the Three-Way Cock are malleable iron, drawn steel and brass. 
The Hydraulic Cylinder is seamless drawn brass. The Pump is constructed so as 
to admit of the withdrawal of the plunger and valves when used on 2, 2J4 or 3-inch 
tubular wells. When fitted with the Hydro-Pneumatic Cylinder it makes an ideal 
installation for Pneumatic Tanks with the windmill for power. Is furnished with 
Flange Union at the bottom, tapped for Iti, 1%, 2, 2%, or 3-inch pipe; state which 
is wanted. IJ^-inch Flange will be shipped unless otherwise specified. This 
Pump is tested under heavy hydraulic pressure after being set up. rod 

coupling, regular 


Price, No. 242 with Plunger Tube.Each| $31.00 

Hydro-Pneumatic and Pumping Cylinder not included in above price. See 
other pages for price of cylinders. 
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PNEUMATIC WATER SUPPLY SYSTEM 

REGULATOR PUMP INSTAIL/^TION 



C 51150 


e above illustrates a water supply system, installed with a Windmill for 
operated by hand when so desired. It can be used 
'^ells. The pump has a hydraulic or regulating cylin¬ 
der which automatically pulls the mill out of the wind when the pressure in the 
ank IS such as to overcome the resistance of the movable weight on the regulating 
rm. This cylinder also has a safety valve in the bottom to protect the system 
irom damage by excessive pressure in the tank. 


The (G) Hydro-Pneumatic Cylinder insures an ample supply of air to the 
system at all times. 


t v^in f ^ 1'"®^ water Cylinder; 

Pin ^ v'T^ Hydro-Pneumatic Cylinder; Tank with Water and Pressure Gauge. 

• ^ 'c T^l ‘ocluded in prices but are listed on other pages 


.Feetl 3x 10 

Approximate Capacity.Gallons 1 .52.5 

33^x 10| 4 X 10 

720 1 1000 

Working Capacity.. 3^0 

480 1 665 ^ 

Price, Pump, Cylinders, Tank and Gauges.Complete | $142 00 

Sil62.00|$2lO0 
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WOOD PUMPS 


NUMBER 00-LARGE STOCK PUMPS 

8 inches square, 5-inch bore. For 4)^ x 43^ or 5 x 5-inch tubing. 


Length. 


6 1 

7 1 8 1 

10 1 12 

Price, Unlined. . . . 

. . Each 1 

13.001 

14.501 1 

1 

Price, Porcelain-Lined. . 

. .Each| 

16.501 

18.001 19.501 

22.501 25.50 


NUMBER O-STOCK PUMPS, IN ONE PIECE 

7 inches square, 4-inch bore. For 4 x 4-inch tubing. 


Length. 


6 1 

7 1 

8 1 10 1 12 

Price, Unlined Cyl. 

. Each 1 

10.501 

11.501 

12.501 1 

Price, Porcelain-Lined Cyl. .. 

. Each 1 

12.751 

13.75] 

14.75] 16.75] 18.75 


NUMBER 1-HOUSE WELL PUMP, IN ONE PIECE 

6 inches square, 3M-inch bore. For 4 x 4-inch tubing. 


Length. Feet 1 

5 1 6 1 7 1 8 1 10 1 12 1 

♦14 ] *16 

Price, Unlined .. . | 

7.75] 8.50] 9.25]10.00]12.00] ] 

1 

Price, Porcelain-Ld | 

9.75]10.50]11.25]12.Ooi14.00]15.50] 

16.50]18.00 

Price, Brass-Lined. | 

]10.50]11.25]12.00] ] ] 

] 

*Two piece pumps. 


NUMBER 2-CISTERN OR SHALLOW WELL PUMPS, 

IN ONE PIECE 

5 inches square, 3-inch bore. For 33^ x 33^-inch tubing. 


Length. 


6 1 

7 ] 

1 8 

Price, LTnlined. 


6.75 ] 

7.25 ] 

7.75 

Price, Porcelain-Lined. 


8.50 1 

1 9.00 

] 9.50 


C 53702 


SEE FOLLOWING PAGE FOR WOOD PUMP FIXTURES 
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X 

3H X 
4x4' 
4x4* 

4^ X 

5x5' 

6 X 6' 

6x6^ 

4x4, 


PRICE LIST OF WOOD PUMP FIXTURES 

Tub! ng 

tubing, 1 ^ ' bore, 12 ft. or under Lineal Foot 

3 3>^ tubmg, 15 ^' bore, over 12 ft .. 

■ .io 

. : : to 

extension tubing, 3« and 3^' bore . .. ;. ... 

« . K t' extension tubing, (either 3M ' or 3H ' bore).IS 

5 X 5. 7 X 7, 8 X 8, and 10 X 10' tubing ^Joints Sold Net . 

Cou pli ngs 

8x8' couplings for 5 x 5' tubing Each 

7x7; couplings for 4 H x 4^' tubing ! ... 1-50 

6x6 couphngs for 4 x 4' tubing 1-25 

5 X 5 ; couplings for 3 K X 3 ' tubing ... 

7x7 Tees and Crosses 12' Long Sold Net.. 

Check Valve (State Size) 

Check valves for 3 ' and 3 ' wood buckets 

valves for 4 ' and 5' wood buckets. .. 

Check valves for 4 3^ x 4 or 5 x 5' tubing.. 


3' wood buckets. 

3 H ' wood buckets. 

4 ' wood buckets. 

5 ' wood buckets. 


Wood Buckets—Complete 


Bucket Leathers (State Size) 

lathers for 3 ' or 3 H ' bucket.. 

leathers for 4 ' bucket. . 

Leathers for 5 ' bucket. . 


Each 

.80 

1.00 

1.25 

1.50 


Each 

.30 

.35 

.45 


Iron Spouts and Collars 


? Y*.", i™" spout with collar for 5 x .5' pumns 

2 h; iron spout with collar for 6 x 6' and 7 x'7' Dumns .50 

I iron snout with mil nr frtr q ^ _' pumps. 


50 

.75 


^ iron spout mth collar for 8x8' pumps 

Wood spout braces... ... .. 

Wood spouts for 6 x 6' and 7 x 7' pumps.... 

Wood spouts for 8x8' pumps .. 

.40 


Handle Brackets (State Size) 

Handle brackets for 5 x 5. 6 x 6, 7 x 7. and 8 x 8' pumps, per set.. 

Cyll nders 

a cylinder, tapped for 1 u' or 1 U' iron pine 

well cylinders, tapped 1or 1 ji* iron nm?. 

Force am cylinders, 5' using S x 5' tube. “ . 

Porcelain cylinders, 5 ' using 4K x 4K ' tube. 

Porcelain cylinders, 4 ' using 4 x 4' tube . 

Porcelain cylinders, 3 3^ ' for 6 x 6' pumps. 

Porcelain cylinders, 3 ' for 5 x 5' pumps^ . 

Porcelain cylinders. No. 47 3' for 4 x 4' tubing. 


.50 


3.00 

3.50 

4.00 

4.00 

2.25 

2.00 

1.75 

2.00 


Miscella neous—Fixt ures 

Knuckle, (to attach handle to rod) 

"hSn lit;') “nnectlons with valve and'valve seat (tapped' 

Rod Coupling for deep well.. 

Handles (^tate size pump). . 

Cap ^ards (^tate size of pump) for 5 x 5 or 6 x 6'. 

Ba&'^couphng?® for 7 x 7 or 8 x 8'.'.'.'. ' 

Splice irons, with bolts.. . . 

Oak pump rod... . 

Octagon pump rod i'h' x'fi'for deep weiks sold'net.. 


for 1 }4 


. .. Each 
"or 


.. . Each 


. . .. Each 
Per pair 
. Per foot 


.40 

1.50 
.60 
.40 
.20 
.25 
. 12 
.35 
.05 
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THE MYERS TRIUMPH JUNIOR JACK 
OR COUNTERSHAFT 

MADE WITH MACHINE CUT GEARS. BACK GEARED 5 TO 1. 4AND6INCH 
STROKE. ESPECIALLY DESIGNED FOR USE IN CONNECTION 
WITH A HORIZONTAL HAND PUMP. 


No. 400 



C 55080 


C 55080. Illustrates the Triumph Junior Pump Jack especially designed for use 
with horizontal pumps and as a countershaft, it being braced from all directions. 

. The one special feature of the Jack is that the Gears, Pinions and Pulley can be 
interchanged so as to make it a universal proposition and adapting it to any and 
all conditions. 

Has Machine Cut Gear with 4 and 6-inch stroke; Back Geared 5 to 1; Pulley 
12x2J^-inch; Shaft l>^-inch; Solid Boxes Babbitted; Wrist Pin 1-inch stud with 
locknuts, furnished with or without wood rod connection. 



Shows Manner of Attaching Jack to Horizontal Pump 

PRICE LIST 

No. 400. Myers Triumph Junior Pump Jack or Countershaft, 

1 

$12.50 

No. 400M. With 24x23^ Pulley for Motor. 

15.25 

When fitted with Wood Rod 134x1^x36 inches in length, with handle 
connection. Add to list. 

1.50 
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THE MYERS SELF-LUBRICATING PUMP JACK 

PATENTED 


machine cut gears, back geared 6 TO 1. STEEL CONNECTING ARMS. 
8 INCH STROKE. GEARS COMPLETELY ENCLOSED, EXCLUDING 
DUST, DIRT, RAIN, SLEET OR SNOW. 



C 55112 



FOR MOTOR DRIVE 



C 55114 

FOR ENGINE DRIVE 


No. 422 and 422M illustrate the Myers Self-Lubricating Pump Jack, a novel 
aevice in which all gears and moving parts are enclosed in a one piece casting, 
lorming the Oil Reservoir. This construction not only insures perfect and con¬ 
tinuous lubrication, but protects the moving parts from dust and dirt, greatly 
m^easmg the life of the Jack. ^ Furthermore, it guarantees perfect safety. 

Pinion are machine cut and move in oil. The" Gear is 
ntted with an eccentric cast integral which operates a walking beam hinged at one 
end to the rnam frame or base. The revolving of eccentric moves the forward 
end of walking beam vertically, giving an 8-inch stroke to the Pump Piston, 
l^an be used m connection with any make Pump Stand. Has Angle Steel Arms, 
making as a whole a most durable Pump Jack. 


PRICE LIST 


No. 422M. Myers Self-Lubricating j Pump Jack for Motor Drive with I 

24x2-mch Tight P ulley. Fig. 2032.Price] $17.50 

No. 422. Myers Self-Lubricating Pump Jack with 12x2-inch Tight I 
and Loose Pulleys. Fig. 2029..Price | 17.50 


Enclosed Gears comply with Minnesota laws. 
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No. A2 STOVER PUMP JACK 

The No. A2 is designed for use with three-way and 
Branch Pipe Pumps. 

Quickly and easily set and a very satisfactory Jack 
upon shallow or medium depth wells. 

It is constructed so that by pulling out a cotter pin 
at the end of the shaft the pulleys and small pinions 
can be taken off, the shaft reversed and the pinions 
and pulleys reassembled on the other side. In short, 
in about two minutes’ time the Jack can be fitted by 
anyone to drive from either side. 

Back Geared 4 to 1. Strokes, 5. 7 and 10 in. 

Pulley, 12x2 inches. Weight, 95 pounds. 

Prices on application 


No. 3 STOVER PUMP JACK 

The No. 3 Stover Pump Jack is a compound geared 
machine, built for the purpose of belting direct from 
high speed motors or gasoline engines and for pumping 
from deep wells. It has all the features of the No. 2 
machine with the extra gearing added. 

Back geared, 11 to 1. Pulleys, 13x2 inches. 

Strokes, 5, 7 and 10 in. Weight, 210 pounds. 

Prices on application 



C 55124 













CRANE 


881 


i 

i 





No. 0 STOVER PUMP JACK 

The No. 0 Double Geared Pump Jack is a good 
looking, strong, well made machine, well painted and 
IS equipped with a crosshead that will permit a 
quick change from engine to hand or windmill power. 
It has a good footrest. Pump rods can be quickly 
adjusted to any pump stand and the Jack can be 
fastened at various angles. 

Back geared, 4 to 1. Pulleys, 13x2 inches. 

5, 7 and 10 in. Weight, 110 pounds. 

on application 


No. 00 
STOVER PU 


C 55116 


No. 00 Double Gea 
Jack attaches to 
pump standard entirely, 
no connection with the 
form and is made so 
the brace that usually goes 
with the pump standard 
be attached from the plat 
form to the Pump Jack. 

It is constructed so that 
by pulling out a cotter pin 
at the end of the shaft the 
pulleys and small pinions 
be taken off, the shaft re¬ 
versed and the pinions and 
pulleys reassembled on the 
other side. In short, in 
about two minutes' time the 
Jack can be fitted by anyone 
to drive from either side. 

Back geared, 4 to 1. 

Strokes, 5, 7)4 and 

Pulleys, 12x2 inches. 

Weight, 80 pounds 

Prices on 


C 55118 


C 55120 


No. 000 STOVER PUMP JACK 

No. 000 Stover Pump Jack is a compound geared 
machine, convenient for belting direct from high speed 
motors or gasoline engines and for deep well work. 
It is our No. 0 Jack with all of its good features, with 
the extra gearing added to make it double back geared. 

Back geared, 11 to 1. Pulleys, 13x2 inches. 

Strokes, 5, 7 and 10 in. Weight, 130 pounds. 


Prices on application 
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SPRAY PUMPS 

MYERS IMPROVED 
BRASS BARREL SPRAY 
PUMP 
No. 304 


C 57960 C 57962 C 57984 

The No. R324 illustrates the Myers Bucket Spray Pump with Cog Gear Handle. 
This pump has lJ4-inch diameter brass cylinder with solid plunger, brass ball 
valves, brass air chamber and discharge tube. The foot rest, head and cog gear 
handle are malleable iron. The large cylinder in combination with the cog gear 
handle makes this an exceptionally easy working pump of more than ordinary 
capacity. Has patented jet agitator which keeps liquid thoroughly mixed. 

The ^‘Little Giant’^ spray pumps are constructed entirely of brass. They are 
so arranged that the labor of pumping is all done on the downward stroke of the 
piston and nothing on the up. The effect of this operation while pumping is to 
hold the pump down. The foot rest steadies the pump, holding it in proper position. 

They are provided with a large air chamber, and have brass ball valves and 
detachable hose; the nozzle throws a continuous spray, and is not affected by the 
movement of the plunger. Will carry a pressure on the nozzle of from 50 to 100 
lbs. with very ordinary exertion. Will throw a solid stream 50 feet, and are of 
unusual value for spraying trees, washing windows and buggies, extinguishing 
fires, sprinkling lawns, flowers, etc. For spraying are arranged to discharge a 
fine jet in the bottom of the bucket to keep the solution thoroughly mixed and 
agitated, a feature peculiar to these pumps only, and a very necessary one to any 
spray pump. The pumps are also provided with a sprinkler for flowers. 

No. 304 illustrates a spray pump of a construction that is the very best in all 
its parts; the entire pump sets inside the barrel containing the liquid, being bolted 
fast at its upper end to the barrel staves; the working parts are entirely submerged 
in the liquid, avoiding all possibilities of losing priming. 

Has bronze ball valves and Brass seats; the plunger is brass, fitted with henap 
packing. Will handle hot, cold or any caustic mixture. The cylinder and dis¬ 
charge pipes are all brass. The air chamber is 30 inches in length, enabling the 
pump to throw a uniform and elastic spray. It has good leverage, is very powerful 
and easily operated. 



COG-GEAR SPRAY 
PUMP 
No. R324 



LITTLE GIANT SPRAY 
PUMPS 
No. 327^ 



J 


I 


i 


1 


i 


No. R324, Cog Gear Bucket Spray Pump, with agitator, complete with 

detachable hose and graduating Vermorel fine, sprinkling and solid 
stream nozzle, packed one in a carton. Price. 

$ 6.50 

No. 327H, Little Giant Brass Spray Pump, with agitator, -complete with 

hose and Imperial combination fine, coarse spray and solid stream nozzle, 
with malleable foot rest. Price. 

4.25 

No. 304, Myers Improved Brass Barrel Spray Pump, with both jet and 

mechanical agitators, but without hose or nozzle. Price. 

10.00 
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THE MYERS COG GEAR DOUBLE ACTING 
SPRAY PUMP 

PATENTED 


WITH BRASS GROUND BEVEL BRASS SEATS. 2.INCH SEAMLESS BRASS 

REMOVABLE CYLINDER. HEMP PACKED PLUNGER 

No. R309 



One special feature of this pump is that it has a 
Valve located between the air chamber and pump, 
which retains the pressure of the air chamber on the 
nozzles and relieves the pump from all strain. 

THE VALVES: It has brass valves and ground 
brass bevel valve seats located under separate caps. 

THE PLUNGER IS BRASS, HEMP PACKED, 
which adapts it to handling any kind of material, no 
matter how caustic, and either hot or cold. 

THE CYLINDER is a seamless drawn brass tube 
2 inches in diameter, extending full length, removable 
by using an ordinary wrench. 

No. R. 309. Cog Gear Double Acting Spray Pump 
with Pressure Gauge and strainer.Each $31.00 



C 57990 


MYERS SPRAY NOZZLES 


VERMOREL NOZZLE 

Regular No. 1563 Graduating No. 1564 Bdrdcaux No. 1915 


Imperial No. 642 Myers-Way No. 149J 



Self-Cleaning 
No. 1317 



Fembro 
No. 1290 


Fembro 45^ 
No. 1559 


Sprinkling 
No. 548 


Number.. . | 

1563 1 

1564 

642 1 

1 1317 1 

1 1498 J 

1559 

548 

1915 j 

1470 

1290 

Price, each | 

.75 1 

.75 

.40 1 

1.00 1 

1.00 

.65 

.30 

.90 

1.00 

.60 
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The “SAMSON^’ has many points in its construction not found in other mills. 
The particular points of value are these: 

1— Several sizes equipped with Hyatt Holler Bearings. 

2— More than four times the strength. 

3— Perfect equalization of load of four bearings instead of one. 

4— Durability, as, unequal strain being eliminated, the life of the mill is 

doubled. 

5— Perfect alignment of pitman, a pump rod with center lift, obviating all 

overhanging torsional strain. 

6— Center crank with both ends driven instead of one, with no chance for 

wrist pin to work loose. 

7— Solid steel drop forged wrist pin, the only Mill on the American market 

thus equipped. 

8— Perfect alignment of gears, which removes FRICTION and increases 

life of gears fourfold. 

9— Detachable bearings, which can be instantly removed and replaced with 

new ones, without taking any part of the Mill off the tower. 

10— Milled surfaces, where the main casting and gear shields are bolted to¬ 

gether, which makes a perfect joint without springing the castings, 
which in turn would create FRICTION. 

11— The mills with babbitted bearings have large oil boxes with automatic 

oilers, which, when once filled, lubricate the Mill for from one to three 
months. 

Hyatt equipped Mills run two years with one oiling. 

12— ^Wheel sails fitted with double clips, one on either side of the sail, insuring 

a perfectly rigid wheel and increasing the lasting qualities. 

SPECIFICATIONS FOR SAMSON WINDMILLS WITH HYATT ROLLER BEARINGS 


Size of 

Mill 

Back 

Geared 

Stroke in 
Inches 

No. of 
Arms 

No. of 
Sections 

No. of 
Fans 

Ship. 

Weight 
in Lbs. 

ft. Plain 

4 to 1 

4}^ 




193 

6 

ft. Plain 

4 to 1 

4 and 6 

4 

4 

12 

300 

6 

ft. Hyatt 

4 to 1 

4 and 6 

4 

4 

12 

310 

8 

ft. Plain 

3H to 1 

6 and 8 

5 

5 

15 

423 

8 

ft. Hyatt 

33^ to 1 

and 7% 

5 

5 

15 

445 

0 

ft. Plain 

33^ to 1 

6 and 8 

5 

5 

15 

447 

9 

ft. Hyatt 

33^ to 1 

634 and 7% 

5 

5 

15 

470 

10 

ft. Plain 

3H to 1 

6, 8 and 10 

6 

6 

18 

628 

10 

ft. Hyatt 

3H tol 

6 and 9M 

6 

6 

18 

670 

12 

ft. Plain 

33^ to 1 

8, 10 and 12 

7 

7 

21 

990 

12 

ft. Hyatt 

33^ to 1 

7 and 10 

7 

7 

21 

1055 


Prices on application. 
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STOVER HYATT BEARING MILLS 



illustration SHOWING THE LOCATION OF THE SIX HYATT ROLLER 
BEARINGS USED IN SAMSON WINDMILLS 

thPgS*. wf iK'nf ra? “to •>"> » 



OF HYATT ROLLER 
fEARUyiG USED ON THE END OF THE 
CARRYING THE WHEEL. NOTE 
THE LENGTH OF THIS BEARING 


ILLUSTRATION OF HYATT ROLLFR 
BEARING WITH BALL END-THRUST 
FOR THE MAIN SHAFT. 


n, Jili® “'••now equipped with the Hyatt Roller Bearings runs lighter and more 

nud will deliver a greater amount of power in corresponding sizes. Actual 

sts have demonstrated that Samson windmills equipped with Hvatt Roller 
Bearings can pump 28 per cent more water in the sameKze tham those S 
nlnPi o”' tiearings. Often when the wind is too light to operate plain bearino-mills 
Hyatt-equipped Samson windmills can be depended upon to tw and pump°i^ter; 

FOR REPLACEMENT, USE SAMSON HEADS. 
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IDEAL GALVANIZED STEEL TOWERS 




Ideal Galvanized Steel 
Towers are correctly designed 
and carefully constructed. The 
method of girting and bracing 
absolutely prevents buckling. A 
tower that will not buckle 
cannot fall unless the anchors 
pull and the anchors of Ideal 
Towers cannot pull if properly 
set. 

The manner in which the 
cable wire braces of Ideal 
Towers adjust themselves ^ 
the expansion and contraction 
of the tower has much to do with 
their staying qualities. The 
braces are clamped to the girts 
at the center preventing spring¬ 
ing or buckling ^ and adding 
strength and solidity to the 
tower as a whole. 

The Ideal No. 1 Tower is 
made in sections ten feet long, 
each section being provided 
with two sets of girts and 
braces. The Ideal No. 2 Tower 
is constructed the same as the No. 1 except that the sections are twelve feet long 
instead of ten, with girts six feet apart instead of five. Electro-galvanized bolts 
are used on all Ideal Towers. 

The four-post tower is adapted to a greater variety of uses than the three-post; 
it is better suited to power mills and to carrying water tanks either inside or 
on top. 


C 67304 


WEIGHT OF IDEAL TOWERS 


No. 1-10-FOOT SECTIONS 


Height 1 

8 and 10-Foot Mills 

12-Foot Mills 

Feet 1 

3-Post 1 

4-Post 

3-Post 

1 

4-Post 

30 1 

463 1 

504 1 

615 

1 

649 

40 1 

633 

I 691 1 

822 

1 

866 

50 1 

840 1 

900 1 

1080 

1 

1117 

60 1 

1070 1 

1149 1 

1362 

1 

1412 

70 1 

1364 1 

1426 1 1 


No. 2-12-FOOT SECTIONS 



Height—Feet 

1 

6 and 8-Foot Mills 

1 

3-Post 

1 

4-Post 

24. 


.1 

323 

1 

369 

30. 


.1 

404 

1 

461 

36. 


.1 

488 

1 

557 

42. 


.1 

581 

1 

657 

48. 


.1 

682 

1 

760 

54. 


.1 

799 

1 

877 

60. 


.1 

919 

1 

1000 
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CRUCIBLE STEEL DRILLING CABLE 
AND SAND LINE 



C 56912 

DRILLING CABLE 


DRILLING CABLE 

Composed of six strands of nineteen wires to the strand, laid around a hemp 
center. Furnished in any size. 


Diameter 

Inches 

I 

Breaking 

Strain 
in Tons 

Proper 

Working 
Load in Tons 

1 Average 

1 Weight 

1 Lbs. per Foot 

Price 
per Foot 

Vi 

I 

2.2 

.44 1 

1 .10 

.10.09 


I 

3.1 

.62 1 

.15 

.09Ji 

H 

I 

4.8 

.96 

.22 

■ 09^ 


I 

6.5 

1.30 

.30 

.10 


I 

8.4 

1.68 

.39 

.11 

% 

I 

10 0 

2.00 

.50 

.12 

H 

I 

12.5 

2.50 

.62 

AA 


I 

17.5 

3.50 

.89 

.19 



C 56914 
SAND LINE 


SAND LINE 


Composed of six strands of seven wires to the strand, laid around a hemp center. 
Not as pliable as the cable used for drilling purposes. 


Diameter 

Inches 

Breaking 

Strain 
in Tons 

Proper 
Working 
Load in Tons 

Average 

Weight 

Lbs. per Foot 

Price 
per Foot 

% 

2.50 

.50 

.125 

$0.04 

Mi 1 

3.50 1 

.70 

.15 

.04J^ 

H 1 

1 4.60 1 

.92 

.22 

.05^ 

Me 1 

5.50 1 

1.10 

.30 ! 

.06 

H 

1 7.70 1 

1.50 

.39 

1 .08 
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GASOLINE AND KEROSENE ENGINES 



HOPPER COOLED STATIONARY GASOLINE AND KEROSENE ENGINES 


Style Number 

Horse 

Power 

Speed 

R.P.M. 

Floor Space Over All 

Diam¬ 

eter 

of Crank 
Shaft 

Shipping 

Weight 

Pounds 

Gasoline 

Kerosene 

Width 

Length | Height 

l^A 



550 

27 in. 

31 in. 1 19 in. 

1}4 in. 

320 

3 A 

K 3A 

3 

475 

26 in. 

40 in. 1 22 in. 

IH in. 

625 

5 A 

K 5A 

5 

425 

28 in. 

47 in. 1 27 in. 

2 in. 

912 

7 A 

K7A 

7 

375 

32 in. 

57 in. 1 32 in. 

2J4 in. 

1346 

9 A 

K9A 

9 

325 

36 in. 

65 in. 1 36 in. 

2}/2 in. 

1970 

12 A 

K 12A 

12 

300 

39 in. 

74 in. 1 41 in. 

2% in. 

2840 


ELECTRIC MOTORS 



We can furnish Electric Motors for all voltages and phases and in all horse powers. 
Our Motors are especially adapted for use in connection with water systems, 
and larger pumping equipments. 

In ordering, please specify current, whether alternating or direct; if alter¬ 
nating, cycles and phases. Give horse power and if possible, service for which 
this motor is to be used. 

Prices on application. 
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FLAG POLES 

MADE FROM STEEL PIPE 


Pole Height 

Above Ground 
Feet 

A 

B 

C 

D 

E 

F 

G 

H 

Dia. Ball 

25 

3*^ 

48 

80" 

18" 

r 52 " 

r 4" 

r 10 ' 

5" 

50 

V 

72*^ 

n 36" 

24" 

76' 

5" 

20' 

8" 

75 

e*' 

84-^ 

42" 

30" 

88" 

7" 

30' 

^ 8" 

80 

6" 

84 

42" 

30" 

88" 

7" 

30' 

8" 

100 

7" 

96'' 

48" 

36" 

102" 

00 

10" 


MAST HEAD HAS 
PULLEY FOR 
ROPE 



Flag Pole 100 feet above ground is maximum 
height which we will furnish or quote price on 
btarting at base.—Each length of pipe should 
be full commercial length, 20 to 22 feet, except 
Y^.-P^Pf at top which should be cut to obtain 
desired height. 

Pipes telescope into each other as follows: 

3 4" into 6", 5" into 6', 

6 into 7 . ’ 


WHEN ERECTING 
POLE DO NOT 

pasten rope 

LOWER THAN 
THIS POINT 


CONNECTION ON 
LARGE POLES 
MADE ON FIELD 
TO BE DRILLED 
AND COUNTER¬ 
SUNK FOR 


SIZE OF 

bottom pipe 


SIZE OF SLEEVE 



DETAILS OF HOW ALL JOINTS 
ARE INSERTED 
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CRANE 



IMPROVED BRASS LINED PUMP 



CYLINDERS 


m 

ALL PLUNGERS FITTED REGULARLY WITH 
BRASS CAGE AND VALVE 


n 

10 AND 12 INCH CYLINDERS ARE FURNISHED WITH 
SINGLE LEATHER PLUNGERS 

■ SKAT 

14 INCH AND LONGER CYLINDERS ARE FURNISHED 

WITH DOUBLE LEATHER PLUNGERS 

H 

C56000 

PRICE EACH 

C56010 


Diam. 

in 

Inches 

Length 

in 

Inches 

Size of 
Pipe in 
Inches 

Lenph 

Stroke 

Glass Seat 
List 

Length 

of 

Stroke 

Perfect 
Brass Seat 
List 

Length 

Stroke 

Iron Seat 
List 

2H 

10 

134 

8 

$ 5.00 

734 

$ 5.00 

834 

S 4.00 

3 

10 

134 

8 

5.50 

734 

5.50 

8 

4.50 

3H 

10 

134 

734 

6.50 

7 

6.50 

734 

5.50 

4 

10 

2 

634 

8.50 

7 

8.50 

7 

7.50 

2 

12 

134 



834 

5.00 


4.00 

2H 

12 

134 

10 

5.50 

9 

5.50 

1034 

4.50 

3 

12 

134 

10 

6.00 

934 

6.00 

10 

5.00 

3H 

12 

134 

934 

7.00 

9 

7.00 

934 

6.00 

4 

12 

2 

834 

9.00 

9 

9.00 

9 

8.00 

4^ 

12 

2 

9 

15.50 

9 

15.50 

9 

14.50 

5 

12 

234 



8 

18.50 

9 

17.50 

6 

12 

3 



734 

27.50 

8 

26.50 

2 

14 

134 



1034 

5.50 


4.50 

234 

14 

134 

12 

6.00 

11 

6.00 

1234 

5.00 

3 

14 

134 

12 

6.50 

1134 

6.50 

12 

5.50 

334 

14 

134 

1134 

7.50 

11 

7.50 

1134 

6.50 

4 

14 

2 

1034 

10.00 

11 

10.00 

11 

9.00 

434 

14 

2 

11 

17.00 

11 

17.00 

11 

16.00 

6 

14 

3 



934 

30.00 

10 

29.50 

2 

16 

134 



1234 

6.00 


5.00 

234 

16 

134 

14 

6.50 

13 

6.50 

143^ 

5.50 

3 

16 

134 

14 

7.00 

1334 

7.00 

14 

6.00 

334 

16 

134 

1334 

8.00 

13 

8.00 

1334 

7.00 

4 

16 

2 

1234 

11.00 

13 

11.00 

13 

10.00 

434 

16 

2 

13 

18.00 

13 

18.00 

13 

17.00 

5 

16 

234 



12 

22.75 

13 

21.00 

6 

16 

3 



1134 

32.50 

12 

31.00 

234 

18 

134 

16 

7.50 

15 

7.50 

1634 


3 

18 

134 

16 

8.00 

1534 

8.00 

16 

7.00 

334 

18 

134 

1534 

9.00 

15 

9.00 

1534 

8.00 

4 

18 

2 

1434 

12.00 

15 

12.00 

15 

11.00 

4H 

18 

2 

15 

18.00 

15 

18.00 

15 

17.00 

5 

18 

234 




25.00 



6 

18 

3 



1334 

35.00 

1 1434 

33.50 


Note. —Glass Seat Cylinders, as listed, will be shipped unless otherwise ordered. 
All Cylinders, 14 inch and longer, have Two Leather Plungers. 

Cylinders with Two Leather Plungers, length stroke 1 inch shorter than above. 
Extra charge for Different Tapping, 5c net for each 34 inch size. 
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PUMP CYLINDERS 


Size 

Inches 

All 

Iron 

Each 

IRON 

BRASS BODY 
AND 

BRASS LINED 
IRON CAPS 

Size 

Inches 

All 

Iron 

Each 

IRON 

BRASS BODY 
AND 

BRASS LINED 
IRON CAPS 

Brass Cage 
and Valve 

Each 

Brass Cage and 
V^alve, Iron 
Follower Plun¬ 
ger, Each 

All Brass 

Plunger 

Each 

Brass Cage 

and Valve 

Each 

Brass Cage and 

Valve, Iron 

Follower Plun¬ 

ger, Each 

All Brass 

Plunger 

Each 

2 xlO 

3.751 4.50 

7.50 

8.00 

2 xl6 

6.00 

6.75] 9.00] 10.50 

23 ^x 10 

4.35] 5.35 

8.00 

8.50 

21^x16 

7.00 

8.001 10.251 11.75 

^ xlU 1 5.001 6.25 

9.00 

9.75 

3 xl6 

8.00| 9.25| 11.251 12.75 

31^x10 1 7.0oj 8.75 

10.50] 11.50 

3^x16 

11.25] 13.00] 13.50] 16.00 

4 xlO 1 9.001 11.50 

13.00 

15.50 

4 xl6 

14.50] 17.00] 17.50] 20.50 

4}^xl0 1 12.501 15.75 

20.00 

22.50 

4^x16 

18.50] 21.75] 25.00] 30.50 

5 XlO 1 16.501 20.50 

26.50 

30.00 

5 xl6 

25.00] 29.00] 35.00] 42.00 

6 xlO 1 24.001 29.00 

40.00 

45.00" 

6 xl6 

37.501 42.501 .55 001 62 00 

1 1 



8 xl6 

75.00] 85.00]100.00 

i124.00 

1 1 





] ] ] 

1 

2 xl2 1 5.50 

6.251 8.00 

9.25 

2 xl8 

6.75] 7.50] 9.50 

j 11.00 

23 ^x 12 1 6.00 

7.00] 8.50 

9.75 

21^x18 ] 7.50] 8.50 

11.25] 

12.75 

3 xl2 1 7.00 

8.25| 9.501 11.00 

3 xl8 ] 8.50] 9.75 

12.25 

13.75 

33/^xl2 1 9.00 

10.75] 11.25] 13.75' 

33^x18 1 12.501 14.25 

14.75 

17.25 

4 xl2 1 11.50 

14.00] 14.25] 18.00 

4 xl8 ] 16.00] 18.50 

19.25 

22.25 

4}^xl2 1 15.00 

18.25] 22.00] 26.00 

4}^x18 ] 22.50 25.75 

30.00 

35.00 

5 xl2 1 20.00 

24.00] 30.00] 35.00 

5 xl8 , 1 30.00 

34.00 

40.00 

47.00 

6 xl2 1 28.50 

33.50] 45.00] 50.00 

6 xl8 1 42.50 

47.50 

60.00 

67.00" 

1 

1 1 

1 1 

1 


8 xl8 1 90.00 

1 

100.00 

115.00 

134.00 

2 xl4 i 6.001 6.751 8.50 

9.75 

1 

2 x20 1 7.50 

1 

8.25] 10.00 

11.50 

2^xU \ 6.50| 7.50| 9.25 

10.50 

2*4x20 ] 8.50 

9.50] 12.25 

13.50 

3 xl4 1 7.501 8.751 10.25 

11.75 

3 x20 ] 9.50 

10.75] 13.25 

14.75 

3Mxl4 1 10.001 11.751 12.25 

14.75 

314x20 ] 13.50 

15.251 16 251 

IQ nn 

4 xl4 1 13.001 15.501 15.75 

19.00 

4 x20 ] 17.00] 19.50] 21.00] 24 00 

4Mxl4 1 17.50] 20.751 24.00 

28.00 

414x20 ] 25.00] 28.251 34.00] 39 50 

5 xl4 1 22.50 ] 26.50 ] 33.00 

38.00 

5 x20 ] 34.00] 38.00] 45.00] 52 00 

6 xl4 ] 33.50] 38.50] 50.00 

56.00 

6 x20 ] 50.00] 55.00] 65.00] 72 00 

1 1 ] ] ‘ ■ 

8 x20 1100.00]110.00]125.00]144 00 
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SEAMLESS DRAWN BRASS CYLINDERS 

PLUNGERS HAVE BRASS CAGE AND VALVE. REGULAR 


Diam. 

in 

Inches 

Length 

in 

Inches 

Size of 
Pipe in 
Inches 

12 in. Cylinders have Single Leather 

Plunger. 

16 in. and longer Cylinders have Two 
Leather Plungers. 

All Brass 

Glass Seat, 
Brass Cage 
and Valve 

Perfect Brass 
Seat, Brass 
Cage & Valve 

1 Iron Plunger, 

1 Perfect Brass 

1 Seat 





Lgth. 

Str. 


Lgth. 

Str. 

Lgth. 

Str. 


Lgth. 

Str. 

1% 

12 

1 





1 

$5.00 


2 

12 

ly 





1 

6.50 

7 

2M 

12 

iM 



$6.50 

654 

1 

10.00 

7 

2y2 

12 

iM 

$6.50 

7 

6.50 

654 

$5.75 1 634 

10.75 

7 

2M 

12 

154 

7.00 

7 

7.00 

754 

6.00 1 734 

11.25 

8 

3 

12 

154 

7.00 

7 

7.00 

7 

6.25 1 7 

12.50 

7^ 

3M 

12 

154 

8.00 

7 

8.00 

7 

6.75 1 7 

15.00 

7^2 

3J4 

12 

134 

8.00 

7 

8.00 

7 

7.50 1 7 

17.75 

7J4 

4 

12 

2 

10.00 

7 

10.00 

754 

9.75 1 734 

25.75 

8 

4K 

12 

2 

17.00 

6 

17.00 

6 

14.50 1 6 

28.75 

7 

5 

12 

234 



25.00 

5 

18.50 1 5 

35.75 

6 

6 

12 

3 



36.25 

5 

25.75 1 5 

50 00 

6 

m 

16 

1 





1 

5.50 


2 

16 

154 





1 

7.50 

m 

2H 

16 

154 



7.50 

10 

1 

11.25 

m 

2y2 

16 

154 

7.50 

10 

7.50 

1054 

6.75 1 WA 

12.00 

11 

2H 

16 

154 

8.00 

10 

8.00 

11 

7.00 1 n 

12.50 

iiM 

3 

16 

154 

8.00 

954 

8.00 

1054 

7.50 1 1054 

13.75 

11 

3M 

16 

154 

9.00 

954 

9.00 

1054 

7.75 1 1034 

17.25 

11 

ay2 

16 

15^ 

9.00 

954 

9.00 

1054 

9.00 1 1054 

19.75 

11 

4 

16 

2 

12.00 

9 

12.00 

954 

11.50 1 954 

27.50 

10 


16 

2 

19.00 

854 

19.00 

9 

16.25 1 9J4 

32.35 

10 

5 

16 

254 



30.00 

^ 9 

23.25 1 9 

40.00 

10 

5^ 

16 

3 



36.00 

8 

1 

47.50 

9 

6 

16 

3 


1 41.00 

8 

35.75 1 8 

55.00 

9 

iM 

33 

154 


1 


1 

10.00 

24 

2M 

34 

154 


1 


1 

14.00 

24 

2H 

36 

154 


1 


1 

19.00 

24 

3J4 

38 

2 


1 


1 

26.00 

24 

m 

38 

2or234 


1 


1 

32.50 

24 


36 

254 


• 1 


! 

40.50 

24 

454 

40 

2}4 


1 


1 

51.00 

24 

5M 

40 

3 


1 1 


1 

71.00 

24 


An extra charge of 5c for each 34 inch size will be made for tapping different 
than specified in lists as given above. Glass Seat Cylinders will be shipped 
unless Brass Seat is specified. An extra charge will be made for Galvanized 
Caps. 

The above length strokes are for Inside or Flush Cap Cylinders. Outside Cap 
Cylinders have 134 longer stroke than Inside or Flush Cap. 

In ordering state whether Inside or Outside Cap Cylinders are wanted. 
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NO. 710 


PLUNGERS 

SIMPLE, STRONG AND EFFICIENT 


NO. 



C 56040 



NO. 1338 


NO. 1353 


NO. 595 


Single Leather 
Plunger 


C 56042 
Double Leather 
Plunger 



C 56044 
Complete Plunger 
FOR Submerged 
Cylinder Double 
Acting Force Pump 



C 56046 



C 56048 
Upper Plunger 
for Branch Pipe 
Double acting 
Force Pump 


Complete 
Plunger for 
Branch Pipe 
Double Acting 

Sf wHh Jump^wil!®be^cSP"?“ ^'“"^^'•-whether 

No. 710 Plunger, listed as regular. Pump. will be charged extra, as compared with 

869 DoSbfl Leather'^Plunl^^^^ Single Leather Plunger, or No. 

and bras's^fhiSi^cylirfdersf®® follower furnished regularly on all brass 

An Plungers are special and carry a higher list 

stick to SZ® polished face; has good clearance, and cannot lodge or 

accurately machined, forming the valve seat 

»«SS,®*™ "• **•" M Poll.hM; ttIM with Ml«bl, 1,0. 

PRICE LIST OF PLUNGERS COMPLETE 

WHEN FURNISHED AS EXTRAS 

PUINGERS, ALL IRON, WITH STEEL STEM AND MALLFABI P COUPLING 


.IiaS-itV-.-.- ■■■ ■■■■ “ «» .aall.is i.i» ..rol a.ool 

_ F. Plunger . I | . 1 1.00 1 1.00 1 1.30 1 1.30 1.90 1 1.90 (2.50 I 3.2o( 4.15 


3.65 


6.05 


-----—— ' » ^I ^\ u.uo 

PUiNGERS. BRASS CAGE AND^VALVE.^IRCm FOLLOWER. WITH STEEL STEM AND 


Single Leather, No. 710,1 , . 

F. Plunger. . 1. |l.75 

Two Leathers, No. 869,1 ' 

F. Plunger. ... 


1.7512.00 


2.00 


2.00 


2.00 


2.50 


2.50 


3.5013.50 


4.751 6.50 


4.25 


4.25 


5.75 7.75 


9.25 12.75 


11.25 


PLUNGERS ALL BRASS, WITH STEEL STEM AND MALLEABLE COUP! IMr.. 


15.25 


Si^l^Leather, No. 710, 


Plunger.*. .11.80 11.80 12.30 


Two Leathers, No. 869, 

F. Plunger 


2.40 


2.3012.9512.95 


4.40 


4.40 


6.40 


9.50 


2.40 13.15 [3.15 14.55 


4.55 


6.20 


6.20 


12.25 15.75 


9.00 


PLUNGERS FOR DOUBLE ACTING PUMPS 

Complete Plungers Have Brass Cage and Valve 


13.25 


18.50 


26.25 


fto^ l338 or 1353 ^complete Plung er for UonbleA^^^^ t 

Nir595, ^r_Ptonger tor iiouble Acting Puntp.. !», 
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ARTESIAN AND TUBULAR WELL CYLINDERS 


BRASS BODY ARTESIAN WELL—NO. 446 



NO. 446 


C 56140 


Can be used in cased or open wells, and can be fitted with 
any style of tubular well valve. The check is seated on a 
shoulder in a special artesian coupling and the valves can be 
inserted or removed through connecting pipe. 


Diameter 

of 

Cylinder 

Inches 

Extreme 

Outside 

Diameter 

Inches 

Length 

of 

Cylinder 

Inches 

Top and 
Bottom 
Connecting 
Pipes 
Inches 

Plunger 
Fitted for 
Pipe 
Inches 

! 

1 

1 

Price 

without 

Valves 

Each 

2 

VA 

24 

2 


1 

$ 7.60 

2 

VA 

30 

2 

! ^ 

1 

9.20 

2 

m 

36 

2 


1 

10.80 



24 

2 ^ 


i 

11.60 


3^ 1 

30 

2^ 


1 

14.40 

214 

w% 

36 

2y2 


1 

17.20 

8 

iVs 

24 

3 


! 

18.50 

3 

iys 

30 

3 


1 

23.00 

3 

4H 

36 

3 


1 

27.50 


Furnished without valves, unless otherwise specified. 


ALL BRASS EUREKA TUBULAR WELL—NO. 450 

This cylinder is made of seamless drawn brass tubing, and 
fitted with poppet plunger and check valves. It is set in place 
after the well is made, by means of the seating tool attached 
to the drill rod. 

The seating tool revolves the cylinder proper and screws 
it down on the spring dog coupling which holds firmly to the 
inside walls of the pipe or well casing. The rubber packing 
between the cylinder and the coupling is thus forced out 
against the pipe, making a firm tight joint. A screw screen 
point may be attached when an open spring dog coupling is 
used. 



Size of Well. 


2 1 

2 1 

2 >^ 1 

21 ^ 1 

3 1 

3 

Inside Diameter. 

.Inches 1 

1 % 1 

1 % 1 

2 ^ 1 

2 M 1 

2 % 1 

itr 

Stroke. 

.Inches| 

■ 12 1 

16 1 

12 1 

16 1 

12 1 

16" 

Price of Cylinder, Complete. 

. 1 

$6.40 1 $7.60 |$11.00|$12.50|$15.00|$17.00 
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No. 440 


TUBULAR WELL CYLINDERS 

WROUGHT IRON 
No. 440 

^'^’'^anized or black extra-strong 
wrought pipe, bored and polished. Unless otherwise ordered it will 
e urmshed with a shoulder for holding a turned coupling for seating 

f?omlengths, the shoulders are 3 inches 
trom the bottom, and in 48-inch lengths, 12 inches. 


Diameter. 


Length. 


■Inches! 


I 2 I 2 I I 2H 


Inchesl 24 | 36 I 48 | 36 I 48 


Price, Galvanized, without Driving Shoe...'.'.'..Eachl« 2 .MII s:i sni nn| 

Diameter.. — --—-^ 


Length. 


Inches! 3 | 3 | 4 ! 


Inches! 36 


Price, Galvanized, without Driving Shoe.Each! S8 


48 ! 36 I 48 


$11.00!$13.75!$18.00 


C 56150 


WROUGHT IRON, BRASS LINED 
No. 441 

These cylinders are made of galvanized wrought steel pipe bored 
out and a seamless brass tube inserted and swaged into position, 
they possess the smoothness of an all brass tube cylinder, and are 
not as liable to become injured by external pressure or sudden jars. 

For the small additional cost, it pays to use this cylinder instead 
of the polished iron, as the pump will work more easily and the leathers 
on plunger will wear longer. 


No. 441 


.2 I 

..Inches! 24 


I 2 ! 2^ ! 


I 36 ! 48 ! 24 I 


2y2 I 21/2 

36 I 48 


P n ce.Ga lvanized,without Driving Sh oe. .Each! $5,25! $6.90! $ 9,001 *7 nni *Q .Tni«i 9 on 

Diameter. ' --- 

Length. . 


■Inches! 3 ! 3 ! 


■Inches! 24 j 36 


48 


36 I 48 


Pr ice, ualvanized, withou t Driving Shoe.Each I $ 8 .50 ! $11 .50 ! $15.50! $16.50 ! $21. 50 

No. 654 


C 56152 


BRASS LINED WORKING BARREL 

FITTED WITH FOUR LEATHER PLUNGER AND BRONZE BALL VALVES 

No. 654 

Number 654 cylinders are regularly threaded for iron pipe but will 
be furnis^hed for well casing at the same prices for corresponding sizes* 
intermediate sizes will take the list of the next larger size. 


Size of Well., 


Inches! 2 


m 


2H I 3 ! 31^ I 


\ 2H \ SH \ 4M 


$21.50!$31.50!$44.50 


C 56158 


Inside Dia meter of Cylinder.In ches! 

^ice, l^inch Stroke . Each!$11.50!$1 5 .50 i 

nee, 14-inc^ stroke . Each| 12.00| 16 50 

- Stroke. i,;ach| 15.501 19.50 | 27.001 38.001 .S2 


22501 32.501 46.00 
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Size. 


1 2 

1 2^ 

1 2M 1 

3 1 3 

Number of Leathers. 

.1 2 1 

1 4 

1 2 

1 4 1 

2 1 4 

Price, Plunger and Check. 

.Per Set 1 2.40 1 

3.20 1 

6.00 1 

7.00 1 

8.00 1 10.00 

Size. 

.Inches | 4 

1 4 

1 5 

1 5 1 

6 1 6 

Number of Leathers. 

.1 2 

1 4 

1 2 

1 4 1 

2 1 4 

Price, Plunger and Check. 

.Per Set| 16.00| 18.00|40.00|44.00|50.00|60.00 


TUBULAR WELL VALVES 


No. 461 
CHECK 


No. 460 
PLUNGER 


No. 475 
PLUNGER 


C 56166 


C 56168 


TUBULAR WELL VALVES 


C 56160 


C 56162 


C 56164 


EUREKA CHECK 


EUREKA PLUNGER 
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TUBULAR WELL VALVES 

ALL-BRASS BRONZE BALL VALVES 



No. 486 
CHECK 


No. 485 
PLUNGER 


56208 


No. 487 
PLUNGER 


C 56210 


ALL-BRASS BRONZE BALL TUBULAR WELL VALVES 


n.JrpH TI, for use in deep wells, and where heavy service is re- 

^ material and well finished thrwghout Thev 

have extra heavy cage bars, hard bronze ball poppets, seats for same beW around 
in to insure perfect fit; long packing rings between leathers. They are perfect in 
every respect and are giving the best of satisfaction. ^ ^ 


Size. 

Leathers, 

Price.... 


FOR SET OF CHE CK AND PLUNGER VALVES 

L.InchesI 2 I 2 I 21^ I I 8 I 3 I 4 I a 

.I 2 I 4 I 2 I 4 I 2'I 4 I 2 I 4' 

.4.00 I 5.00 I 9.00 110.00112.00114.00132.001,36.00 
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C 56020 


AS USED ON TUBULAR 
WELL WHERE PLUNGERS 
CAN BE WITHDRAWN. 


j 


SECTIONAL VIEW OF THE TV 
CYLINDERS IN OPERATION 


»ATR 


THE MYERS 
HYDRO-PNEUMATIC 
CYLINDER 

BRASS LINED 

To be used in connection with 
any force pump head, for forcing 
air into pneumatic pressure tanks 
through the regular discharge pipe. 

The principle of the above cylin¬ 
der is such that it has a capacity of 
about one-third more area than the 
water cylinder located below it. 
This one third of the capacity of 
the pneumatic cylinder not being 
supplied by the water cylinder sup¬ 
plies itself with air taken through 
the air pipe. When the pump is 
not required to pump air, it can be 
shut off by means of a lever ex¬ 
tending to the base. When the air 
is shut off this extra area of the 
pneumatic cylinder would form a 
vacuum. To provide against this 
we fit the cylinder with a by-pass 
taken from the upper part of the 
cylinder about the plunger,through 
which by-pass this extra require¬ 
ment is supplied from the dis¬ 
charge. In this way we do not de¬ 
tract from the amount of water 
that is supplied by ^ the lower 
pumping cylinder, but instead, the 
air cylinder under these circum¬ 
stances, simply acts as a part of the 
discharge pipe. 


HYDRO-PNEUMATIC CYLINDER 12-INCH 
STROKE FOR OPEN OR TUBULAR WELLS 


Cylinder Number. 

Size Hydro Pneumatic Cyl. .Ins. 
Size of Pumping Cyl. to Use.Ins. 

Size of Tapping, Top.Ins. 

Size of Tapping, Bottom_Ins. 

Price.Each 


650 

551 


3 

2 

2K 


3 

2 

2K 

14.00 

15.00 


Above cylinders are bushed for IK inch pipe 
both ends unless otherwise specified. Plunger Rod 
is K-inch with reducer coupling to ^ inch rod. 

HYDRO-PNEUMATIC CYLINDER 20-INCH 
STROKE 


Cylinder Number. 

Size of Hydro Pneumatic Cyl.. 



55^ 

556 

Inches 

3 

3K 

Inches 

2K 

3 

Inches 

3 

3K 


22.50 

25.00 


Plunger Rod K inch with couplings. 
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PUMP LEATHERS, ETC. 

CRIMPED PLUNGER LOWER VALVE FLAT PLUNGER PACKING RING 



C 56280 


C 56282 


C 56284 


C 56286 


CRIMPED PLUNGER LEATHERS—“STANDARD” GRADE 


. ‘ I ‘‘i I ‘TTl m i 2 1 2-^ I I I ..I I 

. ■ fer GrossI 8 7.50| »0.50|$13.0U|$17.00|$20.00|82 1.50|826.00|S29.00|$32.50|$39.00|$48l o 


Price 

Size., 


^chesl 3^ I 4 I 4K I 4^ I 4^ I 5~ \ 5}4 \ 534 I 5^ I ~\ 

* I iT*r\csa AA I /50 AH I /?Q /^/^ I ' _L 


.PerGrossI 54 .00 | 62.00 | 68.00| 75.001 85.001 85,001100.00| 108.00| 118.001128.001 

CRIMPED PLUNGER LEATHERS 


Size 


• Inches I 


■n • -^77=^-rrr-TT-—- - 1 I | IH I 2 j 2}4 | | 2^Z~\ F" 

^^e Quahty ^.^^»««I«16.0Q|$ 20.00|$24.00|$27.00|$36.00|$40.00|$43. 00|$ 


Price "Perfection".Per Gross | 16.001 2FW 


24.001 27.00|36.00[ 40.00| 43.00| 51.001 57.50 


. Inchesl 3M I 3H I 3^ I 4 4^^ I 4!^ I 43^1 .r; i 

Price Quality .FerGrossI 66. 0 0 | 75.0Q| 94 00 110 00112 1.001 ia :< 111)1 t.'in nnl 179 nJ,n. nn 

Price Perfection''.PerGrosal 66.001 75.001 94.00---'- ' - 


S '^” . S M I SM I 6" I en i 6>A I i - 7 1 71 / I ti/ 

Price Quality . . «^''°S3|208. ( )0|226,00|250.00|271.00|29 4.0013 15.U0l.3.1« OIII. 1 fi.-i mlnao cA 

gnce Perfection . Per Gros3| 2 Q8.00|226.00|250.001271.00129 4. OOl.'il.'i nnl.I.^S nfllaA:i nnlunn J; 

. s i sm i sh i i 9 i 9 ^ 

Pn^ ce _ .. . Per Gro3s|408.0 0|436.00|462.00[489,00|516.00l5 44.0U|572.00 692 00 620 00 

Price Perfection” . Per G ro s s|408.00|436.00|462. U0|489.00 l5l6 001.^44 .I..I ..77 nn!cc, l)ln'°” 

- -. I"<=he8| 10 I 1017 I inv, I mix I 11 I 111 ^ I ., 1 ^ I i|.. I 

_ lower valve and flat plunger LEATHERS 


110.001121.001133.001150.001172.001191.00 


Outside Diameter., 


For Cylinder. 


- .^ I I 2 H I 23^ I i I I I I-J- 

- -- 1 -.Inchesl IK I IK I 2 | 2H \ 2i4 \ 2H \ 3 'l . 1 U I 7 u' 

^ .P<^'-»'^«"m0 0 »l »lii. 00 H 14 . 50 |tl 8 . 0 O|$ 2 1 . 00 |t 25 . 00 l$ 27 ..'inH 3.3 nnl.77 ln 

- .PerGrosal 47.501 ii2.50| 60.001 80.00|115.00|160.0 U|200.00|249.00I30 o:ot 

PACKING RINGS 


Outside Diameter.Inchesl 2 | 2 ^ | 2 U I 237 1 .7 I 'il^i .i. , ' 

. i i 2 i 2 ^ 7 1 

- .PerGross|$ 7.00| $ 8 . 00 |$ 9■Q0|$10.00|$12.0Q|$14.Q0|$l6.QQ|$l9.00|$2O0 

6 ^ I 7M I 8 ^ I 9H I 10 ^ 

7 I 8 I 9 I 10 


Outside Diameter.Inc hesl 43 'i | 5 | 5 >^ | 5 ^ 

For Cylinder. .Inches 1 4 I 43 ^ i 4 U I-T" 

Price.. ^ - 


PerGrossI 26. 00 | 28.0Q| 30.00 | 38.00 | 50.00 | 7 0.001 90.00112ir?W~isfnin 
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WELL GOODS 


BRONZE BALL VALVE 


C 56300 C 56310 


BRONZE BALL VALVES 

Diameter.InchesI ^ I ^ | | ^ I | 114 I IH I I 

Price.Eachl .3Q| .301 .301 .35| .35| ,451 .50| .701 15 

Diameter.Inches! I I 2 | 2^ I 2^ | 2^ | 3 | 3^ I 4 

Price.Eachl $1.1Q| $1.40| $2.15| $2.75| $3.75| $4.25| $4.75| $5.5Q|~ir75 

Diameter.Inches! 4^ I 4H I 4^ I 5)4 j 5^ I 6 | 6H ! 7^ | 

Price.Eachl $7.75|$10.00|$11.00|$12.5Q|$13.50|$15.0Q|$17.50|$25.00| 


HARD RUBBER BALLS (NOT ILLUSTRATED) 

Diameter.Inches! I IH I IH I IH 

Price.Eachl $.10| $.25| S.4Q| |.50 


RUBBER PACKERS FOR TUBULAR WELL VALVES 

Size.Inches I 2 | 2 V 2 j 3 | 3y2 I 4 | 5 | 

Price.Each | $0.16 | $0.30 | $0.40 | 80.60 | $0.80 | $3.00 | S4.W 



RUBBER PACKER 




C 56320 


GUM PACKERS WITH BRASS ATTACHED 

For holding plain brass working barrels in position in Well Pipe. 


Inside Diameter Well Pipe.. 

.. Inches! 

2 ! 

2H 1 

3 1 

3H 1 4 

Price. 


$1.15! 

$1.60! 

$2.10| 

$2.95! S3.40 

Inside Diameter Well Pipe .. 

. Inches! 

4H 1 

5 ! 

6 1 

7 ! 8 

Price. 


$4,751 

$5,251 

$6,151 

$3.70|$11.40 


WELL PACKER 

No. 495 


A well packer for making tight joint between strainer and well casing; it is also 
used as support for cylinders Numbers 450, 453, 651, 653 and 655. 


Diameter 
of Well, 
Inches 

Bottom of 

Packer 
Threaded 
for Pipe, 
Inches 

Price 

Each 

Diameter 
of Well, 
Inches 

Bottom of 
Packer 
Threaded 
for Pipe, 
Inches 

Price 

Each 

2 

m 

$1.50 1 

1 4H 

3 

$ 7"50 

23 ^ 

m 

2.00 1 

1 5 

3H ! 

10.00 

3 

2 

2.70 ! 

1 6 

4 1 

14.00 

3H 

2 1 

1 4.50 1' 

1 7 

5 ! 

20.00 

4 

2H 

! 6.00 ! 

1 8 

6 1 

1 30.00 



C 56324 
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JOHNSON BRASS WELL SCREEN 




Gauze 

Nos. 

90 

80 

60 

40 


SCREENS AS FURNISHED 
IN 3 TO 15 INCHES 
INCLUSIVE 


LEAD 

PACKER 


BALE 

NIPPLE 


C 66700 

Well Screen the finest 


Three outstanding features make the Johnson Brass 
screen possible to buy: 

^ The inlet slot which gives a capacity of 30 to 50% greater than 

any other brass screen. x- ./ / & 

2 . Shape of dot. ^ The Johnson is the only screen with its slot beveled 
ment of ^thTwelf ^ keeping the slot clean during develop- 

3 Strength. The patented reinforcing rods give ample strength to the John¬ 
son Brass Well Screen. The larger sizes of screens in particular are, through the 

strongest in the field. None but Johnson can use 
rods tor strengthening. INFORMATION 

Always use the largest slot which your sand will stand. 

Screens furnished in lengths from 2 to 16 feet. 

Fractions of a foot billed as 1 foot. 

^ Standard fittings for 3-inch to 15-inch are lead packer and bale nipple. The 
st^dard"""^ SVa-inch have li^-inch and IVa-inch pipe connections respectively, 

In figuring cost of screen allow one set of standard attachments for each 16 ft. 
of screen or part thereof. 

In ordering give diameter, length and slot number. 


PRJCES AND DATA 


Size of 

Well Pipe 
Inches 

Screen 
per Foot 

Attachments 
per Set 

Packer 

Swedge 

Lineal Feet 
of Inlet 
per Foot 

Outside 

Diameter 

Inches 

2 

$ 4.50 

$ 3.25 

$. 

30 

1% 

2^ 

5.50 

4.00 

10.00 

39 

21/4 

3 

6.50 

5.50 

10.50 

48 

2% ~ 


7.50 

7.50 

11.50 

56 

31 A 

4 

8.75 

8.75 

13.00 

65 

3% 

4% 

9.75 

9.75 

15.00 

74 

41/4 

5 

11.25 

10.75 

17.00 

82 

4% 

6 

14.25 

13.00 

19.00 

100 

5 % ~ 

8 

21.50 

20.00 

20.00 

130 

71/2 

10 

33.00 

33.25 

27.00 

164 

91/2 

12 

44.00 

44.00 

31.00 

195 

11 % 

14 

56.00 

55.00 

36.00 

235 

13% 

15 

68.00 

66.00 

40.00 

254 

14% 
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BRASS JACKET DRIVE WELL POINTS 

GALVANIZED WROUGHT PIPE 


C 56804 


Trade 

No. 

Inside 

Diam. 

Inches 

Length 
of Pipe 
Inches 

Length 
of Jacket 
Inches 

1 PRICE, PER DOZEN 

No. 60 
Gauze 

No. 70 
Gauze 

No. 80 
Gauze 

No. 90 
Gauze 

No. 100 
Gauze 

No. 120 
Gauze 

74 

1 

24 

18 

33.00 

40.00 

46.00 

52.00 

62.00 

74.00 

76 

1 

30 

24 

42.00 

49.00 

66.00 

64.00 

78.00 

94.00 

78 

1 

36 

30 

51.00 

69.00 

66.00 

76.00 

94.00 

114.00 

80 

1 

42 

36 

60.00 

68.00 

76.00 

88.00 

120.00 

134.00 

82 

1 

48 

42 

69.00 

78.00 

86.00 

100.00 

136.00 

154.00 

84 

1 

54 

48 

78.00 

87.00 

96.00 

112.00 

152.00 

174.00 

86 

IH 

20 

14 

30.00 

36.00 

42.00 

50.00 

64.00 

80.00 

90 

IH 

24 

18 

36.00 

44.00 

62.00 

60.00 

80.00 

105.00 

94 

IM 

30 

24 

46.00 

55.00 

64.00 

75.00 

100.00 

130.00 

98 

IH 

36 

30 

56.00 

66.00 

76.00 

90.00 

120.00 

155.00 

100 

IH 

42 

36 

66.00 

77.00 

88.00 

105.00 

140.00 

180.00 

102 

IM 

48 

42 

76.00 

88.00 

100.00 

120.00 

160.00 

205.00 

106 

IM 

54 

48 

86.00 

99.00 

112.00 

135.00 

180.00 

230.00 

110 


60 

54 

96.00 

110.00 

124.00 

150.00 

200.00 

255.00 

112 


66 

60 

106.00 

121.00 

136.00 

165.00 

220.00 

280.00 

114 

W 

72 

66 

116.00 

132.00 

148.00 

180.00 

240.00 

305.00 

136 


24 

18 

48.00 

57.00 

65.00 

78.00 

94.00 

112.00 

140 

m 

30 

24 

60.00 

70.00 

80.00 

96.00 

118.00 

139.00 

144 


36 

30 

72.00 

84.00 

95.00 

114.00 

142.00 

166.00 

146 


42 

36 

84.00 

97.00 

110.00 

132.00 

166.00 

193.00 

148 

^2 

48 

42 

96.00 

111.00 

125.00 

150.00 

188.00 

220.00 

150 


54 

48 

108.00 

124.00 

140.00 

168.00 

204.00 

247.00 

152 


60 

54 

120.00 

138.00 

155.00 

186.00 

228.00 

274.00 

154 

yA 

66 

60 

132.00 

151.00 

170.00 

204.00 

252.00 

301.00 

156 

^A 

72 

66 

144.00 

165.00 

185.00 

222.00 

276.00 

328.00 

160 

2 

24 

18 

75.00 

85.00 

94.00 

110.00 

130.00 

150.00 

164 

2 

30 

24 

90.00 

101.00 

112.00 

132.00 

160.00 

185.00 

168 

2 

36 

30 

105.00 

118.00 

130.00 

154.00 

190.00 

220.00 

170 

2 

42 

36 

120.00 

134.00 

148.00 

176.00 

220.00 

255.00 

172 

2 

48 

42 

135.00 

151.00 

166.00 

198.00 

250.00 

290.00 

174 

2 

54 

48 

150.00 

167.00 

184.00 

220.00 

280.00 

325.00 

176 

2 

60 

54 

165.00 

184.00 

202.00 

242.00 

310.00 

360.00 

178 

2 

66 

60 

180.00 

200.00 

220.00 

264.00 

340.00 

395.00 

180 

2 

72 

66 

195.00 

217.00 

238.00 

286.00 

370.00 

430.00 

184 

2 ^ 

36 

30 

180.00 

205.00 

230.00 

260.00 

300.00 

350.00 

188 

^A 

48 

42 

230.00 

265.00 

300.00 

340.00 

400.00 

470.00 

192 

2A 

60 

54 

280.00 

325.00 

370.00 

420.00 

500.00 

690.00 

196 

2A 

72 

66 

330.00 

385.00 

440.00 

600.00 

600.00 

710.00 

200 

3 

36 

30 

240.00 

275.00 

310.00 

340.00 

410.00 

490.00 

204 

o 

o 

48 

42 

300.00 

345.00 

390.00 

430.00 

520.00 

630.00 

208 

3 

60 

54 

360.00 

415.00 

470.00 

520.00 

630.00 

770.00 

212 

3 

72 

66 

420.00 

485.00 

550.00 

610.00 

740.00 

910.00 

216 

4 

48 

36 

480.00 

520.00 

560,00 

600.00 

700.00 

810.00 

220 

4 

72 

60 

630.00 

695.00 

760.00 

840.00 

1000.00 

1270.00 

224 

4 

96 

84 

780.00 

870.00 

960.00 

1080.00 

1300.00 

1610.00 

228 

4 

120 

108 

930.00 

1045.00 

1160.00 

1320.00 

1600.00 

2010.00 


Open End or Well Extension Points same list as above. 
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BRASS JACKET TUBULAR WELL POINTS 



C 56800 


Trade 

Num¬ 

ber 

Inside 

Diam¬ 

eter 

Inches 

Length 

of 

Point 

Inches 

Length 

of 

Jacket 

Inches 

Open¬ 
ings Ag 
gregate 
Square 
Inches 

PRICE PER DOZEN 

Number of Gauze 

60 

70 

80 

90 

100 

73 

1 

30 

18 

15 

$ 34.oc 

1 $ 40.00 

$ 45.00 

$ 50.00 

$ 55.00 

75 

1 

36 

18 

15 

38.00 

1 44.00 

50.00 

56.00 

66.00 


1 

36 

24 

20 

43.00 

1 49.00 

55.00 

62.00 

77.00 

77 

1 

42 

24 

20 

47.00 

1 54.00 

60.00 

68.00 

82.00 

771 ^ 

1 

42 

30 

25 

52.00 

1 59.00 

65.00 

74.00 

93.00 

79 

1 

48 

30 

25 

56.00 

i 63.00 

70.00 

80.00 

98.00 

793 ^ 

1 

48 

36 

30 

61.00 

68.00 

75.00 

86.00 

109.00 

81 

1 

54 

36 

30 

65.00 

73.00 

80.00 

92.00 

114.00 

8 UA 

1 

54 

42 

35 

70.00 

78.00 

85.00 

98.00 

125.00 

83 

1 

60 

42 

35 

74.00 

82.00 

90.00 

104.00 

130.00 

116 

13 € 

24 

18 

20 

36.00 

44.00 

52.00 

60.00 

80.00 

117 

134 

30 

18 

20 

41.00 

49.00 

57.00 

65.00 

85.00 

117 }^ 

13 ^ 

30 

24 

28 

46.00 

55.00 

64.00 

75.00 

100.00 

118 

134 

36 

24 

28 

51.00 

60.00 

68.00 

80.00 

105.00 

119 

IH 

42 

24 

28 

56.00 

65.00 

73.00 

85.00 

110.00 

120 


48 

24 

28 

61.00 

70.00 

78.00 

90.00 

115.00 

121 

I 3 i 

36 

30 

36 

56.00 

66.00 

76.00 

90.00 

120.00 

122 

I 3 i 

42 

30 

36 

61.00 

71.00 

80.00 

95.00 

125.00 

123 

134 

48 

30 

36 

66.00 

76.00 

85.00 

100.00 

130.00 

124 

IK 

54 

30 

36 

71.00 

81.00 

91.00 

105.00 

135.00 

125 

134 

42 

36 

39 

66.00 

77.00 

88.00 

105.00 

140.00 

126 

1 J 4 

48 

36 

39 

71.00 

82.00 

92.00 

110.00 

145.00 

127 

I 3 i 

54 

36 

39 

76.00 

87.00 

97.00 

115.00 

150.00 

128 

13 € 

60 

36 

39 

81.00 

92.00 

102.00 

120.00 

155.00 

129 

13 ^ 

48 

42 

453 ^ 

76.00 

88.00 

100.00 

120.00 

160.00 

130 

IH 

54 

42 

45 K 

81.00 

92.00 

104.00 

125.00 

165.00 

1303 ^ 

IK 

60 

42 

45 K 

86.00 

98.00 

110.00 

130.00 

170.00 

131 

IK 

66 

42 

45 K 

91.00 

103.00 

115.00 

135.00 

175.00 

1313 -^ 

IK 

54 

48 

52 

86.00 

99.00 

112.00 

135.00 

180.00 

132 

IK 

60 

48 

52 

91.00 

104.00 

116.00 

140.00 

180.00 

133 

IK 

66 

48 

52 

96.00 

109.00 

122.00 

145.00 

185.00 

135 

IK 

72 

48 

52 

101.00 

114.00 

127.00 

150.00 

190.00 

570 

IK 

60 

54 

58 K 

96.00 

110.00 

124.00 

150.00 

200.00 

571 

IK 

66 

54 

58 

101.00 

115.00 

129.00 

155.00 

205.00 

572 

IK 

72 

54 

583 ^ 

106.00 

120.00 

134.00 

160.00 

210.00 

573 

IK 

66 

60 

65 

106.00 

121.00 

136.09 

165.00 

220.00 

574 

IK 

72 

60 

65 

111.00 

126.00 

141.00 

170.00 

225.00 

575 

IK 

78 

60 

65 

116.00 

131.00 

146.00 

175.00 

230.00 

576 

IK 

72 

66 

71 K 

116.00 

132.00 

148.00 

180.00 

240.00 

577 

IK 

78 

66 

71 K 

121.00 

137.00 

153.00 

185.00 

245.00 

578 

IK 

84 

66 

71 K 

126.00 

142.00 

158.00 

190.00 

250.00 

579 

IK 

78 

72 

78 

126.00 

143.00 

160.00 

195.00 

260.00 

580 

IK 

84 

72 

78 

131.00 

148.00 

165.00 

200.00 

265.00 

581 

IK 

90 

72 

78 

136.00 

153.00 

170.00 

205.00 

270.00 

582 

IK 

84 

78 

841/2 

136.00 

154.00 

172.00 

210.00 

280.00 

583 

IK 

90 

78 

84 K 

141.00 

159.00 

177.00 

215.00 

285.00 

584 

IK 

96 

78 

84 ^ 

146.00 

164.00 

182.00 

220.00 1 

290.00 


Any length or size not in above list made to order. Please order by trade number, stating mesh of gauze. 
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WASHER WELL POINTS 



C 56814 


These well points are made of wrought pipe galvanized, holes bored and countersunk. Each hole 
is covered with brass wire gauze, held in place by a brass washer and riveted. 


PRICE LIST 


Trade 

Num¬ 

ber 

Inside 

Diam¬ 

eter, 

Inches 

Length 

of 

Point, 

Inches 

Num¬ 
ber of 
Holes 

Open¬ 
ings Ag¬ 
gregate 
Square 
Inches 

Price per Dozen 

Number of Gauze 

60 

70 

80 

90 

100 

300 

IH 

20 

50 

6 

$ 30.00 

$ 36.00 

$ 42.00 

$ 50.00 

$ 64.00 

301 

IH 

24 

60 

714 

36.00 

44.00 

52.00 

60.00 

80.00 

302 

IH 

30 

80 


46.00 

55.00 

64.00 

75.00 

100.00 

303 

IH 

36 

100 

12 

56.00 

66.00 

76.00 

90.00 

120.00 

304 


42 

120 

uy2 

66.00 

77.03 

88.00 

105.00 

140.00 

305 


48 

140 

17 

76.00 

88.00 

100.00 

120.00 

160.00 

308 

m 

24 

80 

91^ 

42.00 

50.00 

68.00 

68.00 

90.00 

310 


30 

100 

12 

52.00 

61.00 

70.00 

83.00 

110.00 

320 


24 

80 

m 

48.00 

57.00 

65.00 

78.00 

94.00 

321 


30 

110 

13M 

60.00 

70.00 

80.00 

96.00 

118.00 

322 

m 

36 

130 

151^ 

72.00 

84.00 

95.00 

114.00 

142.00 

323 


42 

150 

18 

84.00 

97.00 

110.00 

132.00 

160.00 

323H 

m 

48 

170 

20H 

96.00 

111.00 

1-25.00 

150.00 

180.00 

324 

2 

30 

140 

17 

90.00 

101.00 

112.00 

132.00 

160.00 

325 

2 

36 

170 

20^ 

105.00 

118.00 

130.00 

154.00 

190.00 

326 

2 

42 

200 

24 

120.00 

134.00 

148.00 

176.00 

220.00 

327 

2 

48 

230 

271^ 

135.00 

151.00 

166.00 

198.00 

250.00 

328 

2 

54 

260 

3114 

150.00 

167.00 

184.00 

220.00 

280.00 

329 

2 

60 

290 

35 

165.00 

184.00 

202.00 

242.00 

310.00 

330 

2 

66 

320 

38^ 

180.00 

200.00 

220.00 

264.00 

340.00 

331 

2 

72 

350 

42 

195.00 

217.00 

238.00 

286.00 

370.00 

332 

2V2 

36 

225 

27 

180.00 

205.00 

230.00 

260.00 

300.00 

333 

214 

48 

325 

39 

230.00 

265.00 

300.00 

340.00 

400.00 

334 

2^ 

60 

425 

51 

280.00 

325.00 

370.00 

420.00 

500.00 

335 

2^ 

72 

525 

63 

330.00 

385.00 

440.00 

500.00 

600.00 

3351^ 

214 

84 

625 

75 

380.00 

445.00 

510.00 

580.00 

700.00 

337 

214 

96 - 

725 

87 

430.00 

505.00 

580.00 

660.00 

800.00 

338 

3 

36 

250 

30 

240.00 

275.00 

310.00 

340.00 

410.00 

339 

3 

48 

360 

43 

300.00 

345.00 

390.00 

430.00 

520.00 

342 

3 

60 

470 

56 

360.00 

415.00 

470.00 

520.00 

630.00 

346 

3 

72 

580 

69 

420.00 

485.00 

550.00 

610.00 

740.00 

348 

3 

84 

690 

82 

480.00 

555.00 

630.00 

700.00 

850.00 

350 

3 

96 

800 

95 

540.00 

625.00 

710.00 

790.00 

960.00 

370 

4 

48 

440 

50 

480.00 

520.00 

560.00 

600.00 

700.00 

374 

4 

72 

660 

78 

630.00 

695.00 

760.00 

840.00 

1,000.00 

378 

4 

96 

1020 

125 

780.00 

870.00 

960.00 

1,080.00 

1,300.00 

382 

4 

120 

1380 

175 

930.00 

1,045.00 

1,160.00 

1,320.00 

1,600.00 


\ 

Please order by trade number, stating mesh of gauze. 
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DRIVE CAPS, HEADS, ETC. 

MALLEABLE IRON ’ 


DRIVE CAP 


^ STEEL 
drive HEAD 


PIPE DRIFT 


C 56340 


C 56350 


C 56360 


malleable iron drive caps and steel drive heads 


. 114 \ 14 

Pn£gia:iZiCapg_ ^...Each| ,20 | .2 4 | . 44 | 1.00 | 1.25 I 1.50 1 

— , . 1.5U I 2.00 I 2.50 I 6.00 | 9.0 0 |16.00|2 4.00 

- _PIPE DRIFTS 

For Drifting Pipe 


. ... 


2J^ 


malleable I- 

WITHOUT db'lUULDERS 


DRrVE SHOES 


CAST 

STEEL 


• .Eachl 5.00 | 7.00 llO.OQ 


forged 

WROUGHT STEEL 


C 56370 


C 56372 


C 56374 


Size, Pipe.Inches | 2 

Jr^riC0, hi A 1 pnTi 1 CT/A 

1 2^ 1 3 

34 

4 

^4151 *54 

-‘-’Atnico/uit; Aiuii... .iLacni oO 

Price, Cast Steel, Rouerh Pnnh 1 sn 

.70 1 .90 

1.20 

1.50 

.11 

Price, Cast Steel, 1 in .... Pach | 1 00 
Price, Forged Wrt Sfppl TTortV,! i cp 

1.10 1 1.50 
1.30 1 2.00“ 

2.50 

2.75 

3.V5 1 4.25 1 6.50 

3.50 

4.00 

6.00 1 7.00 1 g.oo" 

7 TT 1 t. LD . iLaCll 1 X 0() 

Size. Pine tTTTtrm—>. i 

2.50 1 3.50 

5.00 

6.00 

8.00 110.001 

» X . .Inches ( 6 | 

Price, Cast Steel, Rough.Each 1 fi .^n 1 
^^rrzr~rT~7"or;—r"-r^--= —1 

^ 1 « 1 10 1 12 1 14 1 15 1 ifi 
8.00 1 1 1 n-- 

X 4 v.asL i^ieei, in ... . Each | 9.00 | 1 1 9 ml -i - i - ! - ^ — 


END PIPE REAMERS 


Size.. 

Price 


inches I 2 I 2]4 I 3~ 
■ Fachl 1.50 I 2.00 | 3.00 


C 56390 
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PUMP ROD AND COUPLINGS 

WROUGHT-FORGED SUCKER ROD COUPLINGS 


C 56400 


Size of Rod . 

. . Inches 

iVs 

1 m 

1 IVs 

1 

sy2 

Adapted for Working Barrel, Diam.. 


13^to2M 

2Mto2M 

2Mto3K 

S%tod^ 

5Jito8^ 

Size of Box and Pin. 

..Inches 


Vs 

1 

IVs 

1^ 

Price, Plain Couplings.... 


.60 

.75 

1.30 

2.00 

5.00 

“ Galvanized Couplings. 

“ 

.85 

1.15 

1.75 

2.60 

6.00 

“ Wood Rod without Couplings.. Per Ft. 

.04 

.05 

.09 

.14 

.30 

“ with Forged Couplings. ... 

“ 

.08 

.11 

.18 

.25 

.65 

“ with Galvanized Forged Coup- 






lings and Rivets. 

“ 

.15 

.20 

.30 

.40 

1.10 


MALLEABLE WOOD COUPLING 


STEEL SUBSTITUTE 




C 56410 

MALLEABLE WOOD ROD COUPLINGS 


Description. 

1 Black 

Galvanized 

Number of Holes. 


2 

3 

4 

2 

3 

4 

Price, for 1 and IJ/s-inch Rod.. .. 

. Per Set 

.10 

.16 

.20 

.14 

.20 

.24 

Price, for 1}4 and l^^-inch Rod. . .. 

. Per Set 


.20 



.24 



STEEL SUBSTITUTES 

FROM SUCKER ROD COUPLING THREAD TO PIPE THREAD 


Size of Pin-Wrought Forged Coupling.Inches| 

1 Vs 

1 K 1 1 

iVsi m iy2 

Size of Pipe.Inches 

Price.Each 

Vs 

.50 

Vs 

.70 

Yu 

.70 

1.60 

2.25 

1 

3.00 

3.00 


HEXAGON 


ROD COUPLINGS FOR STEEL ROD 

REDUCER COUPLINGS 

BEADED MALE FEMALE 



C 56420 


C 56422 c 56424 

BEADED AND HEXAGON 


C 56426 


Size. 


Vs 


% 


Number of Threads to inch. 


14 

12,14 

12 

12 

Price, Beaded or Hexagon, Black. 


.16 

.16 

.16 

.16 

Price, Beaded or Hexagon, Galvanized.. .. 


.20 

.20 

.20 

.20 

Price, Hexagon, Brass. 


.50 

.ao 

.50 

.50 


REDUCER COUPLINGS FOR AND ^-INCH PIPE AND ROD 


Size of Rod 


1 ^ 1 

1 % 

Price, Y\ or 

Price, Y or 

J^-inch Pipe, Male or Female, Black.Per Pound 

S/g-inch Pipe, Male or Female, Galvanized. .Per Pound 

.25 

.30 

.25 

.30 


STEEL PUMP RODS 


Price, Polished, 

Price, Galvanized, 


^6 and 3^-inch. . . 

% and 3^-inch. 


. Per Pound I 
. Per Pound 


.10 

.12 


























































































CRANE 


907 


OCTAGON WOOD PUMP RODS 


__ C 56442 

S^L zeofRod.Inches I IH i 1^ I j ^ -i-- 

Adapted for working barrel, diameter _,_^ancl^H to 2^ I 2^ to 2?^ | 2K to SH I tn I 

.PerF t.l i0.04 I to.ns I Inna I «n .. i L 

Made of selected ash and furnished in approximately 20-foot lengths.--- 

_ SQUARE WOOD PUMP ROD 

IH X in., random lengths, pe r 100 ft. , 

IH X 1}4 in., random lengt hs, per 100 ft.. ’ ^ - — .| - - 

Mnde from best Quality hard pine, dressed four sides. ' - 

STRAINERS, CHECK VALVES 

SUCTION PIPE STRAINERS 

WITH SET SCREW WITH MALE THREAD WITH FEMALE THREAD 




C 56600 


C 56602 


C 56604 


Size. 


Price, with Set Screw or Threaded, Galvan i zed with Brass Uauze .... Each!$0^8|tO.*28l 8o !32l«n'1Jitn^iin 

Price, with Set Scre w or Threaded, Galvanized without Brass Gauze. .Ea^ ~22\ . 22 | — ~ 2 T\ — ^6| - 40 

•181 .181 .201 .241 .36 


Price, with Set Screw or Threaded, Plain without Brass Gauze.. Each| 


GLOBE STRAINER 


“ENTERPRISE" CHECK VALVE TURNED COUPLING 





C 56610 

^ ®®620 C 56630 

_ GLOBE STRAINERS 

r — 

■Priw, Plain.. -— . . \ I'A I 2 

.Eachl $0.50 I to. 65 | $1.00 

Price, Brass- .. _ :»» I ^ I 1,25 

-— .. . Eachl 2,75 | 2,75 | 3,50 

“ENTERPRISE" CHECK VALVES 

iron body, brass seat 

Si?!Pi " L ' 

Prij;-—- . . 1 I Hi I iH 

.... . Eachl $1.50 I $1.75 I $2.25 

_ turned co uplings 

.inchesii^^i ri IH \ mrnr \— m I m I 2 I —I — Ut- 

--- I I I R. & L. I I j R, & L, I I I B A, I. I— 

-=—J-!_ I Threads | | | Threads I \ I ThreaHa i 

— .Each|t0.12H0.20| $0.2 4 |$0.20|$0.25f $0.40 H0. 3U|$0.60| $0.60 L 
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FLOAT VALVES AND WELL GOODS 



RED JACKET FLOAT VALVE 


Size. 


1 1 

1 iH 1 


Price. 


1 2.401 

4.80 

ENTERPRISE FLOAT VALVE 

Size. 


134 ! 

2 1 

3 

Price. 


3.00 1 

5.00 1 10.00 

GALVANIZED IRON FLOATS 

(NOT ILLUSTRATED) 

Size. 


12 1 

15 1 

18 

Price. 


1.25 1 

1.50 1 

1.75 


WATER 

CONDUCTOR 

# 

C 56890 


For Pipe. . ■■ ■ T. ■■ .Inchesl | 1^ | 2 

Price. . .. . .. .Eachl 1.00 | 1,00 | 1.20 

_GOO SE NECKS _ 

. .Inches | I 1 | 1^ 

Price. 7 .. ...Eachl .75 Tl OO I 1-25 

_ HOSE CON NECTIONS 

Price.T.T:.~T.: . ..Eachl 


HYDRANT CLAMPS 


Size of Cock to be used with.Inchesl 

34 

1 


1 


1 

1 

1 

m 

No. 850, Mall. Iron, with ^ in. sq. hole.. .Per Lb. | 

.15 

1 

.15 

1 

.15 

1 


1 


No. 850, Mall. Iron, with % in. sq. hole.. .Per Lb.j 

.15 

1 

.15 

1 

. 15 

1 

.15 

1 

.15 

No. 850, Mall. Iron, with 3^ in. sq. hole.. .Per Lb.| 

.15 

1 

.15 

1 

. 15 

1 

.15 

1 

.15 

No. 850, Mall. Iron, tap. for % in. pipe Per Lb. | 

.18 

1 

.18 

1 

.18 

1 

.18 

1 

.18 

No. 850, Mall. Iron, tap. for % in. pipe. Gal.Per Lb. | 

.25 

1 

.25 

1 

.25 

1 

.25 

1 

.25 

No. 850, Mall. Iron, tap. for 3^ in. pipe... .Per Lb. [ 

.20 

1 

.20 

1 

.20 

1 

.20 

1 

.20 

No. 852, Brass.Each| 

.20 

1 

.20 

1 

.25 

1 

.30 

1 



HOSE 

ONNECTION 



GOOSE 

NECK 



C 56892 C 56894 

WATER CONDUCTORS 


HYDRANT 

CLAMPS 
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NORTH STAR ADJUSTABLE PUMP FLANGE 



This flange is so con¬ 
structed it will fit any size 
pump base, no matter what 
make of pump is used. Made 
for 4, 43 ^, 5 and 6 inch pipe, as 
follows: 


C 56898 


holders, lifters, etc 

automatic PIPE HOLDER 


1 List 

4 

inch pipe. 


43 ^ inch pipe. 

. 1 1.70 

5 

inch pipe. 

.i 1.80 

6 

inch pipe. 

.1 2.00 



PUMP LIFTING CLEVIS 


C 56900 



AUTOMATIC PIPE HOLDERS 


C 56902 


Price. 


rpi • 1 r ; ■ —... .Ea ch | $5.00 

inis holder can be instantly adjusted to hold 1, lU lU ^nd 9 inni. ^ iT 

imply turning the screw block at the end. » and 2-mch pipe, by 


turning 


Price, for 1 a nd IJ^-inch Pipe. 

PIPE PULLER 


! screw block at the end. 

PUMP LIFTING CLEVISES 


Each I $2.00 



TAPER TAPS. FOR PULLING HOLLOW ROD 


C 56904 

C 56910 

- -PIPE PULLERS 

^ipe wi ll h oM..Inches | 2 I ' 2 ^ I H I RUI . 

Price, No. 3, with 2, 214 or 3-mch Dip.^g Paph | | [ 5 on I- i - 

Price, Extra Dies tor No. 3. ' | 7. | 7:^ | -^- 

Price, No, 4, with 3^ or 4-inch Dios Pnoh I j ~i j — q cn ‘ 

. I I I 2.25 I 2,00 I 1:75 

— taper TAPS FOR PULLING HOLLOW RODS 

iriSr- .. ^ 

1^ . Inchesl^tol^l Mto2 I 2to3 

— .•••••_ . Kachl 4.50 I 6.25 | 12.00 

urnished with right-hand threads, unless otherwise ordered. 


L 
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PUMP MAKERS’ STOCKS AND DIES 

WITH LIGHTNING DIES 



No 

Price Cutting Style 
Each Sizes 

- C 57010 

Length 1 Weight 

Inches | Oz. Pump Makers’ Taper Taps 

900 

$4.451^14, Double 

143^ ! 25 V-thread 3^2 over-size fur- 

910 

2.40j H'* 1 Single 

16^ ! 34 nished at regular Hand Tap 

912 

2.55| ^ 6^2 1 Single 

16^ ! 34 prices. 

914 

3.00| 3^12 1 Single 

IGM 1 34 ■ 


EARTH AUGER 




C 57015 


Size of Pipe... .Inches| 1 | 134 I IK 

Size Auger.Inches! 2 j 23^ | 3 

Price.Each j 6.00 j 6.50 1 7.00 

Size of Pipe.Inches | 13^ | 2 

Size Auger.Inches | 33^ | 4 

Price.Each j 8 ■ 50110 ■ 00 



Price.Each 11.00 


NEVER-SLIP ROD TONGS 


C 57020 


NO. 710 


WINDMILL STUFFING BOX HEADS 

NO. 711 NO. 712 


NO. 713 



Number. | 710 | 711 | 712 | 713 

Description. | Iron j Iron | Iron | All Brass 

Price.Each! 6.00 j 6.00 j 3.00 j 4.00 

Fitted for Pipe.Inches! 1. 13^, 13^ and 2: Stroke 10 inches. 
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HOG WATERERS 

The '^Daisy” Hog Waterer is a simple, 
practical, and easily attached waterer. It 
has no delicate parts,no close adjustments, 
no springs. All working parts are brass 
and all on the inside of the tank or barrel 
excepting the valve. The valve is a tapered 
vulcanized rubber cork, and the valve 
seat IS solid hard rubber, in which the cork 
fits tightly making leakage impossible. 

1 his valve can be adjusted to keep any 
depth of water in the cups. The bowl is 
cast iron. The strainer is malleable iron 
with a strip of perforated brass around it 

to protect the valve and keep out the sedi- - 

Srew. galvanized iron, pivoted on a brass 



C 57542 


machine 


Price. 


■ Per Dozen I $21.00 


CRANE STOCK WATERERS 

DETACHABLE BOWLS 



C 57546 


SPECIAL FEATURES: 

2-— Lever can easily be removed. 

4. Can be used as hog waterer. 

5. ^Weighs only eight pounds. 

6. —Each bowl guaranteed against defective material and workmanship 

7. —btem and spring of brass. Genuine Fuller ball used. 

8. —Bowl can be drained entirely to prevent freezing. 

Price. ^^^^^^^^^^^^^======================== 1 ======== 


.1 


L75 
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SUBMARINE TANK HEATER 



C S7S12 


The Busby Submarine Heater embodies several features of real merit. It 
heats quickly, requires little fuel, is durable, and is convenient to care for and 
regulate. 

It is made of 14-gauge boiler plate; all seams are welded; no rivets, bolts or 
packing necessary. The heat chest and fire box are each 30 inches long, 12 inches 
wide and 8 inches high, joined together at an angle of about 45 degrees. 

This Tank Heater built with the heating chest only 8 inches high will heat 
water of shallow depth without injuring the heater. At the same time will heat a 
larger quantity of water due to the fact that the large heating capacity is entirely 
under water. 

The Busby Submarine Tank Heater will burn any kind of fuel. For coal a 
basket grate is provided, but for wood or other fuel no grate is needed and will 
burn wood more than 30 inches long. 

Shipping weight 85 pounds. 

INo. 1. Busby Submarine Heater, less grate. 

No. 2. Busby Submarine Heater, with, grate. 

Ask for prices. 
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WOOD SUPPLY TANKS 
WOOD STOCK TANKS 



C 57400 



C 67402 


Length of 

Stave 

Diameter 
of Bottom 

No. of Hoops 

Capacity in 
Barrels 

Approximate 

Weights 

Price 

Each 

2 

4 

2 

4.9 

150 

$ 16.90 

2 

5 

2 

7.0 

200 

23.20 

2 

6 

2 

10.S 

260 

29.40 

2 

7 

2 

14.5 

325 

36.30 

2 

8 

2 

19.0 

400 

43.40 

2 

9 

2 

24.3 

475 

50.60 

2 

10 

2 

30.0 

550 

60.90 

2 

12 

2 

41.2 

700 

77.70 

2j^ 

4 

2 

5.9 

200 

19.30 

2^2 

5 

2 

9.4 

230 

26.40 

2H 

6 

2 

13.7 

300 

32.80 

2}4 

7 

2 

18.9 

375 

39.80 


8 

2 

24.8 

450 

47.00 

2J^ 

9 

2 

31.5 . 

525 

55.40 

2)4 

10 

2 

39.1 

625 

66.10 

2H 

12 

2 

55.2 

800 

84.10 

4 

4 

4 

9.8 

250 

27.30 

4 

5 

4 

15.6 

350 

36.80 

5 

5 

4 

20.0 

400 

44.40 

5 

6 

4 

25.2 

500 

52.80 

5 

7 

4 

40.0 

600 

64.80 

5 

8 

4 

52.4 

725 

75.60 

6 

6 

5 

35.4 

550 

63.70 

6 

7 

5 

48.9 

700 

75.20 

6 

8 

5 

63.9 

800 

87.90 

7 

7 

6 

57.3 

800 

85.80 

7 

8 

6 

85.3 

900 

99.70 

8 

6 

6 

48.1 

725 

79.70 

8 

7 

6 

66.0 

825 

93.80 

8 

8 

6 

86.5 

1000 

117.50 

8 

9 

6 

100.4 

1145 

132.90 

8 

10 

7 

136.8 

1250 

155.90 

8 

12 

7 

170.2 

1500 

192.10 

9 

8 

7 

98.2 

1085 

131.20 

9 

9 

7 

124.9 

1245 

147.80 

10 

7 

8 

82.8 

1000 

124.70 

10 

8 

8 

109.6 

1200 

143.60 

10 

9 

8 

141.5 

1350 

163.70 

10 

10 

8 

172.8 

1550 

189.60 

10 

12 

8 

215.0 

1850 

225.80 

12 

8 

9 

132.5 

1400 

172.30 

12 

10 

9 

208.9 

1775 

214.40 

12 

12 

9 

253.6 

2000 

258.10 


---—-* w o A o. x-ive-eignT/na i 

Two inch material only is recommended for tanks 8x8 and larger. 


8x 8 to 12x12. 
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CRANE 


ROUND STOCK TANKS 



C67418 


ALL PARTS ARE GALVANIZED AND ALL SEAMS ARE SOLDERED 


Pruden System’^ Plain Round Tube Top Tanks have the same perfect tube 
top and bottom seam construction as Round End Tanks. The sides are not cor¬ 
rugated as this reinforcement is not necessary. 

The Following List Prices are for Full Weight No. 20 Gauge Galvanized Ma¬ 
terial. If Heavier Materials are Wanted ask for Prices. 


Number 

Diameter 

Feet 

Height 

Feet 

Capacity 

Barrels 

Weight 

Pounds 

List 

Prices 

R 32. 

3 

2 

3 

54 

$12.30 

R 352. 


2[ 

4 

64 

14.00 

R 42. 

4 

2 

5 

76 

15.80 

R452... 

43^ 

2 

7 

91 

17.70 

R 52. 

5 

2 

83^ 

105 

20.00 

R 552 . 


2 

lOM 

122 

22.50 

R 62. 

6 

2 

123^ 

134 

25.50 

R 652 . 

()}4 

2 

UM 

150 

28.80 

R 72 . 

7 

2 

1734 

175 

32.30 ' 

R 752 . 

7K 

2 

20 

195 

37.10 

*R 82 . 

8 

2 

22^ 

205 

42.00 

*R 102. 

10 

2 

36 

290 

58.50 

*R 122. 

12 

2 

52 

345 

80.30 


Sizes marked with a star (*) are too large to go through a car door so they will 
be shipped in nested halves with solder for assembling. 

In addition to the tanks listed above we can build any of these sizes 2J^ or 3 feet 
high. List or net prices will be quoted on application. 

When buying Plain Round Tanks always specify several nesting sizes to save 
freight. 


















































CRANE 


915 


ROUND END STOCK TANKS 



ALL PARTS ARE GALVANIZED AND ALL SEAMS ARE SOLDERED 

Pruden System” Tube Top Tanks are made of full weight No. 20 gauge eal- 
vanized steel of prime quality. Even the top braces used on round end and fquare 

tai perfecTin fvfry wa^ ^ thoroughly rust proof 


Number 


RE 224.... 

RE 225.... 
RE 226.... 
RE 227.... 
RE 228.... 
RE 2210 ... 
RE 2525... 
RE 2526. .. 
RE 2527... 
RE 2528. .. 
RE 25210. . 
RE 326.... 
RE 327.... 
RE 328.... 
RE 3210... 
RE 3526... 
RE 3527. .. 
RE 3528. .. 
RE 35210.. 
RE 35212.. 
RE 35214.. 
RE 428. ... 
RE 4210... 
RE 4212... 
RE 4214... 
RE 4216... 


Width 

1 Height 

Length 

Capacity 

Weight 

List 

Feet 

1 Feet 

Feet 

Barrels 

Pounds 

Prices 

2 

2 

4 

3 

53 

$12.60 

2 

o 

2 

5 

3M 

64 

15.20 


2 

6 

m 

78 

17.70 

2 

o 

2 

7 

0^ 

86 

20.30 

n 

2 

8 

6M 

101 

22.80 

2^ 

2 

2 

10 

5 

8 

434 

128 

72 . 

27.90 

17.00 

2}^ 

2Ji 

2^ 

2H 

Q 

2 

6 

5H 

90 

19.80 

2 

7 

7 

101 

22.70 

2 

8 

8 

112 

25.50 

2 

10 

lOM 

140 

31.20 

O 

o 

2 

6 

7 

95 

21.80 

O 

2 

7 

8M 

105 

24.90 

3 

Q 

2 

8 


122 

28.10 

3H 

3H 

3y2 

3H 

3y2 

2 

2 

2 

10 

6 

7 

12M 

8 

9M 

156 

97 

115 

34.40 

23.70 

27.20 

2 

8 

ny 

129 

30.60 

2 

10 

uy 

167 

37.50 

2 

12 

17K 

195 

44.70 

2 

14 

20?i 

231 

51.60 

4 

A 

2 

8 

12 M 

140 

32.40 

4 

A 

2 

10 

16M 

182 

39.30 

4 

2 

12 

20 

217 

46.50 

4 

A 

2 

14 

231^ 

249 

53.40 

4 

2 1 

16 

27y 

298 

60.30 


lii'crh tanks listed above we can build any of these sizes 2J4 or 3 feet 

high. List or net prices will be quoted on application. 
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CRANE 


SUPPLY AND STORAGE TANKS 



C 67416 


'Truden System” Storage Tanks are made two ways. Tanks 3, 4 and 5 feet in 
diameter are made with tube tops the same as Round Tanks. Tanks 6 feet in 
diameter and larger are made with riveted seams. The following list prices are 
based on No. 20 gauge galvanized steel. For No. 18 gauge actd 30 per cent and for 
No. 16 gauge add 60 per cent. 



Diameter 

Height 

Capacity 

Weight 

List 

XN tllllUCl 

Feet 

Feet 

Barrels 

Pounds 

Prices 

S 34. 

1 3 

4" i 

i 5% 

97 

$ 20.30 

S 35. 

1 3 

1 5 

71/4 

113 

23.90 

S 36. 

1 3 

1 6 

8% 

129 

27.50 

S 44. 

1 4 

! 4 

mi 

125 

24.80 

S 45. 

4 

1 5 

13% 

148 

29.60 

S 46. 

4 

1 6 

16% 

160 

34.40 

S 48. 

4 

8 

21% 

205 

44.00 

S 55. 

5 

5 

21% 

190 

37.40 

S 56. 

5 

6 

26 

205 

43.20 

S 58. 

5 

8 

34% 

265 

. 55.10 

S 65. 

6 

5 

311/2 

260 

51.20 

S 66. 

6 

6 

38 

285 

58.80 

S 675. i 

6 

7% 

471/2 

320 

70.40 

S 68. 1 

6 

8 

53 

350 

74.10 

S 610. 1 

6 1 

10 

67% 

415 

89.40 

S 86. 

1 8 

1 6 

71% 

425 

87.30 

S 88. 1 

1 8 1 

8 

95% 

500 

107.10 

S 810. 

8 ! 

1 10 

119% 

575 

126.90 

S 108. 1 

10 1 

8 

149 

650 

140.90 

S 1010. 1 

10 ! 

10 

I 86 I /2 

725 

165.00 


Storage tanks too large to go through a car door will be shipped knocked do\\Ti 
with rivets, bolts and solder for assembling. 
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STORAGE TANKS 


Diam. 

Feet 

Heigh 

Feet 

: Capacit 
Barreh 

y Weight 
} Pounds 

List Pri( 

3 

4 


i 90 

$20.30 

8 

5 

7k 

r no 

23.90 

3 

6 

8k 

i 125 

27.50 

3 

7 

10k 

i 135 

31.05 

3 


11 

145 

33.00 

3 

8 

11^ 

i 160 

34.70 

3 

10 

14?^ 

^ 200 

41.90 

3J/ 

^ 4 

8k 

1 no 

22.50 

3J/ 

i 5 

m 

1 125 

26.70 

3^ 

2 6 

]2k 

{ 140 

30.90 

sy 

2 7 

Uk 

1 155 

35.10 

3}/ 

2 7y 

15k> 

i 165 

37.20 

3k 

8 

16k 

> 180 

39.30 

sy* 

10 

20k 

; 220 

47.70 

4 

4 

m 

: 125 

24.80 

4 

5 

13k 

; 145 

29.60 

4 

6 

m 

105 

34.40 

4 

7 

19 

190 

39.20 

4 

7k 

2oy2 

200 

41.60 

4 

8 

21k 

208 

44.00 

4 

10 

27k 

225 

53.60 

4J^ 

4 

14 

133 

27.80 

43^ 

5 

17k 

155 

33.20 

43^ 

6 

20k 

180 

38.60 


7 

24k 

200 

44.00 

43^ 

7^ 

26k 

220 

46.70 


8 

28 

225 

49.40 

43^ 

10 

35 

275 

60.20 

5 

4 

17k 

155 

31.50 

5 

5 

21k 

170 

37.40 

5 

6 

26 

185 

43.20 

5 

7 

30k 

210 

49.10 

5 


32k 

230 

52.10 

5 

8 

34k 

240 

55.10 

5 

10 

43k 

280 

66.80 

53^ 

4 

21 

172 

36.00 

5}4 

5 

26k 

200 

42.80 

53^ 

6 

31k 

230 

49.50 

53^ 

7 

37 

260 

56.30 

53^ 

7H 

39k 

270 

59.70 

5J^ 

8 

42k 

287 

63.00 

5}^ 

10 

53 

345 

76.50 

6 

4 

25k 

205 

43.50 

6 

5 

31k 

235 

51.20 

6 

6 

38 

265 

58.80 

6 

7 

44k 

295 

66.50 

6 

73^ 

47k 

.315 

70.40 

6 

8 

53 

330 

74.10 

6 

10 

67k 

365 

89.40 

63^ 

4 

29k 

210 

49.50 

63^ 

5 

37k 

235 

57.60 

63^ 

6 

44k 

268 

65.70 

63^ 

7 

55 

200 

73.80 

6K 

73^ 

59 

220 

78.00 


Diam, 

Feet 


63^ 

7 
7 
7 
7 
7 
7 
7 

m 

7J^ 

7J^ 


8 
8 
8 
8 
8 
8 
8 
9 
9 
9 
9 
9 
9 
9 
10 
10 
10 
10 
10 
10 
10 
10 
11 
11 
11 
11 
11 
11 
11 
11 
12 
12 
12 
12 
12 
12 
12 
12 


Height 

Feet 


8 

10 

4 

5 

6 

7 

7Ji 

8 
10 

4 

5 

6 

7 

7Ji 

8 
10 

4 

5 

6 

7 

73^ 

8 
10 

4 

5 

6 
7 


Capacity 

Barrels 


73^ 

8 

10 

4 

5 

6 

7 

7^ 

8 
10 
12 

4 

5 

6 

7 

7J^ 

8 
10 
12 

4 

5 

6 

7 

73^ 

8 
10 
12 


Weight 

Pounds 


63 

78Ji 
31M 
43Ji 
52M 

68 >^ 
73 

91M 

40 
50 
60 

77 

83 

104J^ 

47 

59J^ 

713^ 

83^ 

89Ji 

95M 

1193^ 

603i 

75>^ 

903^ 

1053^ 

1133^ 

128M 

151 

74}^ 

93 

nm 

1303^ 
139?^ 
149 
1863 ^ 
2233^ 
903^ 
1123 ^ 
1353i 
1593^ 
169 ^ 
1803 ^ 
2253^ 
2703i 
1713^ 
134^ 
161 
188 
2013 ^ 
214M 
2683 ^ 
3223i 


335 

400 

230 

265 

300 

380 

360 

375 

450 

260 

290 

327 

365 

380 

405 

480 

300 

355 

440 

480 

500 

525 

615 

510 

620 

660 

700 

740 

800 

860 

650 

700 

730 

790 

820 

635 

780 

850 

700 

740 

790 

820 

850 

900 

950 

1000 

820 

840 

870 

900 

930 

945 

965 

1125 


List Price 


$81.90 

98.10 

55.50 

64.10 

72.80 

81.50 

85.80 

90.20 
107.60 

61.50 

70.80 

80.10 

89.40 
94.10 
98.70 

117.30 

67.50 

77.40 

87.30 

97.20 
102.20 
107.10 

126.90 

79.50 

90.80 
102.00 

113.30 
119.00 
124.50 
147.00 

92.30 
104.40 
116.60 
128.70 

134.90 

140.90 
165.00 
195.00 

105.80 

119.30 

132.80 

146.30 
153.00 

159.80 

186.80 

218.30 
120.00 
135.00 
150.00 
165.00 

172.50 
180.00 
210.00 

247.50 


18-gauge is desired, add 30%, and 16-gauge 
add 60% and for 14-gauge add 90% to list and then deduct current discount. 
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CRANE 


CISTERNS 

WITH CONE COVERS 

Galvanized Steel Cisterns are not an experiment, 
as they have been used successfully for several years. 
There is no danger of cracks and they are not affected 
by frost or rust when buried in the ground. They are 
bug and rat proof, having tight cone top and manhole. 
They can be used as water-storage tanks above ground 
or can be buried in the ground. Where they are to be 
buried we equip them with angle hoops on the inside 
to withstand the pressure from the outside. Be sure 
to fill tank with water before filling in earth around 
outside. 


C 57450 


Diameter 

Feet 

Height 

Feet 

Capacity 

Barrels 

Weight 

Pounds 

List 

Price 

4 

1 4 

lOM 

160 

$37.20 

4 

1 5 

\^V2 

170 

42.00 

4 

6 

16M 

175 

46.80 

4 

8 

21M 

215 

56.40 

4 

10 

27M 

250 

66.00 


4 

14 

180 

42.00 

iV2 

5 

17M 

200 

47.40 


6 

20M 

210 

52.80 


8 

28 

215 

63.60 

4}^ 

10 

35 

305 

74.40 

5 

5 

21M 

200 

53.60 

5 

6 

26 

235 

59.40 

5 

8 

34M 

285 

71.30 

5 

10 

43 

335 

83.00 


6 

31^ 

275 

68.00 

&y2 

8 

42J^ 

330 

81.50 

hV2 

10 

53 

390 

95.00 

6 

6 

38 

300 

79.70 

6 

1V2 

471^ 

305 

91.20 

6 

8 

53 

308 

95.00 

6 

10 

67M 

415 

110.30 

7 

8 

73 

440 

116.30 

7 

10 

91M 

515 

133.70 

8 

8 

95K 

575 

139.10 

8 

10 

119M 

655 

158.90 


























































CRANE 


I 


NUMBER INDEX 


No. 


01 


03 

05 


07 


09 


Oil 

013 


014 

017 


Page 


127 


127 


127 


128 


128 


124 


124 

123 


125 


019 

020 


125 


125 


IB 


No. 


37E I 

38 I 


39 


40 


42 


44 


46 


48 


50 


52 


56 


58 


60 


Page 

81 


131 


131 


100 


100 


No. 


C260 


Page 


335 


262 


96 


89 


C264 


37 


268 


269 


270 


3] 


31 


32 


32 


10 


^ 1 5 

60E 1 15 

2B 1 6 

61E 1 15 

4 1 13 

70 1 12 

7 ^ ^ 

72 i 22 

y 1 8 

74 i 12 

T i 

80En 3r~ 

‘■^0 1 16 

90 1 133 

2oin 

91 1 133 

21 1 16 

92 1 133 

24 1 17 

26 1 17 

93 1 133 

94 1 133 

^7~1 

95 1 133 

^8 i 17~ 

96 1 133 

28A 1 82 

97 1 133 

28E 1 79 

97E 

184 

~29 ^ 

98 

133 

30 1 131 

98E 

179 

30A 1 82 

99E 

185 

SOEH 79 

100 

134 

31 1 19 

32 1 131 

101 1 134 ' 

33 i 19 

i m 

33 1 131 

~103 ^ l34 

~^4 i ^ 

~3i i m 

~i04 ^ 134 

105 

134 

34}n 20 

106 

134 

35 1 21 

107 

134 

35 1 131 

108 

134 

“ 35H 1 21 1 

C210 

334 

56 1 131 

36An 83 

250 

35 

36E 1 81 

252 1 35 

Z37 \ 2i 

256 ( 35 

37 i 131 

"258 i 35 

37A 1 83 I 

3r~\- 


C270 


272 

276 


336 

36 


36 


38 


337 


38 


38 


278 I 


38 


280 


39 


C280 

284 


338 


39 


285 


39 


288 

289 


39 


41 


292 


40 


294 


40 


298 


41 


300 


C300 


I 137 


339 


C304 


340 


310 


76 


311 


76 


316 


317 


320 

•3201^ 


322 


322H 


324 


324^ 


326 

328 

330 


I 120 


120 


73 


73 


73 


73 


73 


73 


74 


74 


74 


331 


74 


332 I 


75 


333 


74 


334 


75 


335 


336 


7^ 

75 


No. 

1 Page 

353 

1 ii 

354 

1 46 

355 

1 46 

356 

1 46 

357 

1 46 

358 

1 48 

359 

1 48 

360 

1 49 

362 

1 45 

363 

1 45 

364 

1 46 

365 

1 46 

366 

1 50 

367 

1 50 

368 

1 50 

369 

1 50 

372 

1 51 

373 

1 51 

374 

1 52 

37414 

1 53 

375 

1 53 

3753 ^ 

1 53 

376 

1 105 

377 

105 

380 

96 

382 

89 

384 

84 

385 

84 

390 

118 

391 1 

118 

392 1 

117 


392K 


117 


393 I 118 

393^1 


394 


55 


3941 ^ 


54 


395 


55 


395H 


396]^ 


337 


75 


348 


47 


349 

350 


47 


43 


351 


43 


352 I 44 


398 


399>^ 


400 


54 


119 


138 


119 


138 


401 


139 


C402 I 34i 


403 


139 


404 


I C404 


137 


341 
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CRANE 


NUMBER INDEX—Continued 


No. 1 Page 

No. 1 

Page 

No. 1 Page 

No. 

Page 

406 1 137 

517 

183 

582 1 205 

714 

297 

408 1 141 

517^ 

183 

590 1 180 

720 

294 

409 1 140 

519 

178 

C590 1 343 

722 

294 

415A 1 87 

519>^ 

178 

591 1 180 

724 

294 

415H 

87 

521J^ 

176 

592 1 180 

730 

292 

415V 

87 

522 

176 

593 1 180 

732 

292 

416 

85 

523 

176 

594 1 181 

734 

292 

417 

85 

523K 

176 

595 1 181 

736 

292 

437 

29 

525 

206 

596 1 181 

738 

293 

437K 

29 

526 

211 

597 1 181 

740 

293 

438 

23 

527 

206 

598 1 183 

741 

293 

440 

24 

528 

211 

59854 1 183 

742 

294 

440H 

25 

529 

212 

600 

285 

744 

294 

441 

24 

530 

215 

750 

288 

442 

27 

531 

212 

C600 1 344 

C750 

346 

442 

28 

532 

215 

602 1 285 

751 

288 

444 

26 

533 

214 

604 1 286 

752 

288 

446 

26 

534 

213 

606 1 286 

753 

288 

448 

26 

535 

214 

607 1 287 

C770 

346 

450 

33 

536 

213 

60754 1 287 

C820 

347 

452 

33 

537 

217 

608 1 285 

458 

30 

538 

210 

610 1 289 

C860 

348 

459 

30 

539 

217 

613 1 290 

C864 

348 

460 

61 

540 

210 

615 1 290 

C950 

349 

461 

61 

541 

216 

616 1 290 

462 

63 

543 

216 

624 1 289 

C952 

349 

462^ 

68 

545 

209 

650 1 310 

C954 

349 

464 

62 

547 

218 

C650 1 345 

C956 

349 

mH 

62 

548 

218 

652 i 310 

962 

94 

465 

62 

549 

207 

660 

308 

963 

94 

465H 

62 

550 

207 

662 

308 

C966 

349 

467 

69 

551 

208 

663 

308 

C968 

349 

470 

64 

553 

193 

664 

308 

971 

92 

471 

64 

555 

195 

665 

309 

972 

92 

472 

66 

556 

193 

668 

304 

973 

92 

473 

66 

557 

194 

670 

304 

974 

92 

475 

67 

558 

193 

672 

304 

975 

92 

475J4 

67 

560 

193 

680 

311 

97554 

92 

488 

65 

567 

200 

C680 

345 

C980 

350 

488^ 

65 

569 

200 

682 

311 

C982 

350 

490 

65 

571 

203 

700 

297 

C984 

350 

490H 

65 

573 

203 

C986 1 350 

491 

56 

575 

204 

702 

297 

988 1 95 

493 

57 

577 

204 

704 

297 

C988 1 350 

498 

58 

578 

202 

706 

297 

989 1 95 

C500 

342 

579 

201 

708 

297 

C990 1 350 

580 

201 

710 

297 

991 ! 318 

515 

178 

581 1 205 

712 5 297 

993 i 98 



































































































































































































CRANE 


III 


NUMBER INDEX—Continued 


No. 1 Page 

No. 1 Page 

No. 1 Page 

No. j Page 

995 1 98 

028541 369 

0500( 

3| 397 

0111301 425 

997 

97 

C29101 370 


C50401 397 

0111401 426 

1101 

107 

C30001 371 

050441 397 

011180! 427 

C30401 372 

051021 398 

0112001 428 

1103 

107 

C31061 373 

051141 398 

0112101 429 

1116 

109 

C31261 373 

090301 399 

0112201 430 

1117 

109 

C31461 374 

C90341 399 

0112881 431 

1123 

116 

C31481 374 

090801 400 

0112981 432 

1126 

114 

C31641 375 

090841 400 

0115101 433 

1128 

115 

031661 375 

091001 401 

Cl 15401 434 

1130 

115 

032021 377 

091401 401 

0115901 435 

1132 

114 

032161 378 

091441 402 

0116541 436 

1 114 

032321 379 

091501 402 

0117601 437 

1135 1 114 

032761 380 

091541 402 

0117641 438 

1138 1 114 

C33021 381 

091821 403 

0121001 439 

1144 1 104 

03406 1 382 

091901 403 

0121061 440 

1146 1 104 

034421 383 

092001 403 

0121161 441 

1148 1 104 

034621 384 

093501 404 

0121201 442 

1150 1 104 

040021 385 

C94641 405 

012128 i 443 

1152 1 101 

040361 386 

094661 405 

0121401 444 

1158 1 104 

041701 387 

094681 405 

0122001 445 

1160 1 101 

C42221 387 

09472 1 405 

012250] 446 

1164 1 101 

043501 388 

095001 406 

0122901 447 

1165 I 102 

043601 388 

095041 406 

0127161 448 

C1210 1 351 

043781 389 

095061 406 

0127181 448 

01220 1 351 

044001 389 

09508 

406 

0127241 449 

Cl500 1 352 

C44361 390 

09510 

406 

0127341 449 

C1510 1 353 

044641 390 

09530 

407 

012736 ] 449 

C1550 1 354 

045521 391 

09552 

407 

012738 ] 449 

01800 1 355 

046801 391 

09600 

407 

012800 ] 450 

01870 1 356 

047901 393 

09604 

407 

Cl2806i 451 

Cl900 1 357 

047911 393 

09610 

407 

012808 ] 451 

C2002 1 358 

047921 393 

010202 

410 

013100 ] 452 

02010 1 359 

048601 394 

010232 

411 

013106 J 452 

C2020 1 360 

048641 394 

010262 

412 

' 013108 ] 152 

02200 1 361 

048801 394 

010292 

413 

013530 ] 453 

02210 1 361 

048821 394 

0104001 414 

013534 ] 453 

C2240 1 362 

048921 395 

0104021 415 

013570 ] 453 

02250 1 362 
C2320 1 363 

04898 ! 395 

0104221 416 

013572] 454 

C49201 395 

0105001 417 

"013574 ] 454 

02330 1 363 

049301 395 

0105101 418 

' 013602 ] isl 

02348 1 364 

049321 395 

0106021 419 

' 013620 ] 455 

02360 1 364 

OOyiriA 1 rkrtm 

049341 395 

0106121 420 

013646 ] 455 

02400 1 365 

049501 396 

0106321 421 

' 013724 ] 455 

C2410 1 365 

049621 396 

0109101 422 

013750] 455 

C2580 I 366 

C49701 396 

0109401 m 

"013800 ] 456 

02640 1 367 

^OOCO 1 onr> 

049801 396 

0110101 424 

"013802 ] 456 

02852 1 368 

04982 j 396 1 

0111021 425 

013808 ] 456 
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CRANE 


NUMBER INDEX—Continued 


No. 1 

Page 

No. 

Page 

No. ! 

Page 

No. 1 

Page 

C13831! 

456 

014402 

464 

0156601 

480 

017970 ] 

491 

C138S0 1 

457 

C14404 

464 

0156621 

480 

017990 ] 

491 

013900 1 

457 

014406 

464 

0157001 

481 

017992 

491 

Cl 39021 

457 

014420 

464 

015736 

482 

018100 ] 

492 

0139041 

457 

014422 

464 

0157601 

483 

018102 

492 

0139701 

457 

014430 

464 

0157661 

483 

018104 ] 

492 

013972 1 

457 

014432 

464 

017612] 

484 

018110] 

492 

0139741 

457 

014460 

465 

017614] 

484 

018112] 

492 

0139901 

457 

014472 

465 

0176201 

484 

018114] 

492 

0141101 

458 

014476 

465 

0176301 

484 

018260 ] 

493 

0141121 

458 

014480 

465 

0176401 

484 

018262 ] 

493 

0141141 

458 

014500 

465 

0176441 

484 

018264] 

493 

0141161 

458 

014502 

465 

0176801 

485 

018266] 

493 

014162 1 

459 

014504 

465 

017684] 

485 

018268] 

493 

0141661 

459 

014506 

465 

0176881 

485 

018280] 

493 

0142001 

460 

014508 

465 

0176921 

485 

018282 ] 

493 

014202 

460 

014510 

465 

017751 ] 

486 

018284] 

493 

0142041 

460 

014700 

467 

0177521 

486 

0182901 

493 

0142061 

460 

014720 

467 

0177531 

486 

018292 ] 

493 

014210] 

460 

014730 

468 

0177541 

486 

018294 ] 

493 

014230 1 

460 

014750 

468 

C177551 

486 

018296 ] 

493 

014234] 

460 

014760 

469 

017756 ] 

487 

018300 

494 

014238 ] 

460 

014770 

469 

017757 ] 

487 

018302] 

494 

014250 ] 

461 

C14780 

470 

C177581 

487 

018304 

494 

014254 ] 

461 

014785 

470 

017759 ] 

487 

018306] 

494 

014256 ] 

461 

C14880 

470 

017760] 

487 

018308 ] 

494 

014270 ] 

461 

014912 

471 

017761 i 

487 

018310 

494 

0142721 

461 

C14914 

471 

Cl7830 1 

488 

018312] 

494 

0142741 

461 

014918 

471 

0178321 

488 

018314] 

494 

014276 1 

461 

C14922 

472 

C17836 1 

488 

018316] 

494 

014300 ] 

462 

014926 

472 

0178501 

488 

018330 1 

495 

014302 ] 

462 

C14970 

473 

017852 ] 

488 

018332 ] 

495 

014320 ] 

462 

014982 

473 

0178621 

489 

018334] 

495 

014322] 

462 

014986 

473 

C178661 

489 

018336 ] 

495 

014324 ] 

462 

015300 

474 

C17868I 

489 

C18338 1 

495 

014328 ] 

462 

015302 

474 

017872 ] 

489 

018340 ] 

495 

014330 ] 

462 

015304 

474 

017878 ] 

489 

C18342 1 

495 

014350 ] 

463 

015306 

474 

0178801 

489 

018344 ] 

495 

014352 ] 

463 

015308 

474 

017900 i 

490 

0183461 

495 

014360 ] 

463 

015330 

474 

017902 ] 

490 

018348 ] 

496 

014362 ] 

463 

015332 

474 

017910] 

490 

018354 ] 

496 

0143701 

463 

015334 

474 

017914] 

490 

018360 ] 

496 

0143761 

463 

015336 

474 

017930 ] 

490 

018362 ] 

496 

014380 ] 

464 

015510 

475 

017948 ] 

490 

018364 ] 

496 

0143821 

464 

015530 

476 

017950 ] 

491 

018366] 

496 

014384 ] 

464 

015550 

477 

017952 ] 

491 

019110] 

497 

014386 ] 

464 

0155601 478 

017954 ] 

491 

019140] 

498 

C14400 1 

464 

015600 

] 479 

017956 ] 

491 

019152] 

499 






















































































































































































































CRANE 


V 


NUMBER INDEX—Continued 


No. 1 Page 

No. 1 Page 

No. 1 Page 

No. 1 Page 

0191801 500 

0198801 522 

025680 ] 539 

C267101 548 

C191901 501 

0198821 522 

025750 ] 539~ 

0267141 548 

0192001 502 

0211201 523 

025752 ] 539 

026780 ] 548 

0192061 502 

021130] 524 

025772 ] 540 

C267981 548 

Cl9220 1 503 

021160] 525 

025790] 540 

026902 ] 549 

0192301 503 

021170] 526 

025794 ] 540 

026920 ] 549 

C192401 504 

C21210I 527 

025800 ] 541 

026922 ] 550 

C19250 1 505 

C212121 527 

025802 ] 541 

026940 ] 550 

C19260 1 506 

021222 ] 528 

025810 ] 541 

026942 ] 551 

C192661 506 

C212421 529 

025812 ] 541 

027102 ] 552 

C192801 507 

021276 ] 530 

025830 ] 541 

027104 ] 552 

C192901 507 

C212901 531 

025832 ] 541 

027106] 552 

C193201 508 

021320 ] 532 

025840 ] 542 

027108 ] 552 

C193461 509 

C213601 532 

025850 ] 542 

027230 ] 553 

C193501 510 

021410 ] 533 

025860 ] 542 

027234 ] 553 

C19360 1 511 

021420 ] 533 

025902 ] 542 

027240 ] 55^ 

C19362I 511 

C21422I 533 

025904 ] 542 

027402 ] 554 

C19364 I 511 

021424 ] 533 

025920 ] 543 

027404 ] 554 

C19500 1 512 

C251041 534 

025930 ] 543 

C274061 554 

C195781 513 

C251361 534 

026940 

543 

027408 ] 554 

C19580 1 514 

C251381 534 

025942 

543 

031102 ] 555 

C195821 514 

025150 ] 535 

025944 

543 

031140] 555 

C19584 I 514 

0251541 535 

025946 

543 

031160] 555 

C195861 514 

0251701 535 

025948 

543 

' 031220 ] 555 

0196201 515 

C251721 535 

025960 

543 

031240 i 555 

0196221 515 

025202 i 536 

025962 

543 

031300 ] 556 

0196241 515 

C242041 536 

026102 

[ 544 

031302 ] 556 

0196301 515 

C252241 536 

0261051 

1 544 

031332 ] 557 

0196321 516 

C252261 536 

026110 

544 

031333 ] 557 

019642] 516 

025250 ] 536 

026130 

544 

031342] 557 

019660 

517 

C252601 536 

026190 

545 

031352] 557 

019672 

517 

025264 ] 536 

026202 

545 

031382 ] 558 

019696 

517 

025290 ] 536 

026210 

545 

0313901 658 

019700 

518 

025302 ] 536 

026220 

545 

031392 ] 558 

019702 

518 

025304 ] 536 

026260 

546 

031452 ] 559 

019740 

518 

025320 ] 537 

026252 

546 

0314531 559 

C19742 

518 

025326 ] 637 

026548 

547 

031462 ] 660 

C197461 519 

025330 ] 537 

026602 ] 547 

031463 ] 660 

C19748I 519 

025350 ] 537 

026604 ] 547 

031472 ] 560 

0197501 519 

025360 ] 537 

026610 ] 547 

031473 ] 560 

Cl9754| 519 

025364 ] 537 

026612i 547 

031492] 561 

C197601 519 

0253691 537 

t:26640 ] 547 

0314931 561 ~ 

C197621 519 

025370 ] 637 

026650 ] 547 

0315021 561 

C197641 519 

025374] 637 

026670 ] 548 

031503 ] 661 

C198501 520 

0256021 538 

026674] 548 

0315501 562 

C198521 520 

025630 ] 538 

026680 ] 548 

031570 ] 562 

C198541 521 

025660 ] 639 

026686] 548 

031590 ] 562 

C198601 521 1 

025664 ] 639 

026688] 548 

031622 ] 563 














































































































































































































































VI 


CRANE 


NUMBER INDEX—Continued 


No. 1 

Page 

No. 

Page 

No. 

Page 

No. 

Page 

C316231 

563 

032562 

572 

033350 

582 

033905 

590 

C316901 

563 

032564 

572 

033352 

582 

033910 

590 

C316921 

563 

032566 

572 

033360 

582 

033915 

590 

C317101 

564 

032580 

573 

033364 

582 

033921 

591 

C3171] 1 

564 

032581 

573 

033366 

582 

033926 

591 

C317301 

564 

032584 

573 

033368 

582 

033971 

591 

C317311 

564 

032585 

573 

033400 

583 

033976 

591 

C318001 

565 

032588 

573 

033410 

583 

033981 

592 

C318021 

565 

032589 

573 

033450 

584 

033985 

592 

C318121 

565 

032592 

573 

033460 

584 

033991 

592 

C318421 

565 

032593 

573 

033470 

584 

033995 

592 

C318441 

565 

032593 

573 

033550 

585 

034150 

592 

0319001 

566 

032596 

574 

033560 

585 

034155 

592 

0319101 

566 

032597 

574 

033562 

585 

034160 

592 

0319161 

566 

032620 

574 

033600 

585 

034162 

593 

0319301 

566 

032652 

575 

033650 

585 

034164 

593 

0319601 

567 

032690 

575 

033660 

585 

034200 

593 

0319621 

567 

032730 

575 

033710 

586 

034220 

593 

0319661 

567 

032752 

576 

033714 

586 

034222 

593 

0319701 

567 

032800 

576 

033716 

586 

034230 

594 

0321001 

567 

032810 

576 

033720 

586 

034232 

594 

032102 i 

567 

032911! 

577 

033724 

586 

034240 

594 

0322001 

568 

032912 

577 

033730 

587 

034252 

594 

032210 1 

568 

032913 

577 

033734 

587 

034258 

594 

0322301 

568 

032930 

577 

033738 

587 

034260 

594 

0322361 

568 

032931 

577 

033740 

587 

034280 

595 

0322801 

568 

032932 

577 

033742 

587 

034290 

595 

0323521 

569 

033012 

578 

033744 

587 

034330 

596 

C323541 

569 

033045 

578 

033750 

587 

034332 

596 

0323701 

569 

033050 

578 

033760 

587 

034334 

596 

0324001 

570 

033080 

578 

033761 

587 

034336 

596 

0324101 

570 

033086 

578 

033762 

587 

034338 

596 

C32420 1 

570 

033103 

579 

033763 

587 

034340 

596 

0324701 

570 

033120 

579 

033770 

588 

034342 

596 

0325001 

571 

033130 

579 

C33772 

588 

034344 

596 

0325021 

571 

033140 

579 

033776 

588 

034346 

596 

0325101 

571 

033160 

580 

033780 

588 

034348 

596 

0325121 

571 

033162 

580 

033782 

588 

034350 

596 

0325201 

571 

C33164 

580 

033786 

588 

034360 

596 

0325221 

571 

033166 

580 

033800 

589 

034370 

597 

0325301 

571 

033200 

580 

033806 

589 

034372 

597 

0325401 

571 

033201 

580 

033820 

589 

034374 

597 

0325421 

571 

033204 

580 

033826 

589 

034376 

597 

0325501 

572 

033208 

580 

033830 

590 

034400 

598 

032552 i 

572 

033270 

581 

033832 

590 

034402 

598 

0325541 

572 

033272 

581 

033860 

589 

034406 

598 

0325561 

572 

C33273 

581 

033864 

589 

034408 

598 

0325601 

572 

033274 

581 

033900 

590 

034446 

598 




















































































































































































































CRANE 


VII 


number INDEX- Continued 

No. 


Page 


C344501 598 


C344521 598 


C344701 599 


C344721 599 


C34474 I 599 

~C34476 | 599 


C34478 1 599 

C344801 599 


C344901 599 


C345501 600 


C34552I 600 


C34580 1 600 


C34582 


C34584 


C34586 


C34600 


C34602 


C34622 


600 


601 


601 


601 


601 


602 


C34626 I 602 


C34642I 602 


C34650 


C34652 


C34660 


C34662 


C34681 


602 


602 


603 


603 


603 


C34722 I 603 


C34730 I 603 

“0347401 ^ 


0347421 604 


0347601 604 


0347621 604 


0347641 604 


0347701 605 


0347721 605 

"0347741 605~ 


Page 


0348641 609 


0348801 609 


0348901 610 


0350101 611 


0350121 611 


0350161 611 


0350181 611 


0350261 611 


0351001 612 


0351021 612 


0351101 612 


0351121 612 


035116] 612 


No. 


Page 


0355321 622 


C35560 | 623 

"0355701 ^ 


035572 ] 623 


035600 ] 624 


035602 ] 626 


035270 ] 613 


035272] 613 


035276 ] 614 


035280 ] 614 


035284 ] 615 


035286 ] 615 


035288 ] 615 


035604] 626 


035606 ] 626 


035608 ] 626 


035610 ] 626 


035612 ] 626 


035618] 626 


035620 ] 627 


035290] 616 


0352921 616 


035300 ] 617 


035302 ] 617 


035304] 617 


035306 ] 617 


035308 j 617 


035346] 618 


034776 ] 605 


034800 ] 606 


034802 ] 606 


034804] 606 


034806 ] 606 


0348201 607 


034822] 607 


035348] 618 


035366] 618 


035368 ] 618 
035386 ] 619" 


035388 ] 619 


035406 ] 619 


035408 ] 619 


035456 ] 620 


035458] 620 


035476 ] 620 


035478] 620 


034824 ] 607 


034826] 607 


034850 ] 608 


034852] 608 

034860 ] 608“ 


034862 ] 608 


035490 ] 621 


035496 ] 621 


035510] 621 


035512 ] 621 


035514 ] 621 


035520 ] 621 


035522 ] 621 


035524 ] 622 


035530 ] 622 


035622] 627 


035624] 627 


035626 ] 627 


035630 ] 628 


035632] 628 


035636] 629 

~035638] ^ 


035640] 629 


035642 ] 629 


_C35644 ] 629 
”035646 ] 6^ 


C35648 ] 630 

035650] 6M" 


035654 ] 630 


035656 ] 630 


035658 ] 630 


035660 ] 630 


035710 ] 631 

035712] ^ 


035714] 631 


035716 ] 631 


035718] 631 


035720 ] 631 


035722 ] 631 

' 035724 ] 63r 

”035730] ^ 


035732 ] 633 


035734 ] 633 


035800 ] 634 

"035802] ^ 

035804] ^ 


035810] 635 


035814] 635 

“035816] 63^ 

035830] 6^ 


i No. 

r Page 

035832 

] 635 

0358341 

1 635 

035836 ] 

636 

03.5838 ] 

636 

035840 ] 

636 

035842 ] 

636 

035844 ] 

636 

035846 ] 

636 

035880] 

637 

035882 ] 

637 

0358861 

637 

035888 ] 

637 

035910 ] 

638 

035916 ] 

638 

035922 ] 

638 

035924 ] 

638 

035940 ] 

639 

035942] 

639 

035944] 

639 

0359461 

639 

035948 ] 

639 

036100 ] 

640 

036102] 

640 

036110] 

641 

036112] 

641 

036114] 

641 

036116] 

641 

036118] 

641 

036120 ] 

641 

036122 ] 

641 

036124 ] 

641 

036130 ] 

641 

036132 ] 

641 

036134 ] 

641 

036142 ] 

642 

036144 ] 

642 

036146 ] 

642 

036148 ] 

642 

036160 ] 

642 

036164 ] 

642 

036170 ] 

642 

0361761 

643 


643 


_C36180] 643 

036182] ^ 


036200 ] 643 


036202 ] 643 


036216] 643 








































































































































































































































































































VIII 


CRANE 


NUMBER INDEX—Continued 


No. 1 

Page 

No. 

Page 

No. 

Page 

No. 

1 Page 

C362181 

643 

036460 

651 

036740 

661 

037336 

1 679 

C362201 

644 

036462 

651 

037100 

664 

037350 

1 679 

C36222 i 

644 

036464 

651 

037102 

664 

037352 

1 679 

C36240 i 

644 

036470 

652 

037104 

665 

037356 

1 680 

0362421 

644 

036472 

652 

037106 

665 

037360 

1 680 

C362461 

644 

036474 

652 

037108 

665 

037370 

1 680 

C362481 

644 

036476 

652 

037112 

665 

037372 

1 681 

C362541 

644 

036478 

652 

037200 

666 

037374 

1 681 

C362601 

645 

C36480 

652 

037202 

666 

037378 

1 682 

C36262 I 

645 

C36488 

653 

037204 

666 

037390 

1 682 

C36266 

645 

036490 

653 

037206 

666 

037392 

1 682 

C362681 

645 

036492 

653 

037208 

666 

038000 

1 683 

0362761 

646 

036494 

653 

037210 

666 

038002 

1 683 

0362781 

646 

C36496 

654 

037212 

667 

038004 

1 683 

0362801 

646 

036498 

654 

037214 

667 

038150 

1 685 

0362821 

646 

036502 

654 

037216 

667 

038152 

j 685 

0362841 

646 

036506 

654 

037218 

667 

038180 

1 686 

C36300 1 

646 

036510 

655 

037220 

667 

038182 

1 686 

0363041 

647 

036514 

655 

037222 

667 

038204 

I 687 

0363061 

647 

036520 

656 

037224 

668 

038206 

1 687 

0363081 

647 

036550 

656 

037226 

668 

038300 

1 688 

C363101 

647 

036560 

656 

037228 

668 

038317 

1 688 

C363301 

647 

036564 

656 

037230 

668 

038318 

I 688 

0363321 

647 

036566 

656 

037232 

669 

038340 

1 689 

0363341 

647 

036580 

657 

037234 

669 

038350 

690 

0363361 

647 

036582 

657 

037250 

669 

038380 

691 

C363501 

648 

036584 

657 

037252 

669 

038400 

692 

0363521 

648 

036586 

657 

037254 1 

1 669 

038402 

693 

0363541 

648 

036588 

657 

037256 

669 

038430 

694 

036356 j 

648 

036590 

657 

037270 

670 

038432 

694 

C363661 

648 

C36660 

658 

037272 

670 

038436 

694 

0363681 

648 

036662 

658 

C37274 

671 

038450 

695 

0363801 

649 

036664 

658 

037276 

671 

038452 

695 

0363861 

649 

036700 

659 

037280 

672 

038454 

695 

0363881 

649 

036702 

659 

037282 

672 

038456 

695 

036390 i 

649 

036704 

659 

037284 

673 

038470 

696 

036412 j 

650 

036706 

659 

037286 

673 

038472 

696 

036414 i 

650 

036710 

660 

037288 

673 

038474 

696 

0364161 

650 

036712 

660 

C37300 

674 

038476 

696 

0364221 

650 

036716 

660 

037302 

674 

038480 

696 

036424! 

650 

036718 

660 

037310 

675 

038482 

696 

036426 j 

650 

036720 

661 

037312 

675 

038550 

697 

0364281 

650 

036722 

661 

037314 

676 

038554 

697 

0364301 

650 

C36724 

661 

037316 

676 

038560 

697 

0364361 

651 

036730 

661 

037320 

677 

038580 

697 

0364381 

651 

036732 

661 

C37322 

677 

038582 

697 

0364421 

651 

036734 

661 

037326 

678 

038800 

698 

0364441 

651 

C36736 

661 

C37328 

678 

038802 

699 






































































































































































































CRANE 
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NUMBER INDEX—Continued 


No. 

1 

Page 

No. 1 

Page 

No. 1 

Page 

No. 

1 Page 

C38840I 

700 

0395721 

739 

041260] 

753 

041586 

] 761 

C38842I 

701 

0395741 

739 

041270] 

753 

041616 

] 761 

C38844I 

703 

0395761 

739 

041276] 

753 

041622 

1 762 

C38846I 

706 

0395781 

739 

041300] 

754 

041626 

] 762 

C38860I 

708 

0395801 

739 

041310] 

;54 

041630 

1 762 

C38862I 

710 

0395821 

739 

041320] 

755 

041650 

1 762 

0389321 

712 

039590] 

739 

041322] 

755 

041660 

] 762 

C38960I 

714 

039652] 

740 

041330] 

755 

041662 

1 762 

0389621 

716 

039654] 

740 

041332] 

755 

041670 

762 

0389641 

718 

039658] 

740 

041340] 

755 

041720 

763 

0390901 

720 

039660] 

740 

041350] 

755 

041750 

763 

0391001 

721 

039662] 

740 

041406] 

756 

041760 

763 

0391201 

722 

039670] 

740 

041410] 

756 

041802 

764 

0391221 

722 

039690] 

741 

041412] 

756 

041804 

764 

0391241 

722 

039707] 

742 

041420] 

756 

041806 

764 

0391261 

722 

039708] 

742 

041430] 

756 

041810 

765 

C39150 

723 

039709] 

742 

041432] 

756 

041812 

765 

039160 

723 

039726] 

742 

041434] 

756 

041822 

765 

039200 

724 

039728] 

742 

041436] 

756 

041910 

767 

039202 

724 

039730] 

742 

041450 i 

757 

041930 

767 

039300 

727 

039740] 

743 

041452] 

757 

041942 

768 

039304 

727 

039742] 

743 

041454] 

757 

041950 

768 

039306 

728 

039744] 

743 

041458] 

757 

041960 

768 

039308 

728 

039748] 

743 

041460] 

757 

041962 

768 

039400 

730 

039800 

744 

041462] 

757 

041970 

769 

039402 

730 

039802] 

744 

041464] 

757 

041972 

769 

039410 

731 

039804] 

744 

041466] 

757 

041980 

769 

039412 

731 

039806] 

744 

041480] 

758 

041984 

769 

039414 

731 

039808] 

744 

041482] 

758 

042100 

770 

039420 

732 

039820] 

745 

041484] 

758 

042102 

770 

C39422 

732 

039850] 

747 

041486] 

758 

042104 

770 

C39430 

733 

039860] 

747 

041488] 

758 

042106 

771 

039432 

733 

039870] 

747 

041490] 

758 

042108 

771 

039440 

734 

039900] 

748 

041492] 

758 

042120 

772 

039450 

734 

039910] 

748 

041494] 

758 

042130 

772 

039462 

735 

039920] 

748 

041500] 

759 

042132 

772 

039464 

735 

039930] 

748 

041502 r 

759 

042140 

773 

039480 

736 

039940] 

748 

041504] 

759 

042150 

773 

039490 

737 

039950] 

749 

041506 i 

759 

042170 

774 

039500 

737 

039960] 

749 

041508] 

759 

042176 

774 

039520 

737 

039970] 

749 

041510] 

759 

042180 

774 

039550 

738 

041120] 

750 

041542] 

760 

042200 

775 

039552 

738 

041130] 

750 

041552] 

760 

042204] 

776 

C39554 

738 

041132] 

750 

041560] 

760 

042210] 

776 

039556 

738 

041160] 

751 

041570] 

761 

042230] 

777 

039558 

738 

041172] 

752 

041572] 

761 

042234] 

777 

039560 

738 

041180] 

752 

041574] 

761 

042240] 

778 

039570 

739 

041250] 

753 

041580] 

761 

042250] 

778 
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CRANE 
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No. 1 

Page 

No. 

Page 

No. 

Page 

No. 1 

Page 

C42260I 

778 

043100 

800 

C43726 

811 

046150] 

857 

0423001 

779 

043112 

800 

C43728 

811 

051100] 

865 

C42302I 

779 

043116 

800 

C43740 

811 

051150] 

875 

0423041 

779 

043120 

800 

C43770 

812 

051182] 

837 

042306! 

779 

043130 

800 

C43772 

812 

051200] 

840 

0423081 

779 

043140 

800 

C43816 

813 

051202] 

829 

042330] 

780 

043160 

801 

C43820 

813 

051203] 

831 

042332] 

780 

043162 

801 

C43830 

814 

051204] 

832 

042334] 

780 

043170 

801 

C43832 

814 

051206] 

833 

042335] 

780 

043190 

802 

C43834 

814 

051282] 

834 

042350] 

781 

043192 

802 

C43902 

815 

051510] 

841 

042370] 

782 

043194 

802 

044100 

816 

051600] 

844 

042372] 

782 

043230 

803 

C44102 

816 

051650] 

845 

042374] 

782 

043232 

803 

044106 

816 

051702] 

842 

042380] 

783 

043234 

803 

044108 

816 

051712] 

842 

042382] 

783 

043236 

803 

044110 

816 

051850] 

860 

C42390I 

784 

043352 

804 

044112 

816 

052120] 

838 

042392] 

784 

043354 

804 

044114 

816 

052122] 

828 

042394] 

784 

043370 

805 

044116 

816 

052124] 

830 

042396) 

784 

043380 

805 

C44118 

816 

052130] 

839 

042414] 

785 

043382 

805 

044140 

817 

052202] 

835 

042416] 

785 

043384 

806 

044142 

817 

052204] 

836 

042418] 

785 

043386 

806 

044144 

817 

052210] 

846 

042420] 

785 

043390 

807 

044146 

819 

052212] 

847 

042500] 

786 

043410 

807 

044148 

817 

052214] 

848 

042510] 

787 

043412 

807 

044180 

820 

052352 i 

859 

042800] 

789 

043414 

807 

044182 

820 

052530] 

866 

042820] 

791 

C43420 

807 

044184 

820 

052540] 

864 

042824] 

792 

043430 

808 

044500 

821 

052770] 

849 

042840] 

794 

043432 

808 

044510 

821 

053010] 

861 

042842] 

794 

043460 

809 

044520 

822 

053054] 

862 

042850] 

795 

043462 

809 

044522 

822 

053232] 

862 

042852] 

795 

C43466 

809 

044524 

822 

053270] 

863 

042860] 

796 

043468 

809 

044530 

822 

053410] 

863 

042862] 

796 

*043470 

809 

C44540 

822 

053420 i 

863 

042870] 

796 

043600 

810 

044550 

822 

053430] 

863 

042876] 

796 

043603] 

810 

044556 

822 

053702] 

876 

0428801 

796 

043604] 

810 

044560 

822 

053840] 

871 

042890] 

797 

043606] 

810 

044600 

823 

053850] 

871 

042892] 

797 

043608] 

810 

044610 

823 

054040] 

872 

042894] 

797 

043610] 

810 

044612] 

823 

054042] 

872 

042900] 

798 

043612] 

810 

044620 

823 

054404] 

873 

042902] 

798 

043614] 

810 

044622 

823 

054450] 

874 

C42930! 

799 

043616] 

810 

044630 

823 

054504] 

867 

042934 i 

799 

043619] 

810 

044632 

823 

054724] 

868 

042940] 

799 

043620] 

810 

044640 

823 

054726] 

868 

042950] 

799 

043622] 

810 

044900 

824 

054730] 

869 

042956] 

799 

043724] 

811 

046102 

826 

054742] 

869 






























































































































































































CRANE 


XI 


NUMBER INDEX—Continued 


JNo. 1 Page 

No. 1 Page 

No. 1 Page 

No. 1 Page 

^o4/50| 870 

C'56140 | 894 

0564001 906 

C56912I 887 

C550801 878 

C56142j 894 

“0564101 906“" 

0569141 887 

055] 121 879 

U56150 I 895 

0564121 906 

C57000I 910 

0551141 879 

C56152I 895 

0564201 906 

0570101 910 

0551161 881 

<J56158| 895 

0564221 906 

0570151 910 

OoollSj 881 

C56160I 896 

0564241 906 

057020] 910 

Ouv>120| 881 

C56162I 896 

“0564261 906 

0570501 910 

055122 1 880 

C56164 I 896 

0564421 907 

0570521 910 

Oool24| 880 

056166[ 896 

0566001 907 

057054 ] 910 

\yDo222 1 850 

C56168 I 896 

0566021 907 

0570561 9lo 

Otio224) 851 

pKCOOCl 

C56206i 897 

0566041 907 

057204 ] 884 

v>o0i.zo| 851 

0562081 897 

0566101 907 

0573021 886 

0552281 852 

0562101 897 

0566201 907 

057304] 886 

0574001 9l3 

C556011 856 

C56280 I 899 

0566301 907 

0556021 856 

0562821 899 

0567001 901 

0574021 913 

055614 1 854 

“0562841 899 

0568001 903 

057416 916 

0556161 854 

C\r\ \ r-\ tm 

0562861 899 

0568041 902 

0574181 914 

055620 1 853 

0563001 900 

0568141 904 

057424] 915 

055670 1 855 

“0563101 900 

O“56850 ! 908 

0574501 918 

0558041 858 

0563201 ® 

“0568901 908 

0575121 912 

0558061 858 

' 0563241 900 

0568921 908 

057542 ml 

^.^560001 890 

0563401 905 

0568941 908~ 

0575461 911 

C560101 890 

«J56350 | 905 

0568961 908 

0579601 882 

056020 1 898 

«J56360| 905 

0568981 909 

t/v/v/ 1 OO^ 

057962 889 

0560401 893 

0563701 905 

056900] 909 

'-'V# i/v/w 1 OOiW 

”057984 ] 882 

Oo6042I 893 

“0563721 905 

056902 ] 909 

"0579901 883“' 

0560441 893 

0563741 905 

056904] 909 

0579921 888 

0560461 893 

0563901 905 

”056910 ] 909 

c/i/w 1 ooo 

059000] 827 

C56048 I 893 

1 
















































































































































































XII 


CRANE 


INDEX 


A 


Page 

Accessories, Closet.457,460 

Basin Faucets. 566 

^^Agilis’’ Bath Faucets. 579 

‘^Agilis’’ Bibbs.557,558 

‘^Agilis” Double Sink Faucets... 576 

^‘Agilis’’ Pantry Cocks. 570 

Agilis^’ Wash Sink Faucets. . . . 577 

^^Agilis Jr.’^ Basin Faucets. 566 

^ ‘ Agricultural ’ ’ Hose. 803 

Air Brake Fittings. 154 

Air Cocks . 297 

Air Compressors . 850 

Air Valves, Radiator.738-740 

^^Airtite’^ Hose. 802 

Alligator’’ Steel Belt Lacing. . , 798 

Altitude Gauges.300-302 

Aluminum Elastic Cement. 750 

American Standard Templates for 

Drilling.224-226 

Ammonia Gauges. 303 

Ammonia, Valves and Fittings for 

.227,228 

Anchors, Screw. ‘ .613,615 

Angle Valves, All Iron. 47 

Angle Valves, Brass.4-15 


Page 

Angle Valves, Iron Body. .42, 44, 46-49 
Anti-Freezing Drinking Fountain. 404 


Anti-Syphon Traps.592, 593 

Apartment House Cocks. 41 

‘ ‘ Aqua ’ ’ Cement. 794 

‘ * Arco ’ ’ Damper Regulators .... 742 

‘ ^ Arco ’ ’ Radiators .723, 726 

‘^Arco” Radiator Brackets. 727 

^‘Arco” Tank Regulators. 741 

‘^Arco Wand” Vacuum Cleaners 

.683,684 

“Areola”. Radiator Boilers. 720 

‘ ‘ Arcus ’ ’ Vitroware Lavatory.. . . 348 

“Armstrong” Die Stocks. 781 

Asbestos Cement . 749 

Asbestos Millboard . 749 

Asbestos Packing. . . 753 

Asbestos Packed Cocks. 76 

Asbestos Paper. .. 749 

Asbestos Rope . 753 

^ ‘ Atlas ’ ’ Closets .444, 445 

Augers, Closet. 763 

Augers, Earth. 910 

Awls, Belt...... 799 


Babbitt Metal . 626 

Back Pressure Valves.84-87 

Backs, Sink. 511 

Bags, Tool. 763 

“Bailey” Slop Hoppers. 604 

Ball Check Valves.16,19 

Ball Cocks .458,459 

Balls, Bibb . 582 

Balls, Rubber Valve. 800 

Barber Lavatories.356,357 

Barco Flexible Joints. 142 

“Barnes” Pipe Cutters. 768 

“Barracks” Lavatories. 354 

“Barrett” Back Water Traps... 656 

Bars, Towel.535,539,544-546 

Bases for Twin Pop Safety Valves 110 

Basin Cocks .565-567,578 

Basin Clamps . 587 

Basin Faucets .565-567 

Basin Plugs . 589 

Basin Tees. 670 

Basin Wastes .569,590 

Basin Wrenches . 761 

Basins, Blow-Off. 610 

Basins, Catch . 610 

Bath Faucets . 579 

Bath Faucet Couplings. 580 


B 


Bath Fixtures.583,584 

Bath Fixtures, Crane Concealed.. 376 

Bath Room Fixtures....534-554 

Bath Room Mirrors.. . 553 

Bath Rooms, Model.326-331 

Bath, Shower.385,386 

Bath Stools . 552 

Bath Supply Pipes. 580 

Bath Tub Seats. 547 

Bath Wastes and Overflows. 585 

Baths, Enameled Iron.374-384 

Baths, Foot.373,375 

Baths, Porcelain .368-373 

Baths, Sitz.373,374 

Beam Clamps . 231 

Beam Hooks . 229 

Beading Tools. 319 

“Beaver” Die Stocks.782,783 

“Beaver” Pipe Cutters. 770 

Belt Awls.. 799 

Belt Dressing . 795 

Belt Hooks.796-798 

Belt Lacing.796-798 

Belt Pliers. 799 

Belt Punches. 799 

Belting.788-792 

Belting Glue and Cement. 794 
































































































CRANE 


XIII 


B—Continued 


Page 

Bending Forms, Pipe. 778 

Bending Pins . 757 

Bending Springs . 757 

'^Bengal’’ Hose. 803 

Bends, Cast Iron Pipe. 822 

Bends, Closet . 657 

Bends, Lead . 627 

Bends, Pipe.258,259 

Bends, Soil Pipe.641-643 

Bends, Wrought Quarter. 244 

Bends, Wrought Eeturn. 244 

Bibb Balls. 582 

Bibb Caps . 582 

Bibb Discs. 581 

Bibb Packing .581,582 

Bibb Screws and Nuts.581,582 

Bibb Seat Dressers. 760 

Bibb Stems . 582 

Bibb Washers . 581 

Bibbs, Compression .555-558,562 

Bibbs, Fuller.559-561 

Bibbs, Ground Key. 563 

Bibbs, Lock Lever Oil. 563 

Bibbs, Self Closing. 562 

Bibbs, Wash Tray. 564 

Bilge Pumps. 857 

Bit Braces. 762 

Bits, Expansive. 762 

“Blake” Cleanouts. 638 

Blake” Floor Drains . 607 

^^Blakeslee” Steam Jet Pumps... 317 

Blind Flanges. 195 

Blow-Off Basins . 610 

Blow-Off Cocks. 120 

Blow-Off Crosses . 121 

Blow-Off Crosses, List of Sizes of 

.266,272 

Blow-Off Valves .117-119 

Blow-Off Valves, How to Install. 122 

Blow Pipes. 757 

Blowers, Flue. 319 

Blue Seal Drain Pipe Solvent. . .. 750 

Boiler Brackets . 697 

Boiler Compounds . 751 

Boiler Drain Cocks. 575 

Boiler Fittings . 696 

Boiler Hangers. 697 


Page 

Boiler Stands . 697 

Boiler Tube Expanders. 319 

Boilers, “Bros” .712-719 

Boilers, Combination Range. 685 

Boilers, Ideal Arco.708-711 

Boilers, Ideal Sectional .698-702 

Boilers, Ideal Water Tube.703-707 

Boilers, Range .694, 695 

Boilers, Steam . 


.698, 700, 703-708, 712-719 

Boilers, Water . 

.699, 701, 703-707,’ho,’712-719 


Bolts, Machine . 196 

Bolts, Sink . 518 

Bolts, Strength of. 197 

Bolts, Toggle. 616 

Borers, Tap. 757 

Boring Tools. 772 

Bowls, Vitroware Closet.448,449 

Boxes, Service.816-819 

Boxes, Valve. 820 

Braces, Bit. 762 

Brackets, Boiler . 697 

Brackets, Expansion Tank. 747 

Brackets, Lavatory . 586 

Brackets, Radiator .727, 728 

Brackets, Sink . 518 

Brackets, Wall . 234 

Branch Tees. 163 

Brass Nipples . 243 

Brass Tubing . 238 

Breast Drills. 762 

Bronze, Radiator. 751 

“Bros” Boilers .712-719 

“Bros” Water Heating Garbage 

Burners. 691 

Brushes, Flue.320,321 

Bumpers, Closet Seat. 474 

“Bullard” Roof Flashes. 658 

“Burmaline” Fabric Belts. 791 

Bushings, Brass .150,151 

Bushings, Cast Iron. 159 

Bushings for Lavatory Traps.... 593 

Bushings, Hose. 809 

Bushings, Malleable Iron. 169 

Butterfly Valves. 96 


c 


C. C. Packing. 323 

C. C. Sectional Gaskets. 325 

Cabinets, Medicine.549-551 

Cable, Drilling. 887 

“Caldwell” Hose Straps. 807 

Calking Chisels. 756 

Candle Wick Packing. 753 

Candles, Plumbers. 761 

Caps, Brass .150-152 


Caps, Bibb. 532 

Caps, Cast Iron. 153 

Caps, Cast Iron Pipe. 822 

Caps, Closet Bolt. 465 

Caps, Drive . 905 

Caps, Hose. 809 

Caps, Malleable Iron. 170 

Casing Couplings . 247 

Casing Tongs, Well. 256 
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CRANE 
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Page 

Casing, Well.255,256 

Catch Basins. 610 

Ceiling Plates. 743 

Cellar Drainers. 612 

Cement, Aluminum Elastic. 750 

Cement, Asbestos .. 749 

Cement, Crane . 250 

Cement, Gas Fitters. 750 

Cement, Iron. 752 

Centrifugal Pumps.856,857 

Cesspools.600, 602, 603, 605 

Chain Stays. 587 

Chain Wheels and Guides. 77 

Chains. 588 

Chandelier Fittings. 173 

‘‘Chandos’’ Porcelain Bath. 369 

Check Valves, Ball Pattern.16,19 

Check Valves, Brass .16-22 

Check Valves, Brass Angle ..17,18,22 
Check Valves, Brass Eegrinding . 22 

Check Valves, Brass Swing ... .20, 21 
Check Valves, Brass, with Eenew- 

able Disc. 18 

Check Valves, Iron Body.50-53 

Check Valves, Navy. 22 

Check Valves, Underwriters Pat¬ 
tern .. 53 

Check Valves, Vertical .17,50 

Check Valves with Drip. 17 

Check Valves with Leather Disc 

.20,52,53 

Chests, Tool. 763 

Chicago Unions. 178 

Chipping Knives. 757 

Chisels, Calking. 756 

Chisels, Cold. 759 

Chisels, Wood. 759 

Chisels, Yarning. 756 

Cinch’’ Anchors. 615 

^ ‘ Cinchette ’ ’ Anchors. 615 

Circular Flanges.■. 187 

Cistern Eings and Covers. 611 

Cisterns, Galvanized. 918 

Clamp Gate Valves. 65 

Clamps, Basin. 587 

Clamps, Beam. 231 

Clamps, Hose . 808 

Clamps, Hydrant. 908 

Clamps, Water Pipe. 174 

Clean Sweep Lead Traps. 633 

Cleaners, Vacuum.683, 684 

Cleanser . 750 

Clearway Swing Check Valves.... 53 

^‘Clermont” Vitroware Lavatory. 346 

Clevis, Pump Lifting. 909 

Clifton” Vitroware Lavatory.. 345 

Climax” Belt Lacing. 798 

”Climax” Cellar Drainers. 612 

Closet Accessories.457,460 


Page 

Closet Augers . 763 

Closet Bends. 657 

Closet Bolt Caps. 465 

Closet Bowls, Sections of Crane.. 408 

Closet Bowls, Vitroware.448,449 

Closet Connections.461,462 

Closet Elbows. 669 

Closet Flanges. 669 

Closet Flush and Supply Pipes... 463 

Closet Outlet Flanges. 465 

Closet Screws. 465 

Closet Seats .467-473 

Closet Seat Bumpers. 474 

Closet Tanks .453-455 

Closets.410-447 

Closets, Features of Crane. 409 

Closets, Frost Proof.450, 451 

Cloths, Wiping. 756 

Clutches, Friction. 793 

Cock Hole Covers. 587 

Cocks, Air. 297 

Cocks, Apartment House. 41 

Cocks, Asbestos Packed. 76 

Cocks, Ball . 459 

Cocks, Basin .565-567,578 

Cocks, Boiler Drain. 575 

Cocks, Blow-Oif . 120 

Cocks, Brass.35-41 

Cocks, Brass Lock.39,41 

Cocks, Corporation .621,622 

Cocks, Curb. 620 

Cocks, Cylinder . 294 

Cocks, Four Way Brass. 36 

Cocks, Gas Service.38-40 

Cocks, Gas Stove. 41 

Cocks, Gauge.292,293 

Cocks, Hydrant . 621 

Cocks, Iron.73-76 

Cocks, Lavatory Stop.573, 574 

Cocks, Meter. 39 

Cocks, Pantry. 570 

Cocks, Shampoo . 578 

Cocks, Sill. 575 

Cocks, Slop Sink. 576 

Cocks, Steam Gauge.294,297 

Cocks, Stop .617-621 

Cocks, Stop and Waste.. .576, 617-621 

Cocks, Three Way Brass. 36 

Cocks, Three Way Iron. 74 

Cocks, Urinal . 489 

Cocks, Wrenches for Brass. 41 

Coil Stands. 229 

Cold Chisels. 759 

^^Colline” . 751 

Combination Exhaust Belief and 

Back Pressure Valves.86,87 

Combination Lavatory Fixtures.. 568 

Combination Plyers. 767 

Combination Vises.777, 778 
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^ Page 

Common Flanges. 186 

Companion Flanges. 193 194 

Companion Flanges, Prices for at-^ 

taching. l^g 

Companion Flanges, Types of.i88,189 

Compound Gauges.299 301 

Compression Trimmings.^ 581 

Compressors, Air.’ * 9 IO 

Condensation Receivers. I 35 

Conductors, Water. 9 Q 8 

Connections, Hose Pump. 908 

Connections, Service. 623 

Connections, Slip Joint. 594 

Connections, Water. 623 

Connolly ’ ’ Saddle Hubs..*!652 

Continuous Wastes. 595 

Copper Disc Globe and ’ Angie 

Valves. 14 15 

Copper Discs . !.!!!!. ^15 

Copper Tubing. 238 

Coppers, Soldering. 757 

Coronet’^ Porcelain Bath. 368 

Corporation Cocks.621 622 

'' Correcto ’ ^ Urinal.. ’ ' 479 

'' Corsyn ’ ’ Closets.V. *. 414-416 

^^Corto^^ Radiators. 72 i 

Couplings and Joints. 257 

Couplings, Bath Faucet. 580 

Couplings, Brass .150-152 

Couplings, Faced. 240 

Couplings for Large O. D. Pipe.’ ’ 247 

Couplings,. Hydraulic . 246 

Couplings, Lead Flange. 622 

Couplings, Line, Tubing and 
Drive 


246 


Couplings, Malleable Iron.. 171 

Couplings, Pump Rod. 906 

Couplings, Sink . 519 

Couplings, Standard Casing.. 247 

Couplings, Wrought . 245 

Covering, Pipe.. 748 

Covers, Catcli Basin. 611 


^ Page 

Covers, Cistern .. 611 

Covers, Cock Hole. 587 

Covers, Manhole.1. .. [ 611 

‘^Craco^’ Closet Tanks. 453,454 

Crane-Erwood Valves.80,81 83 

Crane ''Hulbert'C Drainage Fit- 

_ •• • ..662-665 

Cranetilt Direct Return Traps 130, 133 
Cranetilt Non-Return Traps... 130-132 

Cranetilt Steam Traps .130-134 

Cranetilt Three Valve Trap... 130 134 

Cranetilt Vacuum Traps.^ 126 

Cranite Packing.* 322 

^^Creta’^ Drinking Fountain.400 

Cross Overs. ^68 

Cross Over Tees..* .* 168 

Cross Valves, Brass . 4*5 12 

Cross Valves, Iron Body... .42, 45 ! 46 

Crosses, Blow-Off. 121 

Crosses, Blow-Off, List * of ”si‘z*es 

^. 266,272 

Crosses, Brass Screwed.150-152 

Crosses, Cast Iron Screwed. 

Crosses, Cast Iron Pipe. 822 

Crosses, Drainage ..*.....* 671 

Crosses, Low Pressure Flanged... 204 
Crosses, Malleable Iron Screwed. 169 

Crosses, Partition. 671 

Crosses, Soil Pipe. 648 

Crosses, Standard Flanged.. 217 

Curb Cocks. 620 

Curtains, Shower.. * qq^ 

Cutter Wheels, Pipe..’.’.’.’.’ .*.’.* .* .* 78 O 

Cutters, Pipe . rjaa 77-1 

Cutters, Tube. 

Cutters, Washer. 7^1 

Cylinder Cocks. * 294 

Cylinders, Pump..'.'.890-89^808 

Cylinders, lubular Well.,.,, .894, 895 


^'D and T’’ Hot Water Heating 

System. 74 I 

Damper Regulators ' 

Defects in Threads.. . 

Dental Lavatories . 

Dentils'^ Vitroware *Lavatory’ ’ 
Detroit Sight Feed Lubricators 

. 310 

‘‘Diamond” N-'y Screw Anch'o'rs 

Diamond Toggle Bolts. 

Diaphragms, Pump . 

Diaphragm Pumps. * 


, 746 
742 
249 
351 
351 

314 

614 

613 

616 

800 

858 


Diaphragms, Eubber . SOO 

Di-En-Key” Expansion Shields 614 

■L'le otocks . 778-785 

Differential Loop, Hoffman.... 739 

Discs, Bibb .‘ 50 . 

Dressing. 795 

Doris ’ ^ Enameled Iron Bath 

-n * Vi* ■ V .. 382, 383 

Double Acting Non-Return Valves 

■P, • V/ • • ..80, 81, 83 

Double Branch Elbows Cast Iron 

Screwed . 453 ^ 

Double Sink Faucets. 576 

Drainage Fittings .662-682 
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Page 

Drainboard Mats. 516 

Drainboards, Sink.515,516 

Drain Cocks, Boiler.575 

Drain Pipe Solvent. 750 

Drains, Floor.600-609 

Drains, Eefrigerator . 603 

Drains, Eoof . 001 

Drains, Shower Stall . 603 

Drains, Sidewalk . 611 

Drainers, Cellar . 612 

Dressers . 756 

Dressers, Bibb Seat. 760 

Dressing Belt . 795 

Dressing Tables . 341 

Drift, Pipe . 005 

Drift Plugs. 756 

Drilling and Tapping Pipe Head¬ 
ers, Price List for. 251 

Drilling Cable .. . 887 

Drilling Flanged Valves, Price 
Lists for.69-72 


Page 

Drilling Templates, American 


Standard .224,226 

Drills, Breast . 762 

Drills, Combination Shell. 772 

Drills, Pipe . 774 

Drinking Fountains .399-404 

Drinking Fountain Attachments.. 405 

Drinking Fountain Heads .406 

Drinking Fountain Trimmings .. 407 

Drip Pockets . 129 

Drive Caps .905 

Drive Couplings ..246 

Drive Heads .905 

Drive Shoes . 905 

Drop Elbows .166 

Drop Tees .167,168 

Drum Traps .599 

Drum Traps, Lead.631,632 

Duck Packing.324 


‘ ‘ Durus ^ ^ Drinking Fountain.... 403 


E 


Earth Augers . 910 

‘ ^ Eaton ’ ’ Enameled Iron Lava¬ 
tory . 364 

Ebonite Packing. 323 

‘ ^ Economy ’ ^ Cellar Drainers. 612 

Ejectors .315,317 

Elbows, Brass Screwed .150-152 

Elbows, Cast Iron Screwed. 


Elbows, Closet Drainage. 669 

Elbows, Drainage .666,668 


Elbows, Low Pressure Flanged. . 

.200-202 

Elbows, Malleable Iron Screwed 

. 165,166 

Elbows, Eadiator. 734 

Elbows, Standard Flanged. .. .206-210 

Electric Lighting Plants . 827 

Electric Motors . 888 

Electric Pumps . 

. .. .828, 830, 835, 836, 838, 839, 841 
‘^Elegia’^ Vitroware Lavatory... 334 

^‘Elephant’’ Hose . 803 

Emergency Cut-Out Valves..80, 81, 83 


Faced Couplings . 240 

Faced Lock Nuts . 240 

Facing of Flanges.190-192 

‘^Fairfax’’ Enameled Iron Lava¬ 
tory . 365 

Falcon Chain Wrench. 769 

Fan Spreaders for Porcelain Ur¬ 
inal Stalls . 488 


Emergency Engine Stop Valves.. 88 


Enamels, Eadiator . 751 

^^Enarc’^ Eadiator Air Valves.. 740 

‘^Enarc’^ Water Meters.824,825 

End Pipe Eeamers .905 

Engine Lubricators. 311 

Engine Stop Valves, Emergency. 88 
Engines, Gasoline and Kerosene 888 

*‘Erie’^ Service Boxes.817,818 

Exhaust Pipe Heads. 283 

Exhaust Belief Valves .86,87 

Expanders, Boiler Tube.319 

Expansion Hook Plates. 229 

Expansion Joints .137-141 

Expansion Shields .613,614 

Expansion Tanks . 747 

Expansion Tank Brackets . 747 

Expansive Bits . 762 

‘‘Expedio^’ Wall Closets.412,413 

Extension Pieces, Screwed. 173 

Extinguishers, Fire . 812 

Extra Heavy Couplings. 246 

‘‘EZ’^ Eadiator Hangers. 728 


Faucets, Basin .565-567 

Faucets, Bath . 579 

Faucets, Double Sink.576 

Faucets, Wash Sink .577 

Felt, Hair . 749 

* ‘ Femco ^ ’ Traps .593 

Ferrules .637,638 

Ferrules, Combination .634-636 
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Page 

Ferrules, Union .635, 636 

... 758 

-b illers, Engineers . 306 

Fine Thread Fittings. 596 

Fire Extinguishers . §12 

Fire Hose .. 804 

Fire Hydrants . 815 

Pots.764,766 

Fittmgs, Air Brake. 154 

Sittings and Valves for Ammonia 

Fittings, Boiler _696 

Fittings, Brass Screwed .150-152 

Fittings, Cast Iron, List of Sizes 

•.261-272 

Fittings, Cast Iron Screwed. . .153-164 

Fittings, Chandelier . I 73 

Fittings, Crane ‘ ^ Hiilbert ’ ’ Drain- 

.622-665 

Fittings, Fine Thread . 596 

Fittings for Cast Iron Pipe..822, 823 
Fittings, Galvanized Flanged.... 220 
Fittings, Long Sweep Screwed.. 162 
Fittings, Long Sweep, List of 

Sizes . .269-271 

± ittings. Low Pressure Flanged 

...199-205 

Fittings, Malleable Iron, List of 


Sizes 


.273-282 


Fittings, Malleable Iron Screwed 

.153, 154, 165-173 

Fittmgs, Railing .143-149 

Fittings, Reducing, Standard 

Flanged . 219 

Fittings, Sewer Pipe.659-661 

Fittings, Sink .517-519 

Fittings, Slip Joint. 596 

Fittings, Soil Pipe .641-657 

Fittings, Special Flanged. 221 

Fittings, Stair Rail.146 147 

Fittings, Standard Flanged.. . 206-220 

Fittings, Trench Brace. 761 

Fittings, Union ..'.180-183 

Fittings, Vent .... 597 

FLxtures, Bath . 58S, 5S4: 

fixtures, Bath, Crane Concealed 376 

Fixtures, Bath Room . 534-554 

Fixtures, Combination Lavatory 568 

Flag Poles ._ ggp 

Flange Unions. 184 ig 5 

Flanged Fittings, Galvanized. . . 220 

Flanged Fittings, Gaskets for 222 , 223 
Flanged Fittings, Low Pressure 

Flanged Fittings, Special. 221 

Fanged Fittings, Standard ..206-220 
flanged Fittings, Standard Re¬ 
ducing . 219 


Page 

Flanges, Blind . 195 

Flanges, Brass Wall or Floor!.!! 594 

Flanges, Circular . jgy 

Flanges, Closet. !!!!!!!! 669 

Flanges, Closet Floor . 465 

Flanges, Closet Outlet _ !!”' 495 

Flanges, Closet Spud .! 454 

Flanges, Common . jgg 

Flanges, Companion . 193 ^94 

Flanges, Companion, Prices for’ 
Attaching . 

f langes. Companion, Types of 188,189 

Flanges, Facing of .190-192 

Flanges, Floor . 143^487 

Flanges, Pump. qaq 

Flashes, Roof . . 

Flat Rim Sinks. 519 

Flax Packing. * on a 

Flexible Joints 142 

Float Valves.97,98,908 

1 loats for Ball Cocks. 4 g() 

Floor and Ceiling Plates.!!!!!!! 743 

S®”'’ I?™’"® .600-609 

F oor F anges .143,187 

Floor flanges. Brass. 594 

Floor Flanges, Closet.. 495 

Floor Plates, Soil Pipe. ' ggi 

Floor Sleeves . ' 7^5 

Flue Blowers . 3 j ^9 

Flue Brushes and Scrapers.. .320, 321 
Flush Connections .. 461 

Flush Pipes, Closet..!!!!!!!. : 463 

Flush Pipes, Urinal.486-488 

Flushing Valve, Crane “Air Con¬ 
trolled ” . 452 

Foot Baths .373,375 

Foot Valves.19, 54 , 55 

Force Cups . 7^2 

Force Pumps, Plumbers. 762 

Fountain Heads .’ ’ ’ ’ 499 

•Fountain Trimmings . 497 

Fountains, Attachments for Drink- 

.. 405 

f ountains. Drinking . 399-404 

Four Way Cocks, Brass. . . .V. .. . . 36 

Frames, Catch-Basin . 611 

Frames, Man-Hole . 611 

Frames, Sink ..*.*!.* * 517 

Fresh Air Inlets, Soil Pipe .*.’.’ .* .*650 

Friend, Plumbers . 762 

Frost Proof Closets.450,451 

Frost Proof Drinking Fountains.'404 

Fuller Trimmings . 532 

Furnaces, Lead Melting. 754 

Fusible Plugs .... ’ ’ 288 
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Page 

‘ ^ Gandy Belting . 792 

Garage Floor Drains. 609 

Garbage Burners . 691 

Garden Hose . 801 

Garden Hose Valves . 32 

Gas Engine Lubricators. 308 

Gas Fitters’ Cement. 750 

Gas Fitters’ Hooks . 230 

Gasoline Engines .... 888 

Gasoline Engine Lubricators. 308 

Gaskets for Flanged Valves and 

Fittings .222,223 

Gaskets for Man-Hole and Hand- 

Hole . 325 

Gas Stove Cocks. 41 

Gate Valves, All Iron .65-67 

Gate Valves, Brass .23-30,33 

Gate Valves, Clamp . 65 

Gate Valves, Low Pressure.56-58 

Gate Valves, Quick Opening 27, 28, 64 

Gate Valves, Standard.56-69 

Gauge Cocks .292,293 

Gauges, Altitude .300-302 


Page 

Gauges, Ammonia . 303 

Gauges, Compound .299-301 

Gauges, Pressure .298-303 

Gauges, Vacuum.298, 299, 301 

Gauges, Water.289, 290 

Gem Hoze Nozzles. 805 

Glasses for Oil Cups.308 

Glass Tube Cutters. 291 

Glass Tubes for Water Gauges... 291 

Globe Valves, All Iron . 47 

Globe Valves, Brass .4-15 

Globe Valves, Iron Body.42, 43, 46-49 

Glue, Belting . 794 

Goosenecks, Lead . 623 

Goosenecks, Pump . 908 

Goosenecks, Wrought .244 

Governors, Steam Pump. 318 

Graphite . 752 

Grease Cups . 304 

Grease Traps .520,521 

^‘Guardene” Fire Extinguishers. 812 
Guards for Water Gauges. 291 


H 


Hack Saws . 758 

Hair Felt. 749 

Hand Bails .535,536 

Hand-Hole Gaskets. 325 

Handles and Wheels for Brass 

Valves . 34 

Hangers, Boiler ..■. . 697 

Hangers, Pipe.230-233 

Hangers, Eadiator .727, 728 

Hangers, Shafting. 793 

Hammers, Plumbers . 761 

^‘Harris” Slop Sinks. 604 

Headers, Pipe, Price List for 

Drilling and Tapping. 251 

Heads, Drive . 905 

Heads, Power Working .850-852 

Heads, Shower.394,395 

Heat Eegulators . 744 

Heaters, Tank . 912 

Heaters, Water.685-691 

Hemp Packing. 753 

* ^ Hermitage ’ ’ Vitroware Lava 

tory. 345 

Hinges, Closet Seat and Cover... 466 
Hoffman” Differential Loop... 739 
^‘Hoffman” Venting Valves. .738, 739 

Hog Waterers . 911 

Holden” Auxiliary Water Heat¬ 
ers . 689 

Holders, Closet Flush and Supply 

Pipe . 464 

Holders, Liquid Soap. 554 

Holders, Match . 548 

Holders, Pipe . 909 


Holders, Soap. 

.534, 536, 540-542, 547, 554 


Holders, Sponge .536,542 

Holders, Toilet Paper.. . .537, 542, 547 
Holders, Tooth Brush... .536, 540, 541 

Holders, Tumbler . 

.534, 536, 539-541 

Holders, Whisk Broom. 548 

Holyoke” Water Heaters. 686 

Hook Plates . 229 

Hooks, Beam . 229 

Hooks, Gas Fitters. 230 

Hooks, Pouring Pot . .. 755 

Hooks, Eazor Strop.543,548 

Hooks, ‘^Eeznor” Pipe. 232 

Hooks, Eobe .537,543,548 

Hooks, Shave . 757 

Hooks, Water Bag.537,543,548 

Hose . 804 

Hose Bushings . 809 

Hose Caps . 809 

Hose Clamps . 808 

Hose Connection, Pump. 908 

Hose Menders . 807 

Hose Nipples ... 809 

Hose Nozzles . 805 

Hose Pipes . 806,807 

Hose Backs . 811 

Hose Eeducers . 809 

Hose Straps . 807 

Hose Valves .31-33 

Hub Connections . 680 

Hubs, Soil Pipe. 650 

Hydrant Cesspool . 603 
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Hydrant Clamps 
Hydrant Cocks . 
Hydrants, Fire . 
Hydrants, Lawn 
Hydrants, Wall 
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Page 
. .. 908 
... 621 
... 815 
813,814 
... 813 


Hydraulic Couplings .. . 

Hydraulic Rams. 

Hydraulic Relief Valves 
^^Hy-Grade’’ Belting .. 


Page 

246 

859 

115 

790 


I 
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Idalia’’ Vitroware Lavatory... 344 
Ideal-Areola'' Radiator Boilers. 720 
Ideal Airid" Radiator Air 

Valves.. 74 Q 

Ideal" Belt Dressing. 795 

Ideal" Heating Boilers.699-711 

Ideal" Vent'Valves. 742 

Ideal" Water Heaters. 688 

mini" Closets.427-430,438 


John Crane Metallic Packing.... 325 

^‘Johnson" Well Screens. 901 

Joint Runners.’ * 755 

Joints and Couplings. 257 

Joints, Barco Flexible. 142 

Joints, Expansion .137-141 


K 

"Kenmar" Enameled Iron Lava- 

, tory • . 363 

Kent Enameled Iron Lavatory 363 

Kerosene Engines . 888 

‘' Keystone'' Expansion Shields. .’ 613 


Increasers, Cast Iron Pipe 
Increasers, Drainage .. 
Increasers, Soil Pipe 
Injectors . 


823 

679 

649 

316 

Inspector Test Yokes for 
Safety Valves . 

Pop 

112 

“Iowa” Lawn and Wall 

Hy- 

drants. 

813 

Iron Cement . 


752 


Joints, Flexible . 442 

Joints, Making Tight Screwed..’.’ 248 
Joints, "Moran" Type Flexible. 142 

Joints, Steam Swing. 437 

Jute Packing ..!!! 753 

"Juvenis" Closets.442,443 


"King" Water Heaters. 688 

Kitchen Sinks.497-509 

Knife Handle Wrenches. 768 

Knives, Chipping. 757 


Lace Leather .. 796 

Lacing, Belt . 796 

. 755 

Laterals, Standard Flanged. 216 

Laundry Coil Stands . 229 

Laundry Tank Heaters .688 


Laundry Tray and Sink Combined 


Laundry Tray Stands . [ 517 

Laundry Trays .525-531 

Lavatories .324-365 

Lavatories, Barber .356,357 

Lavatories, Enameled Iron_357-365 

Lavatories, Features of Crane. . .. 322 

Lavatories, Porcelain. 354 

Lavatories, Vitroware .334-356 

Lavatory Brackets . 586 

Lavatory Combinations. 349 350 

Lavatory Fixtures, Combination.. ^ 568 

Lavatory Stops .573,574 


L 


Lavatory Supply Pipes 

Lavatory Traps . 

Lavatory Wastes. 

Lawn Hydrants. 

Lawn Sprinklers .’ 

Lead Bends .. 

Lead Melting Furnaces ... 

Lead, Pig.’ 

Lead Pipe . * 

Lead, Sheet . 

Lead Traps . 

Leather Disc Check Valves 

Leather, Lace. 

Leathers, Pump. 

Levers, Closet Tank .!! .* 
Lighting Plants, Electric . ! 

Line Couplings. 

''Linova" Porcelain Bath.! 
"Linovus" Porcelain Bath. 
Liquid Soap Holders . 


. .571,572 
. .590-593 

. 569 

..813, 814 

. 810 

. 627 

. 754 

. 626 

.624,625 
.... 626 
..629-633 
20, 52, 53 
.... 796 
.... 899 
.... 457 
. . .. 827 
.... 246 
.... 372 
.... 371 
.... 554 
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* ^ Litera ’ ’ Vitroware Dental Lava¬ 


tory . 351 

Little Hercules’’ Water Heat¬ 
ers . 688 

Lock and Shield Valves, Brass 

Globe and Angle . 9 

Lock Nuts, Brass.150-152 

Lock Nuts, Cast Iron. 158 

Lock Nuts, Faced . 240 

Lock Nuts, Malleable Iron. 170 

Lock Nut Threads, Price List of. 251 
Long Screws . 240 


Page 

Long Sweep Fittings, List of 

Sizes .269-271 

Long Sweep Fittings, Screwed... 162 

Low Down Force Pumps.864, 866 

Low Pressure Gate Valves.56-58 

Lubricators, Engine . 310 

Lubricators, Glass Body. 308 

Lubricators, Sight Peed.312-314 

‘^Liiitwieler” Pumping Engines. 

.846-848 

‘ ^ Luxton ’ ’ Drinking Fountain. .. 
.401, 402 


Machine Bolts . 196 

‘ ‘ Majestic ’ ’ Enameled Iron Lava¬ 
tory .358,360 

Malleable Iron Screwed Fittings 

.153, 154, 165-173 

‘^Manhattan” Urinal .480,484 

Man-Hole Frames and Covers.... 611 

Man-Hole Gaskets. 325 

Manicure Table . 355 

“Marvel” Water Heaters. 685 

Match Holders. 548 

Mats, Drainboard . 516 

“Mauretania” Closets . 424 

“Media” Drinking Fountain.... 403 

Medicine Cabinets .549-551 

“Medio” Enameled Iron Bath. . . 384 


Melting Furnaces . 754 

Menders, Hose . 807 

“Meritus” Basin Faucets. 567 

Metallic Packing. 325 


Navy Unions, Flanged . 185 

Navy Unions, Screwed. 179 

Navy Valves, Check. 22 

Navy Valves, 'Globe, Angle and 

Cross.11,12 

“Neapol” Closets. 432 

Needle Point Valves. 10 

“Nevada” Enameled Iron Lava¬ 
tory . 361 

“New Eclipse” Tapping Ma¬ 
chines . 786 

Nipples, Brass . 243 

Nipples, Hose . 809 


M 


Meter Cocks ... * * i ... 39 

Meters, Water .824,825 

Mill Hose . 804 

Mineral Wool. 753 

Minneapolis Curb Cocks. 620 

“Minneapolis” Heat Eegulators. 744 

Mirrors. 553 

Mixing Valves, Shower.392,393 

Moboline Packing. 323 

Modulating Eadiator Valves. 736 


‘ ‘ Modus ’ ’ Enameled Iron Bath.. 


..380, 381 

“Monarch” Hose . 802 

“Monroe” Vitroware Lavatories 

.352, 353 

^ ^ Moran ’ ’ Type Flexible Joints.. 142 

Motors, Electric .'. 888 

‘ ^ Mueller ’ ’ Tapping Machines... 787 
Mufilers for Pop Safety Valves... Ill 


N 


Nipples, Soldering . 628 

Nipples, Tank . 240 

Nipples, With Hexagon Center.. 173 


“Norfolk” Enameled Iron Lava¬ 
tory . 362 

“Nova” Vitroware Dressing Ta¬ 
ble . 341 

“Nova” Vitroware Lavatory.... 


Nozzles, Hose. 805 

Nozzles, Spray. 883 


o 


Oakum . 753 

Offset Eeducing Couplings. 173 

Offsets, Drainage . 682 

Offsets, Malleable Iron. 171 

Offsets, Soil Pipe. 649 

“Ohliger” Connections. 462 


Oil Bibbs. 563 

Oil Country Pattern Flange Un¬ 
ions . 185 

Oil Cups .308, 310 

Oil Cups, Glasses and Washers for 309 

Oil Pumps . 307 

















































































CRANE 


XXI 


O—Continued 


Page 

Oil Separators .123, 124,126,127 

Oilers .305,306 

Oiler Sets . 308 

''Okolona’’ Closets. .425, 426, 437, 447 
‘‘Oliver’’ Vitroware Lavatory. . . 347 
Open Float Steam Traps.136 


Page 


Outlet Flang:es, Closet. 465 

“Ovatus” Barber Lavatorv. .. .! 356 
‘ ‘ Ovatus ’ ’ Vitroware Lavatory.. 


Overflows, Bath./ 585 

“Overton” Eoof Flashes. 658 


P 


Packing, Bibb . 581 

Packing, Coil .324-325 

Packing, Metallic . 325 

Packing, Sheet.322,323 

“Palmer” Sewer Valves. 656 

Palmetto Packing. 324 

Pantry Cocks . 570 

Pantry Sinks.512-514 

Paper, Asbestos. 749 

“Parker’s” Combination Vises.. 777 
“Peerless” Pattern Service Boxes 819 

“Peerless” Eadiators .722-726 

“Penberthy” Cellar Drainers. ... 612 

Penberthy Ejectors. 315 

Penberthy Injectors . 316 

Perfect Basin Wastes . 569 

“Perfection” Septic Tanks. 826 

Pins, Bending. 757 

Pins, Turn. 75 O 

Pipe Bands, Soil . 651 

Pipe Bending Forms. 778 

Pipe Bends .258,259 

Pipe, Cast Iron. 821 

Pipe Clamps, Water. 174 

Pipe Covering . 748 

Pipe Cutters .768-771 

Pipe, Dimensions of Wrought. . . . 284 

Pipe Drifts . 905 

Pipe End Eeamers.772, 773 

Pipe Hangers .230-233 

Pipe Headers, Price List for Drill¬ 
ing and Tapping. 251 

Pipe Holders. 909 

Pipe Hooks, “Eeznor”. 232 

Pipe Hooks, Soil . 651 

Pipe Joint Cement . 250 

Pipe, Lead .624,625 

Pipe Practice . 251 

Pipe, Price List of Wrought. . .252, 253 

Pipe Pullers . 909 

Pipe Eeamers. 774 

Pipe Eests, Soil. 651 

Pipe Saddles, Steam. I 75 

Pipe, Sewer . 659 

Pipe, Soil . 640 

Pipe, Spiral Eiveted.. 254 

Pipe Straps. 230 

Pipe Straps and Holders, Closet 
Flush and Supply. 464 


Pipe Supports .235-237 

Pipe Taps . 774 

Pipe Threads, Length of. 260 

Pipe Threads, Price List of. 251 

Pjpe, Tin . 625 

Pipe Vises .775-778 

Pipe Wrenches.767,768 

Pipe, Wrought, Weight of.252^253 

Pipes, Bath Supply. 539 

Pipes, Blow . 757 

Pipes, Closet Flush and Supply. . 463 

Pipes, Hose .806, 807 

Pipes, Lavatory Supply.571,572 

Pipes, Urinal Flush.486-488 

Plates, Floor and Ceiling. 743 

Plates, Hook. 229 

Plates, Screw . 76 O 

Plugs, Basin . 589 

Plugs, Brass Screwed.150-151 

Plugs, Cast Iron Pipe. 822 

Plugs, Cast Iron Screwed.... 159, 164 

Plugs, Drift . 756 

Plugs, Fusible . 288 

Plugs, Soil Pipe. 650 

Plugs, Soil Pipe Testing.. . 762 

Plugs, Wash Tray... 589 

Plumbers Friend . 762 

Plumbers Tools . 756-763 

Plungers, Pump . 893 

Plyers, Belt. 799 

Plyers, Combination . 767 

Pneumatic Tool Hose. 802 

Pockets, Drip . 129 

Points, Well.902-904 

Poles, Flag . 88 S 

Pop Safety Valves ...101-104,106-109 
Pop Safety Valves, Bases for 

Twin. 110 

Pop Safety Valves, Inspector Test 

Yokes for. 442 

Pop Safety Valves, Mufflers for.. Ill 

Pop Valves for Modulating Sys¬ 
tems . 737 

Pots, Fire .764, 766 

Pots, Pouring. 755 

Pots, Solder . 755 

Pouring Pots . 755 

Power Drive, Toledo. 774 

Power Pumps . 849 

Power Transmission Appliances.. 793 
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Power Working Heads.850-852 

Pressure Gauges.298-303 


Pressure Eegulators for Steam or 

Air.93,94 

Price Lists for Drilling Flanged 

Valves.70-72 

Price Lists for Spot Facing Bolt 

Holes .70-72 

Prison Closets.413,431,432 

Pullers, Pipe. 909 

Pulleys . 793 

Pulls, Closet Tank. 457 

Pump Brackets . 517 

Pump Check Valves. 907 

Pump Cylinders .890-892, 898 

Pump Diaphragms. 800 

Pump Flanges .. 909 

Pump Governors. 318 

Pump Jacks.878-881 

Pump Leathers. 899 

Pump Lifting Clevis. 909 

Pump Plungers. 893 

Pump Eods and Couplings.906, 907 


Quarter Bends, Wrought. 244 


Eacks, Hose. 811 

Eacks, Towel. 546 

Eadiator Brackets.727,728 

Eadiator Enamels and Bronze. .. . 751 

Eadiator Hangers .727, 728 

Eadiator Hose . 802 

Eadiator Valves.729-736 

Eadiators .721-726 

Eailing Fittings .143-149 

Eailroad Union Fittings. .180,181,183 

Eailroad Unions. 178 

Eails, Hand.535,536 

Eails, Shelf. 538 

Earns, Hydraulic . 859 

Eange Boilers.694, 695 

Easps . 758 

Eazor Strop Hooks.543,548 

Eeamers, Pipe . 774 

Eeamers, Pipe End.72, 773, 905 

Eeceiver Separators . 125 

Eeceivers, Condensation . 136 

Eeceptors, Shower Bath. 398 

^‘Eecess^’ Porcelain Bath. 370 

Eecessed Couplings.. 246 

Eed-CreameryBelting. 790 

Eeducers, Brass Screwed.150-152 

Eeducers, Cast Iron Pipe. 823 


Page 

Pump Shelf. 517 

Pump Standards.*867-870 

Pump, Stocks and Dies. 910 

Pump Strainers. 907 

Pump Stud Unions. 183 

Pump Valves, Eubber . 800 

Pumping Engines ..846-848 

Pumps, Centrifugal.856,857 

Pumps, Diaphragm. 858 

Pumps, Electric. 

.828, 830, 835, 836, 838, *839, 841 

Pumps, House .861-863 

Pumps, Oil . 307 

Pumps, Plumbers Force. 762 

Pumps, Power.[ * * * 849 

Pumps, Eotary ..853-855 

Pumps, Spray.882, 883 

Pumps, Steam Jet.315,317 

Pumps, Water Systems, Acces- 


Pumps, Wood .876,877 

Punches, Belt . ^799 

‘ ^ PurusClosets.4i7,’4i8,435 

Pyrene Fire Extinguishers. 812 


Q 

Quick Opening Gate Valves. 

.27, 28, 64 

R 


Eeducers, Cast Iron Screwed. 157 

Eeducers, Hose. 809 

Eeducers, Low Pressure Flanged.. 205 
Eeducers, Malleable Iron Screwed 169 

Eeducers, Soil Pipe . 650 

Eeducers, Standard Flanged Taper 218 

Eeducing Flanged Fittings. 219 

Eeducing Valves...91, 92 

‘^Eeed^’ Pipe Vises./ 776 

Eefill Tubes . 400 

Eefrigerator Drains. 603 

Eegulators, Damper . 742 

Eegulators, Heat . 744 

Eegulators, Pressure, for Steam or 

^ Air.93^94 

Eegulators, Tank. 741 

Eegulators, Water Pressure. 90 

Belief Valves, Steam and Water.. 


Eenewable Disc Valves, Brass 

Globe and Angle. 7 8 

Eenewable Disc Valves, Brass ^ 

Check . ig 

Eenewable Disc Valves, Iron Body 

Globe and Angle.48 49 

Eenewable Discs, Crane, for ' 
Brass Valves .8,18 
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Eenewable Discs, Crane, for Iron 

Body Valves. 49 

Eeturn Bends, Brass Screwed. .150-152 
Eeturn Bends, Cast Iron Screwed. 150 
Return Bends, Malleable Iron 

Screwed . 172 

Return Bends, Wrought. 244 

‘^Revere’’ Vitroware Lavatory.. 343 

‘^Revero’^ Hose . 802 

Reversible Stop and Waste Cocks 617 

‘^Rex’’ Water Heaters. 687 

^^Reznor’’ Pipe Hooks. 232 

Riveted Pipe . 254 

Rivet Sets. 799 


Page 

Rivets, Tubular Harness. 796 

^^Robb^' Connections. 462 

Robe Hooks. 537 , 543 , 548 

Rods, Pump . 906,907 

Rod Tongs, Pump. 910 

Roof Drains . goi 

Roof Flashes.. 658 

Rose Washer Cutters. 761 

Rotary Pumps.853-855 

^^RoyaP’ Water Heaters. 685 

''RugbyEnameled Iron Lava¬ 
tory . 364 

Runners, Joint. 755 


Saddles, Soil Pipe. 652 

Saddles, Steam Pipe. 175 

Safety Valves.100-109 

Sand Line . 887 

‘‘Saneto’’ Closets. 

.419-421, 436, 439-441, 446 

* ^ Sani-Plush . 750 

San-Seal-0 ’ ’ Drains . 608 

^ ^ Santo Urinal .481 

‘^SanwalP’ Closets.422,431 

‘‘Saunders’’ Pipe Cutters. 768 

Saws . 758 

Scrapers, Flue . 320 

Screens, Well . 901 

Screw Anchors.613,615 

Screw Drivers . 758 

Screw Plates . 760 

Screwed Fittings, Brass.150-152 

Screwed Fittings, Cast Iron. . .153-164 
Screwed Fittings, List of Sizes of 

Cast Iron .261-272 

Screwed Fittings, List of Sizes of 

Malleable Iron.273-282 

Screwed Fittings, Malleable Iron. 


Screwed Joints, Making Tight... 248 

Screwed Unions, Brass . 176 

Screwed Unions, Malleable Iron.. 


Screws, Bibb . 581 

Screws, Closet . 465 

Screws, Long . 240 

Screws, Trap ..638, 639 

Scullery Sinks . 522 

Seat and Cover Hinges. 466 

Seat Dressers, Bibb . 760 

Seats, Bath Tub. 547 

Seats, Closet .467-473 

“Secure” Lavatory Waste.. . 333 , 569 

Sediment Separators . 95 

“Se-Ment-01” . 751 


Separators, Oil ....123, 124, 126, 127 


Separators, Sediment . 95 

Separators, Steam.123-125, 128 

Septic Tanks . g26 

Service Boxes .816-819 

Service Connections . 623 

Service Tees, Malleable Iron.'.'.*! 167 

Sewer Pipe . 659 

Sewer Pipe Fittings.659-661 

Shafting . ygg 

Shampoo Cocks .578 

Shave Hooks .... 

Shelf Rails .!!!!!!.".!.’ 1! 538 

Shell Drills, Combination. 772 

Shelves, Towel ... 534 , 538,544 

Shields, Expansion .613 614 

Shoes, Drive . ^ 905 

Shower Bath Receptors *. 398 

Shower Curtains . 396 

Shower Heads. 394-395 

Shower Mixing Valves .392,393 

Shower Stall Drains. 603 

Shower Thermometers . 397 

Shower Trimmings . 395-397 

Shower Valves.392, 393 , 397 

“Shurtite” . 755 ^ 

Sidewalk Drains . 611 

“Sieben” Grease Trap..[[[[[[[ 521 

Sight Feed Lubricators.311-314 

‘ ‘ Signet ’ ’ Floor Drains.... 608 

Sill Cocks. ;;;; 575 

Sink and Laundry Tray Com- 

,•.523,524 

Sink Backs . 511 

Sink Bolts.518 

Sink Brackets.’ * * ’ 5 x 3 

Sink Couplings. 5 x 9 

Sink Drainboards . 515 5 x 6 

Sink Faucets, Double.. . . . ’ 576 

Sink Faucets, Wash . 577 

Sink Fittings ..'.'.517-519 

Sink Frames. 5 x 7 

Sink Strainers .[ [ 519 
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Sink Traps.590-593 

Sinks, Flat Eim. 510 

Sinks, Kitchen .497-509 

Sinks, Pantry .512-514 

Sinks, Scullery . 522 

Sinks, Slop .532, 533, 604, 606 

Sinks, Wash .366,367 

‘‘Sisson^’ Insertable Joint. 656 

Sitz Baths.373,374 

Sleeves, Cast Iron Pipe.822,823 

Sleeves, Floor . 743 

Slip Joint Connections . 594 

Slip Joint Fittings. 596 

Slip Joint Nuts, Closet Spud. 464 

Slop Faucets, Wash. 577 

Slop Hoppers .604-606 

Slop Sink Cocks. 576 

Slop Sink Trap Standards. 533 


‘‘Smith’s’^ Combination Vises.. 777 

‘'Smooth-On’’ . 752 

Snips . 758 

Soap Holders . 

.534, 536, 540-542, 547, 554 

Soil Pipe . 640 

Soil Pipe Fittings ..641-657 

Soil Pipe Testing Plugs. 762 

Solder. 626 

Soldering Coppers. 757 

Soldering Nipples . 628 

Soldering Nipples, Drainage. 680 

Soldering Unions . 635 

Solder Pots. 755 

Special Flanged Fittings. 221 

Specials for Cast Iron Pipe 822, 823 

Spiral Eiveted Pipe . 254 

“Spiro” Closet . 423 

Sponge Holders .536,542 

Spot Facing, Lists for.70-72 

Spray Nozzles . 883 

Spray Pumps .882, 883 

Spreaders for Porcelain Urinal 

Stalls . 488 

Springs, Bending. 757 

Sprinklers, Lawn. 810 

Spud Flanges, Closet. 464 

Spuds, Closet . 464 

Stair Eail Fittings.146,147 

Stalls, Closet and Urinal Trim¬ 
mings for.493-496 

Stalls, Urinal .475-478 

Standard Gate Valves.59-69 

Stands, Boiler . 697 


Page 

Stands, Laundry Coil. 229 

Stands, Laundry Tray. 517 

Steam Cocks, Brass. 35-37 

Steam Gauge Cocks.294, 297 

Steam Gauges.298, 299, 30l’, 302 

Steam Gauges, Syphons for. 298 

Steam Hose. 801 

Steam Jet Pumps.315, 317 

Steam Pipe Saddles .’ 175 

Steam Separators.123-125, 128 


Stems for Ball Cock Floats.460 

Stems for Eubber Balls. 460 

Sterling Packing . 323 

Stillson’s Pipe Wrenches . 767 

Stock Tanks, Galvanized.914,915 

Stock Tanks, Wood. 913 

Stock Waterers . 911 

Stocks and Dies.779-785 

Stocks and Dies, Pump. 910 

Stools, Bath . 552 

Stop and Waste Cocks_ 575 , 617-621 

Stop Check Valves.78, 79 , 82 

Stop Cocks. 617-621 

Stoppers, Eubber . 589 

Stops, Lavatory . 573,574 

Stops, Self Closing. 574 

Storage Tanks .916,917 

Strainers, Pump. 907 

Strainers, Sink . 519 

Strainers, Soil Pipe . 651 

Strainers, Urinal .491,492 

Strap Pipe Vises. 778 

Strap Wrenches . 760 

Straps, Closet Flush and Supply 

Pipe . 464 

Straps, Hose . 807 

Straps. Pipe . 230 

Street Washers . 814 

Stuffing Box Heads, Windmill.... 910 

Suction Hose . 803 

Superior Cleanser . 750 

Supply Pipes, Bath. 580 

Supply Pipes, Closet.463 

Supply Pipes, Lavatory.571,572 

Supply Tanks, Galvanized .916 

Supply Tanks, Wood . 913 

Supports, Pipe .235-237 

Swift Sight Feed Lubricators.... 3l2 

Swing Check Valves.20,21,51-53 

Swing Joints, Steam. 137 

Syphons for Steam Gauges.298 


T 

“Tabasco” Water Heaters. 690 Tank Heaters. 912 

Tallow Pots . 306 Tank Nipples . 240 

Tank Float Valves. 98 Tank Eegulators . .!.!!!!! 741 
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Tank Valves . 456 

Tanks, Closet.453-455 

Tanks, Expansion . 747 

Tanks, Galvanized Stock.914, 915 

Tanks, Galvanized Storage.. .916, 917 

Tanks, Galvanized Supply. 916 

Tanks, Pneumatic Pressure .. 844, 845 

Tanks, Septic. 826 

Tanks, Urinal . 485 

Tanks, Water Storage.692, 693 

Tanks, Wood Stock. 913 

Tanks, Wood Supply. 913 

Tap Borers . 757 

Tap Wrenches . 773 

Tapping Machines .786,787 

Taps, Pipe. 774 

T Branches, Soil Pipe.644-646 

Tees, Basin . 670 

Tees, Branch . 163 

Tees, Brass Screwed.150-152 

Tees, Cast Iron Pipe.822, 823 

Tees, Cast Iron Screwed. .156, 162, 164 

Tees, Drainage. 670 

Tees, Eccentric Cast Iron Screwed 156 

Tees, Low Pressure Flanged. 203 

Tees, Malleable Iron Screwed. 167,168 

Tees, Standard Flanged. 212-215 

Tees, Wash Tray. 168 

‘^Telsa'^ Basin Faucets. 565 

‘‘Telsa’’ Bath Faucets. 579 

‘‘Telsa’" Bibbs .555,556 

‘‘Telsa Jr.’^ Basin Faucets. 565 

^‘Telsa’’ Pantry Cocks. 570 

Templates, American Standard 

Drilling.224-226 

Testing Plugs, Soil Pipe. 762 

Test Yokes for Pop Safety Valves 112 
Thermometer and Altitude Gauge 

Combined . 302 

Thermometer, Shower . 397 

Threads, Defects in. 249 

Threads, Length of Pipe. 260 

Threads, Price List of Pipe. 251 

Three Way Cocks, Brass. 36 

Three Way Cocks, Iron. 74 

Throttle Valves... 83 

Tight Screwed Joints. 248 

Tin, Bar. 626 

Tin Pipe . 625 

Toggle Bolts . 616 

Toilet Paper Holders. .. . 537 , 542, 547 

Toledo’’ Boring Tools . 772 

‘‘Toledo” Pipe Cutters . 771 

“Toledo” Pipe Threading De- 

.784,785 

‘Toledo” Power Drive. 771 

Tongs, Casing .[ 256 


Page 

Tongs, Pump Eod. 910 

Tool Bags . 763 

Tool Chests. 763 

Tools, Plumbers .756-763 

Tooth Brush Holders... .536, 540, 541 

Torches, Gasoline . 765 

“Total Eclipse” Hydrants. 814 


Towel Backs . 546 

Towel Shelves .534,538,544 

Towers, Ideal Galvanized Steel... 886 

Trap Screws .638, 639 

Trap Standards, Slop Sink. 533 

Traps, Anti-Syphon.592,593 

Traps, Bushing for. 593 

Traps, Cast Iron . 593 

Traps, Cranetilt Steam.130-134 

Traps, Drainage .680-682 

Traps, Drum. 599 

Traps, Grease .520,521 

Traps, Lavatory or Sink.590-593 

Traps, Lead.629-633 

Traps, Lead Drum .631, 632 

Traps, Open Float Steam. 136 

Traps, Shower Stall. 603 

Traps, Soil Pipe .653-655 

Traps, Steam.130-134, 136 

Traps, Urinal .490,491 

Trays, Laundry .525-531 

Trench Brace Fittings_ i . 761 

Trimmings, Closet and Urinal 

Stall .493-496 

Trimmings, Compression . 581 

Trimmings, Drinking Fountain. . . 407 

Trimmings, Fuller . 532 

Trimmings, Shower . 395-397 

“Trimo” Pipe Cutters . 769 

“Trimo” Pipe Wrenches. 768 

“Triumph” Basin Faucets.! 567 

“Triumph” Bibbs . 562 

“Triumph Jr.” Basin Faucets... 567 

“Triumph” Pantry Cocks. 570 

“Triumph” Stops . 574 

Tube Cutter . 320 

Tube Cutters, Glass ...!! 291 

Tube Expanders, Boiler.. 319 

Tubes, Glass, for Water Gauges.. 291 

Tubes, Waste . 617 

Tubing, Brass and Copper. 238 

Tubing Couplings . 246 

Tubing, Plumbers Brass.593, 596 

Tubing, Eubber . 800 

Tubular Eivets. 796 

“Tucker” Connection. 679 

Tumbler Holders ... .534, 536, 539 , 541 

Tumblers .’. 537 , 540,541 

Turn Pins . 755 

“Tyrone” Drinking Fountain... 399 
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Underwriters Pattern Gate Valves 

.68, 69 

Underwriters Pattern Swing Check 


Valves . 53 

'^Unio’’ Enameled Iron Bath 377-379 

Union Ferrules .635, 636 

Union Fittings .180-183 

Unions, Brass Screwed. 176 

Unions, Flange .184,185 

Unions, Malleable Iron Screwed 

.177-179, 183 

Unions, Pump Stud . 183 

Unions, Soldering . 635 


Page 

Universal Eange Boiler Stands.. 697 


Urinal Cocks. 489 

Urinal Connections.490 

Urinal Flush Pipes .486-488 

Urinal Stalls .475-478 

Urinal Strainers .491,492 

Urinal Tanks . 485 

Urinal Traps .490 

Urinals . 479-484 

Urinals, Slate . 482 

^‘U. S.’’ Urinal .484 

'^Utilas^^ Urinal Stalls.475 


V 


Vacuum Cleaners .683, 684 

Vacuum Gauges.298, 299, 301 

Valve Balls, Eubber . 800 

Valve Boxes . 820 

Valves, All Iron Gate.65-67 

Valves, All Iron Globe and Angle 47 

Valves and Fittings for Ammonia 

.227, 228 

Valves, Automatic Stop Check 

.78, 79, 82 

Valves, Back Pressure .84-87 

Valves, Blow-Ofle.117-119 

Valves, Brass Check.16-22 

Valves, Brass Foot . 19 

Valves, Brass Gate.23-30, 33 

Valves, Brass Globe, Angle and 

Cross . 4-15 

Valves, Brass, Eenewable Disc... 

.7, 8, 14, 15, 18 

Valves, Butterfly . 96 

Valves, Combination Back Pres¬ 
sure and Exhaust Belief.86, 87 

Valves, Copper Disc .14, 15 

Valves, Crane ^^Air Controlled’^ 

Flushing . 452 

Valves, Crane-Erwood.80, 81, 83 

Valves, Double Action Non - Ee- 

turn.80, 81, 83 

Valves, Emergency Cut Out.80, 81, 83 
Valves, Emergency Engine Stop. . 88 

Valves, Exhaust Belief.86, 87 

Valves, Float .97,98,908 

Valves for Natural Gas. 9 

Valves, Hose .31-33 

Valves, Iron Body Check.50-53 


Valves, Iron Body Foot.54, 55 

Valves, Iron Body Globe, Angle 

and Cross . 42-49 

Valves, Iron Body, Eenewable 

Disc .48,49 

Valves, Low Pressure Gate.56-58 

Valves, Navy .11, 12, 22 

Valves, Needle Point. 10 

Valves, Pop Safety.. .101-104, 106-109 

Valves, Pressure Eeducing.91,92 

Valves, Pump Check . 907 

Valves, Quick Opening Gate 27, 28, 64 

Valves, Eadiator .729-736 

Valves, Eadiator Air .738-740 

Valves, Eegrinding Brass 11,12, 21, 22 

Valves, Belief .113-116 

Valves, Safety .100-109 

Valves, Shower .392, 393, 397 

Valves, Shower Mixing.392,393 

Valves, Standard Gate.56-69 

Valves, Tank . 456 

Valves, Throttle . 89 

Valves, Tubular Well.896, 897 

Valves, Venting.738-740, 742 

Valves, Wheels and Handles for 

Brass . 34 

Valves, Whistle . 285 

^^Vandemans” Combination Vises 778 

Vent Caps, Soil Pipe. 650 

Vent Fittings .. 597 

Venting Valves .738-740,742 

‘‘Vernon” Vitroware Lavatory.. 342 

Vises, Combination .777, 778 

Vises, Pipe.775-778 

‘ ‘ Vulcan ’ ’ Chain Wrench. 769 

“Vulcan” Pipe Vise. 776 


w 


Wall Brackets . 234 

Wall Flanges, Brass. 594 

Wall Hydrants . 813 

Wall Plates . 173 


“Walsyn” Closets ...433,434 

“Warnock” Strap Wrenches.... 760 

Washer Cutters . 761 

Washers, Basin Cock. 587 
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Washers, Bibb. 581 

Washers for Glass Oil Cups..*..* 308 

Washers for Water Gauges. 291 

Washers, Hose . 800 

Washers, Street .! 814 

Wash Sinks .366,367 

Wash Sink Faucets . 577 

Wash Tray Bibbs . 564 

Wash. Tray Plugs . 589 

Wash Tray Tees . 168 

Waste . 753 

Waste Nuts. 171 

Waste, Secure Lavatory. 333 

Waste Tubes . 617 

Wastes, Basin.569, 590 

Wastes, Bath . 585 

Wastes, Continuous. 595 

Wastes, Lavatory . 569 

Water Bag Hooks.53*7* *543, 548 

Water Columns .295 296 

Water Conductor . 908 

Water Connections . 623 

Waterers, Hog . 91 X 

Waterers, Stock .] ’ ] * 911 

Water Gauges ..289,290 

Water Heaters .685-691 

Water Meters.824,825 

' Water Pipe Clamps . .’ 174 

Water Pressure Regulators. 90 

Water Relief Valves . 116 

Water Storage Tanks.692,693 

Water Supply Systems.829, 

831-834, 837, 838, 840, 841, 865, 877 
Water Supply System Accessories 

Well Casing .255,256 


Page 

Well Cylinders, Tubular .894,895 

Well Points .902-904 

Well Screens. 901 

Well Valve Balls and Packers... 900 

Well Valves, Tubular.896 897 

‘^Westco’^ Tankless Water Sup-' 

ply Systems .841 

Whale-Bone-Ite Closet Seats.... 
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